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U.S. GOVERNMENT BOOKSTORES 


In addition to the mail-order service provided by the Office of the Superintendent 
of Documents, U.S. Government Printing Office, there are retail bookstores in 
Washington, D.C., and several cities throughout the United States, each of which 
has in stock approximately 1,500 of our most popular titles. You are invited to 
stop in any time. The locations of these stores are shown below: 


Atlanta Bookstore 

Room 100, Federal Building 
275 Peachtree Street NE. 
Atlanta, Georgia 30303 
Telephone: (404) 221-6947 


Birmingham Bookstore 

9220 Parkway East-B 
Roebuck ly ork ig City 
Birmingham, Alabama 35206 
Teeepiions: (205) 254-1056 


Boston Bookstore 

Room G-25 

John F. Kennedy Federal Building 
Sudbury Street 

Boston, Massachusetts 02203 
Telephone: (617) 223-6071 


Chicago Bookstore 

Room 1463—14th Floor 

Everett McKinley Dirksen Building 
219 South Dearborn Street 
Chicago, Illinois 60604 
Telephone: (312) 353-5133 


Cleveland Bookstore 

First Floor 

Federal Buildin 

1240 East 9th Street 
Cleveland, Ohio 44199 
Telephone: (612) 522-4922 


Columbus Bookstore 
Federal Office Building 

200 North High Street 
Columbus, Ohio 43215 
Telephone: (612) 469-6956 


Dallas Bookstore 

Room 1C50 

Federal Building—U.S. Courthouse 
1100 Commerce Street 

Dallas, Texas 75242 

Telephone: (214) 767-0076 


Denver Bookstore 

Room 117 

Federal Building—U.S. Courthouse 
1961 Stout Street 

Denver, Colorado 80294 
Telephone: (303) 837-3964 


Detroit Bookstore 

Patrick V. McNamara Federal artes 
477 Michigan Avenue, Suite 1 

Detroit, Michigan 48226 

Telephone: (313) 226-7816 


Houston Bookstore 

45 College Center 

9319 Gulf Freeway 
Houston, Texas 77017 
Telephone: (713) 226-5453 


Jacksonville Bookstore 
Room 158 

Federal coat 

400 West Bay Street 
Jacksonville, Florida 32202 
Telephone: (904) 791-3801 


Kansas City Bookstore 

Room 144, Federal Office Building 
601 East 12th Street 

Kansas City, Missouri 64106 
Telephone: (816) 374-2160 


U.S. Government Bookstore 
ARCO Plaza, C Level 

505 South Flower Street 
Los Angeles, Calif. 90071 
Telephone: (213) 688-5841 


Milwaukee Bookstore 

Room 109 

Federal Building 

519 East Wisconsin Avenue 
Milwaukee, Wisconsin 53202 
Telephone: (414) 219-1304 


New York Bookstore 

Room 110, Federal Building 
26 Federal Plaza 

New York, New York 10007 
Telephone: (212) 264-3825 


Philadelphia Bookstore 
Federal Office Building 
Room 1214 

600 Arch Street 
Philadelphia, Pennsylvania 
Telephone: (215) 597-0677 


Pittsburgh Bookstore 

Room 118, Federal Building 
1000 Liberty Avenue 
Pittsburgh, Pennsylvania 15222 
Telephone: (412) 261-7165 


Pueblo Bookstore 

World Savings Building 

720 North Main Street 
Pueblo, Colorado 81003 
Telephone: (303) 544-3142 


Pueblo Distribution Center 
Public Docs. Distribution Center 
P.O. Box 4007 

Pueblo, Colorado 81003 
Telephone: (303) 544-5277 


San Francisco Bookstore 

Room 1023, Federal Office Building 
450 Golden Gate Avenue 

San Francisco, California 94102 
Telephone: (415) 556-0643 


Seattle Bookstore 

Room 194 

Federal Building 

915 Second Avenue 
Seattle, Washington 98174 
Telephone: (206) 442-4270 


Washington, D.C., Area 
Bookstores 


U.S. Government Printing Office 
710 North Capitol Street 
Washington, D.C. 20402 
Telephone: (202) 275-2091 


Department of Commerce 
Room 1604, First Floor 
14th & E Streets NW. 
Washington, D.C. 20230 
Telephone: (202) 377-3527 


Department of State 

Room 2817, North Lobby 
21st and C Streets NW. 
Washington, D.C. 20520 
Telephone: (202) 632-1437 


Farragut West Bookstore 
Matomic Building 

1717 H Street, NW 
Washington, D.C. 20555 
Telephone: (202) 653-5075 


Health and Human Services Bookstore 
Room 1528 

330 Independence Ave., SW 
Washington, D.C. 20201 

Telephone: (202) 472-7478 


Laure) Bookstore 

8660 Cherry Lane 

Laurel, Maryland 20810 
Telephone: (301) 953-7974 


Pentagon Bookstore 

Main Concourse, South End 
Washington, D.C. 20301 
Telephone: (703) 557-1821 
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Preface 


In response to requests by the library community and the Depository Library Council to the 
Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 1974 
directed the Library Division to join the Ohio College Library Center’s on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog uses AACR 2 description and name headings. Subjects are derived 
from Library of Congress Subject Headings 9th edition and its supplements. The catalog consists of 


text and seven indexes—author, title, subject, series/report number, contract number, stock 
number and title keyword. 


The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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Users’ Guide 


ABBREVIATIONS 


addition, addendum, addenda 
amendment, amendments 
appendix, appendixes 

book, books 

change 

chapter, chapters 

Congress 

Department 

document 

facsimile, facsimiles 

fiscal year 

Greenwich hour angle 
House 

House concurrent resolution 
House document 

House executive document 
House joint resolution 
House of Representatives, House bill 
House resolution 

House report 

illustration, illustrations 
inch, inches 
































page, pages 

plate, plates 

portrait, portraits 

part, parts 

reprint 

revised 

report 

Senate, Senate bill 
Senate concurrent resolution 
Senate document 
Senate executive document 
Senate executive report 
Senate joint resolution 
Senate resolution 
Senate report 

section, sections 
session, sessions 

sub part 

summary 

supplement 

transmittal 

volume, volumes 





number, numbers 


Common abbreviations for the names of States, months, etc., are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 
Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 


Contract number index: An alpha-numeric list of contract, grant and project numbers associated with 
technical report publications. 


Stock number index: A numerical list of Superintendent of Documents stock numbers. 


Title keyword index: An alphabetical list of important words selected from information in the title 
fields. 


A margin index on the back cover locates the seven listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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MONTHLY CATALOG ENTRY 
NO.—The entry number ‘is assigned 
after the records are arranged 
alphanumerically by the Superintendent 
of Documents classification number. 
The first two digits establish the year; 
the last four digits locate the record in 
the Catalog. 


Lees ee OS 


-——————— 
MAIN ENTRY—A main entry may be 
a personal author, a corporate author, a 
conference, uniform title, or the 
document title, as established by the 
Anglo-American Cataloging Rules. 


TITLE PHRASE/STATEMENT OF 
RESPONSIBILITY —Title phrase and 
author statement are recurded from the 
title page or its substitute. Material in 
brackets is supplied from other sources. 


IMPRINT—The imprint contains place 
of publication, issuing agency, and date 
of issue. Includes name of distributor if 
different from issuing agency. 


COLLATION—Collation notes pages, 
illustrations, and size. 


SUBJECT HEADINGS (Arabic 
numerals)—Headings are selected from 
Library of Congress subject headings. 
Some NAL and NLM subjects may be 
used. NLM subjects will be indicated 
by an asterisk (*). NAL subjects will be 
indicated by a dagger (4). 


LIBRARY OF CONGRESS CLASS 
NO.—This is given when it is availabic 
from the Library of Congress. 


DEWEY CLASS NO.—Dewey class is 
given when it is available from the 
Library of Congress. 





[prepared by 
Administration. 
D.C.? : The Adi 
the Supt. of Dox 
1981. 

23 p. : 23 “cr 
(United States, LC 


2271)*This bul 
bulletin no. 2096 
on commercial 
(microfiche) >S/} 


1. Cabbage—D 
States. 2. Cate 
States.>I. Unit 
Education Admi 
Series : Farmer. 
Dept. of Agricul 

SB 762.U5 
334.76/0664 OC 


OCLC NO —This is the numbe 
assigned by the OCLC to identify th 
record in the data base. 


MPLE ENTRY 


A 1,9:2271 


. S. (Charles S.), 1926- 

of caterpillars on cabbage / 
by Science and Education 
tion.] —*1981 ed.Washington, 
e Administration : For sale by 
of Docs., U.S. G.P.O., 1980 i.e. 


23 cm. —*(Farmers’ bulletin 
ates, Dept. of Agriculture) ; no. 
is bulletin supersedes Farmers’ 
. 2099, Control of Caterpillars 


)*>S/N 001-000-04185-1 $1.50- 


ige—Diseases and pests—United 
Caterpillars—Control— United 
United States. Science and 
Administration. II. Title. III. 

armers’ bulletin (United States. 

\griculture) ; no. 2271. 


: 1981 80-603339 
4 OCLC 8203702 


SUPT. OF DOCS. CLASS NO.—This 
is the number assigned by the GPO 
Library to identify the document 
cataloged. 


EDITION—The edition is recorded 
from information in the document. 


SERIES STATEMENT—This | iden- 
tifies the series title and number. 


NOTES—Notes include _additional 
bibliographic information about the 
publication, including funding 
information for technical reports. 


ITEM NO.—This document was 
distributed to depository _ libraries 
requesting this item number 
(microfiche) indicates document was 
distributed in microfiche. 


STOCK NO.—This is a Government 
Printing Office sales stock nurnber. It is 
used only in ordering from the 
Superintendent of Documents. 


PRICE—GPO sales price. 


ADDED ENTRIES (Roman 
numerals)—When the Government 
publisher is not a main entry, it is 
included with added entries. 


| 


LIBRARY OF CONGRESS CARD 
NO.—Included for libraries ordering 
printed cards from the Library of 
Congress. 


ie number 
dentify this 





GENERAL INFORMATION 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402, is 
authorized by law to sell copies of government publications. The Superintendent of Documents currently 
sells 17,000 titles, which are only a small portion of the publications that have been issued by the Federal 
Government. Not every title that is listed in the Monthly Catalog is sold by GPO. 


The prices of all U.S. Government publications sold by the Superintendent of Documents are 
established by the Public Printer in accordance with Title 44 of the United States Code. Prices are subject 
to change without notice. The prices charged on your order will be those in effect at the time your order is 
processed, with the exception of prices quoted from the GPO order desk. (A telephone quote number will 
be provided at that time which guarantees the price for 90 days.) As it is not feasible to manually correct 
the prices in the publications affected by price changes, the prices charged on your order may differ from 
those printed in the publications and in the Monthly Catalog. 


THE GPO PUBLICATIONS REFERENCE FILE 


The GPO Sales Publications Reference File (PRF) is a 48x microfiche catalog of publications sold by 
the Superintendent of Documents. The PRF is issued on a bi-monthly subscription basis and lists all 
publications and subscription services currently for sale by the Superintendent of Documents. Forthcoming 
sales items and items that have been out-of-print—GPO for up to two years are also included in the PRF. 


Each PRF issue consists of approximately 300 microfiche and is sent to subscribers and depository 
libraries six times a year in January, March, May, July, September, and November. Monthly supplements 
to the PRF, entitled GPO New Sales Publications, consist of one or two microfiche. Each supplement lists 
all new publications added to the active sales inventory during the preceding month. 


The PRF is arranged in three sequences: 
1. By Government Printing Office stock numbers 
2. By Superintendent of Documents classification numbers 


3. By alphabetical arrangement of subjects, titles, agency series and report numbers, keywords and 
phrases, and individual authors. 


The PRF may be purchased as a subscription service, or by single issue. 
THE OUT-OF-PRINT GPO PUBLICATIONS REFERENCE FILE (OUT-OF-PRINT GPO PRF) 


The Out-of-Print GPO PRF provides in-house users and subscribers with access to historical records 
of out-of-print publications. This research tool is useful in tracing the history of sales titles and in 
identifying old titles once part of the Sales Program. 


Records for this microfiche product are generated at the beginning of each calendar year when 
several thousand GPO titles are deleted from the active file of the PRF and are issued as a sales item. 
Records in the Out-of-Print PRF include titles that have been unavailable for sale for 12 months or more. 


The first issue of the Out-of-Print PRF sold to subscribers was made available in 1980 as the 
Exhausted GPO Publications Reference File (EPRF). The title of this issue reflected the stock status 
“exhausted” and included. over 25,000 titles arranged in alphabetical sequence. The second issue for 1982 


was later superseded by-ascumulationdor-the years98 tzand1982:°The total.number of records up to the 
present time.is.approximately 40,000. 


PRELIM. 14 





Beginning with the 1983 issue, the title will be changed to reflect the new status, “out-of-print”. This 
new issue will supplement those of 1980 and 1981-1982. 


Copies of out of print publications listed on the EPRF and Out-of-Print GPO PRF can be found in 
regional Federal depository library collections. Copies of certain technical publications no longer sold by 
the Superintendent of Documents may usually be obtained by writing to: 


National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


SUBJECT BIBLIOGRAPHIES AND INDEX 


At present the Superintendent of Documents does not publish a complete hard copy listing of all titles 
that are for sale. Most of the available titles appear in the more than 250 subject bibliographies that are 
prepared by this Office. The subject bibliographies list publications and subscriptions on a single subject, or 
on a specific field of interest. Each entry is listed by title, GPO stock number, and price. The bibliogra- 
phies also provide a brief description of some of the publications and subscriptions listed, and ordering 
information. The Superintendent of Documents has also prepared a Subject Bibliography Index to assist 
customers in selecting the subject bibliography that most closely relates to their needs. Prices of publica- 
tions listed in the subject bibliographies are subject to change without notice. 


The Subject Bibliography Index and the subject bibliographies are free and may be obtained by 
writing to: i 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


GOVERNMENT PERIODICALS AND SUBSCRIPTION SERVICES, PRICE LIST 36 


Government Periodicals and Subscription Services, Price List 36 is a free catalog available upon request 
from the Superintendent of Documents. This catalog lists over 500 subscription services that are published 
by more than 40 Federal agencies and sold by the Superintendent of Documents. Each issue also lists the 
changes in subscription services that have occurred since the last edition of Price List 36 was published. 
These revisions include new subscription services, subscriptions that have been discontinued, changes in 
subscription titles and the latest prices. All changes are listed under “General Information” in the 
preliminary pages. A subscription order form and ordering information are provided on the last two pages. 
Retention information (the number of available back issues retained for single copy sale) is included in the 
text entries of Price List 36 following the single copy price. Price List 36 is revised and issued quarterly 
(Winter, Spring, Summer and Fall). Prices of all subscription services are subject to change without 
advance notice. To obtain a copy of Price List 36, write to: 


Superintendent of Documents 


U.S. Government Printing Office 
Washington, D.C. 20402 


CONSUMER INFORMATION CATALOG 


The Consumer Information Center was established in 1970 by presidential order to increase public 
awareness of consumer information released by Federal agencies. A catalog of consumer publications, 
published four times a year by the Center, lists booklets from nearly 30 agencies of the Federal Govern- 


ment. Approximately 40% of these publications are free upon request. A $1.00 user fee is charged for orders 
of more than one free item. 
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The Consumer Information Center does not maintain a mailing list for individual copies of the 
Consumer Information Catalog. However, the Center does maintain a bulk mailing list for educators, 
libraries, consumer and non-profit groups who wish to receive 25 or more copies of the catalog quarterly. 
A Spanish-language edition of the catalog is also available, by individual copy or by bulk. To obtain a 
copy of the catalog or an application to be placed on the bulk list, write to: 


Consumer Information Center 


Pueblo, Colorado 81009 
U.S. GOVERNMENT BOOKS 


This illustrated catalog provides annotations of nearly 1,000 of the Government’s best-selling publica- 
tions and subscriptions. The catalog is revised quarterly with most entries carried over. Single copies of the 
catalog are available free of charge and may be obtained by writing to: 


NEW CATALOG 
Superintendent of Documents 
Washington, D.C. 20402 


NEW BOOKS 


New Books is a bi-monthly listing of all the new sales publications received by the Superintendent of 
Documents within the intervening two month period. New Books is designed primarily for use by people in 
professional and technical fields, announcing publication information in a timely manner. To be placed on 
the free mailing list to receive New Books, write: 


Superintendent of Documents 
Washington, D.C. 20402 


DIALORDER 


Information on U.S. Government Printing Office sales items, as well as all subject bibliographies and 
catalogs, listed on the Publications Reference File, can be found through the Lockheed DIALOG system. 
DIALOG is a computerized reference system available from the Lockheed DIALOG Retrieval Service of 
Palo Alto, California, and the U.S. Government Printing Office is one of the over 190 data bases that can 
be accessed by this system. DIALOG subscribers can search any of these data bases by using their own 
terminal, and take advantage of computerized research methods. 


An additional service, called DIALORDER, is available for a slightly higher fee. Subscribers to 
DIALORDER can place an order with the U.S. Government Printing Office directly by computer, 


however there are special charges for this service. Customers requesting information on DIALOG/ 
DIALORDER should contact: 


Lockheed DIALOG Information Retrieval Service 
3460 Hill Avenue 


Palo Alto, California 94304 


Telephone: 800-227-1960 (In the U.S., except California) 
800-982-5838 (In California) 
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STANDING ORDER SERVICE 


Certain publications or series of publications that are published annually are now available on a 
standing order basis. Customers who wish to use this service must maintain a Superintendent of Docu- 
ments deposit account, or a VISA or MasterCard account. Under the standing order service, customers 
will be placed on a specific standing order list upon request and will receive publications associated with 
the list as they become available. GPO mails these publications to customers and charges their accounts. If 
funds are not available at the time of shipment, the customer is notified that no shipment will be made. 
Subscription services are not offered on a standing order basis. To receive a publication on standing order, 
customers must submit GPO Form 3468, “Authorization for Standing Order Service”. This form and a list 


of standing order titles are available free of charge from the Superintendent of Documents. For more 
information on standing orders, write: 


Department 40 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


CONGRESSIONAL PUBLICATIONS 


The following Congressional materials are available from the Superintendent of Documents on a 
subscription basis: House and Senate Hearings, Public Bills, Reports on Public Bills, Private Bills, Reports 
on Private Bills, House and Senate Documents, Private Laws, Public Laws. 


In most cases, single copies of these publications are not sold. Items which are not available for sale, 
may be obtained from the House and Senate Documents Rooms at the U.S. Capitol, Washington, D.C. 
20515 (House) and 20510 (Senate) or from the issuing congressional committee. Sales items, including some 
committee prints, are identified with price and stock number in the individual entries in the Monthly 


Catalog. Prices on sales items are subject to change without notice. Current price information is available 
from the Superintendent of Documents. 


FEDERAL DEPOSITORY LIBRARY PROGRAM 


To help fulfill its responsibility to inform the public on the policies and programs of the Federal 
Government, Congress has established the Depository Library Program. Chapter 19 of title 44 of the U.S. 
Code is the authority for the establishment and operation of the depository program. Under this program, 
Government publications are made available to designated depository libraries. In order to provide the 
general public with greater access to Government publications, these libraries are located in each State and 
congressional district. There are currently over 1,350 depository libraries. Of this number, 50 have been 
designated as regional depositories. The regional libraries assume the responsibility of retaining depository 
material permanently and of providing inter-library loan and reference service in their regions. They also 
assist selective depository libraries with the disposal of unwanted material. Copies of documents no longer 
available through the GPO Sales Program can usually be found in regional Federal depository library 


collections. See the following page for a list of regional Federal depository libraries. To obtain a complete 
list of the depository libraries, write to: 


Superintendent of Documents 


U.S. Government Printing Office 
Washington, D.C. 20402 
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SEND NO CHECKS OR ORDERS TO THESE LIBRARIES. 


SEND NO CHECKS OR ORDERS TO THESE LIBRARIES. 
FEDERAL DEPOSITORY LIBRARY PROGRAM 


The Federal Depository Library Program provides Government publications to designated libraries throughout 
the United States. The Regional Depository Libraries listed below receive and retain at least one copy of nearly every 
Federal Government publication, either in printed or microfilm form for use by the general public. These libraries 
provide reference services and inter-library loans; however, they are not sales outlets. You may wish to ask your local 
library to contact a Regional Depository to help you locate specific publications, or you may contact the Regional 


Depository yourself. 


ARKANSAS STATE LIBRARY 
One Capitol Mall 

Little Rock, AR 72201 

(501) 371-2326 


AUBURN UNIV. AT MONTGOMERY 
LIBRARY 


Documents rtment 


Moni , AL 36193 
(205) 279-9110, ext. 253 


UNIV. OF ALABAMA LIBRARY 
Documents Dept. a S 


University, AL 354 
(205) 348-736 
DEPT. OF LIBRARY, ARCHIVES 
mi PUBLIC RECORDS 
—State Cap. 
1700 West Washington 
Phoenix, AZ 85007 
(602) 255-4121 


UNIVERSITY OF ARIZONA LIB. 
Government Documents Dept. 
Tucson, AZ 85721 
(602) 626-5233 


CALIFORNIA STATE LIBRARY 
P.0. Box 2037 
95809 


Sacramento, CA 
(916) 322-4572 
UNIV. OF COLORADO LIB. 
Government Pub. Division 
Campus Box 184 


Boulder, CO 80309 
(303) 492-8834 


DENVER PUBLIC LIBRARY 
— Pub. Department 


Denver, CO 80203 
(303) 571-2131 


CONNECTICUT STATE LIBRARY 
Government Documents Unit 

231 Capitol Avenue 

Hartford, CT 06106 

(203) 566-4971 


UNIV. OF FLORIDA LIBRARIES 
West 


Documents Department 
Gainesville, FL 32611 
(904) 392-0367 


UNIV. OF GEORGIA LIBRARIES 
ment Reference Dept. 

Athens, GA 30602 

(404) 542-8951 


UNIV. OF HAWAII LIBRARY 
Govt. Documents Collection 
2550 The Mall 

Honolulu, Hi 96822 

(808) 948-8230 


UNIV. OF IDAHO LIBRARY 
Documents Section 
Moscow, ID 83843 
(208) 885-6344 
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ILLINOIS STATE LIBRARY 
Information Services Branch 
Centennial Buildin 
Springfield, IL 62706 

(217) 782-5185 


INDIANA STATE LIBRARY 
Seriais Documents Section 
140 North Senate Avenue 
Indianapolis, IN 46204 
(317) 232-3686 


UNIV. OF IOWA LIBRARIES 
Govt. Documents Department 
lowa City, 1A 52242 

(319) 353-3318 


= OF — 
Doc. Collect.—Spencer Lib. 


Lawrence, is 66045 
(913) 864-4662 


UNIV. OF KENTUCKY LIBRARIES 
Govt. Pub. Department 

Lexington, KY 40506 

(606 257-3139 


LOUISIANA STATE UNIVERSITY 
oe Library 


Docs. Dept 
Baton Rouge, LA 70803 
(504) 388-2570 


LOUISIANA TECHNICAL UNIV. 
LIBRARY 


Documents Department 
Ruston, LA 71272 
(318) 257-4962 


nine 5g Fore = 
Raymond r Libra 
Tri-State — Decomats 


ME 469 
a} 581-1680 
UNIVERSITY OF MARYLAND 
McKeldin Lib.—Doc. Div. 
a ee Park, MD 20742 
(301) 454-3034 


BOSTON PUBLIC LIBRARY 
Government Docs. Dept. 
Boston, MA 02117 

(617) 536-5400 ext. 226 
caer Meron LIBRARY 
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HOW TO ORDER PUBLICATIONS 


AVAILABILITY OF PUBLICATIONS 


Unless otherwise indicated, publications listed in this catalog are distributed by the issuing office 
which appears immediately before the publication date in each entry. Publications that are sold by GPO 
are indicated by a “For sale by the Supt. of Docs.” statement in the text entries. The GPO stock number 
(S/N) and the price of the publication at the time the publication was listed in the Monthly Catalog are 
included in the entry under the item number. (See the sample entry on page V.) Entries for publications 
that are sold by the National Technical Information Service include a statement to that effect. Additional 
information necessary for procuring documents appears above or within the text entries. Do not use the 
Library of Congress card number in ordering publications. 


ORDERING DOCUMENTS FROM THE GOVERNMENT PRINTING OFFICE 


A. General Information 


1. 


Publications that are sold by the Superintendent of Documents may be ordered directly from the 


Office of the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 
20402. 


. Customers may submit orders for publications (please use GPO stock numbers and titles) on the 


order form found in the front of the catalog. Additional order forms are available from the 
Superintendent of Documents by requesting stock number 021-000-34309-9 and the quantity re- 
quired. There is no charge for ordering these forms. 


. Customers requesting subscription services, or single issues of a subscription service, should refer to 


the Serials Supplement or to Government Periodicals and Subscription Services, Price List 36. 


. Customers may order by phone. The order desk is open from 8:00 A.M. to 4:00 P.M. Monday 


through Friday, and will accept orders charged to a Superintendent of Documents Deposit Account 
or to a VISA/MasterCard Account. The order desk phone number is 202-783-3238. 


. Customers with teletype equipment can also charge orders to a deposit account or credit card 


account by dialing the GPO TWX #710 822-9413; ANSWER BACK USGPO WSH. 


. Customers on the DIALOG system may transfer their orders via DIALORD. 


B. Ordering Publications 


. Order publications by GPO stock number whenever possible. The stock number format is 000-000- 


00000-0. Include the complete title for each publication requested. 


. If a GPO stock number does not appear in a Monthly Catalog text entry, that means that the 


publication is not sold by the Government Printing Office and cannot be ordered from the Superin- 
tendent of Documents. 


. Stock number, current price, and information regarding stock status is available from the order desk 


in Washington, D.C. (202-783-3238, a non-FTS commercial number.) 


. Congressional documents and reports that are sold by GPO should be ordered by the stock number 


and title together with the document or report number and the session of Congress, e.g., Y 1.1/ 
7:96-1. (House document—96th Congress, Ist session; no. 1.) 
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. Please indicate clearly on your order if you want the previous edition of a particular publication and 
not the newer edition. If you want the latest edition of a publication, indicate this also. 

. A 25 percent price discount is allowed for purchases of 100 or more copies of a single publication 
that are mailed to one address. Bookdealers buying for the purpose of resale will receive the same 
25 percent discount, regardless of quantity, if the publications are mailed to their place of business. 
No discount is allowed when the publications are mailed to a third party unless the order is for 100 
or more copies of a single publication. Also no discount is allowed on several periodicals or groups 
of publications which fall into a special pricing category. 


. How to Remit 


Checks 


1. All remittances for GPO sales documents should be by check or money order made payable to the 
Superintendent of Documents. Please do not send currency or coin. 


VISA/MASTERCARD 


The Superintendent of Documents is accepting orders to be charged to a valid VISA or MasterCard 
account. Customers who wish to use one of these services should furnish their credit card number and 
the date of expiration. 


Deposit Account 


Customers who make frequent purchases from the Superintendent of Documents will find a deposit 
account a convenient method for ordering publications and subscriptions. 


1. A minimum deposit of $50 is required to open a deposit account. Upon receipt of your remittance 
by this Office, you will be assigned a unique deposit account number against which you may place 
future orders. A positive balance must be maintained in your account in order to place future 
deposit account orders. Requests to open a deposit account should be submitted separately and 
addressed to the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 
20402. Customers should send all deposits to their accounts separately from orders. 


. Be sure to include your deposit account number when placing deposit account orders. 


- You will receive a monthly statement regarding the status of your deposit account provided there 
has been activity on the account during the previous month. The statement will indicate all charges 
made against the account during the month and the remaining balance. An account with a positive 
balance may be closed upon a customer’s written request. 


. We suggest that deposit account customers maintain a balance sufficient to cover three months’ 


purchases to assure prompt processing of their orders and to avoid the necessity of forwarding 
frequent deposits. 


D. Additional Remittance Information for International Customers 


1. Customs and international mailing regulations require special handling of all orders that are mailed 
outside of the United States. The Superintendent of Documents charges an additional 25 percent of 
the current domestic selling price of a publication or subscription service to cover the special 
handling charges. We also require that remittance be made in advance of shipment. We request that 
all correspondence with this Office be in English. 
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. International customers should remit by International Postal Money Order, by a check or money 
order, in U.S. dollars, from a bank in Canada, the United States or its possessions. (Please note: In 
accordance with United States Department of the Treasury regulations, we cannot accept checks or 
money orders drawn on Canadian banks for amounts of less than four U.S. dollars ($4.00). If your 
order is less than $4.00, we suggest that you use your VISA or MasterCard.) We cannot accept 
drafts from foreign branches of an American bank. Orders received with postage stamps, Interna- 
tional Response Coupons, or foreign currency are not acceptable and will be returned unprocessed. 


. To guarantee the price of a publication for purchase at a future date, customers may request a pro 
forma invoice. This invoice quotes the title of the publication, its price, and special handling 
charges. It is valid for 90 days from the date of the quote. 


. Unless otherwise specified by the customer, shipments for international orders will be sent surface 
mail. Airmail rates for publications vary according to the weight of the shipment and its destination 
Airmail rates for individual issues of subscription services remain constant through the term o* > 
service. The Superintendent of Documents recommends that international customers request airriail 
service for dated periodical subscription services. Information on airmail rates may be obtained by 


telephone (202-783-3238), telex (TWX #710 822-9413 ANSWER BACK USGPO WSH) or by 
mail. 


REMINDER: Prices of publications are subject to change without notice and the prices charged on 
your order will be those in effect at the time your order is processed, with the exception of those who 
have requested a pro forma invoice in advance or have obtained a valid price quote. 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (order desk) (202) 783-3238 


(general ordering information) 

. Congressional Information Desk (202) 275-3030 
(information on Congressional publications) 

. Publication Service Section (202) 275-3050 
(publication complaints) 

. Subscription Research Section (202) 275-3054 
(subscription complaints) 

. Deposit Account Section (202) 275-2481 
(complaints regarding charges or deposits) 
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LIST OF SPECIAL MATERIALS 


Errata sheets, change notices, binders, and other materials not warranting a separate bibliographic description are listed below. The list is in Supt. of Docs. classification number 
order. Each entry in the list includes title, date, Supt. of Docs. item number, stock number, and price, as applicable. 


C 3.31/4:982/v.1/pt.54/map 


D 7.6/4:D 26/v.5/982/CH.4 .....ceseseseseseeees 
D 7.6/4:D 26/V.8/982/CH.6 .......cceeseeseees 
D 7.6/4:D 26/v.11/982/CH.7 .....cccseseeeeeeeee 
D 7.6/4:D 26/v.14/982/CH.2 ...cccccceseseeeeees 
D 101.9:27-20/ch.18 
D 101.11:9-2330-267-14 & P/ch.1........... 





D 101.11:10-3950-264-14 & P-3/ch.1..... 


D 101.25:9-493 1-406-S0/ch. 1.0... eeeseeeee 


D 101.25:9-493 1-423-35/ch.L...eseeseseesesees 


GS 2.8/7:141 B/ch.2 





NF 3.12:F 33/985-86[notice] 


SBA 1.2:Sm 1/11[notice] 
TD 4.308:F 11/984/cH.1 oc eeeeseceeseneees 


The Virgin Islands of the United States. [1982 census of agriculture. Geographic area 
series.] @ Item 152-A-39. 

Defense Integrated Data System (DIDS) procedures manual. July 2, 1984. @ Item 314-A. 

Defense Integrated Data System (DIDS) procedures manual. July 2, 1984. @ Item 314-A. 

Defense Integrated Data System (DIDS) procedures manual. July 2, 1984. @ Item 314-A. 

Defense Integrated Data System (DIDS) procedures manual. July 2, 1984. @ Item 314-A. 

Legal services, claims effective July 15, 1984. June 15, 1984. @ Item 323. 

Operator’s, organizational, direct support, and general support maintenance manual (in- 
cluding repair parts and special tools list) for trailer, tank, potable water, 400 
gallons, 1% ton, 2 wheel, M149 (NSN 2330-00-542-2039), M149A1 (NSN 2330-00- 
832-8801), M149A2 (NSN 2330-01-108-7367), and M625 (NSN 2330-00-782-6059). 
March 30, 1984. @ Item 329. 

Operator’s organizational, direct support, and general support maintenance manual (includ- 
ing repair parts and special tools lists, and supplemental operating, maintenance and 
repair parts instructions), crane, mobile, container handling, truck mounted, 250-ton 
capacity, ded, pt. NSN 3950-01-027-9253 (Harnischfeger model 6250TC). Septem- 
ber 15, 1983. @ Item 329. 

Calibration procedure for coaxial thermal converters, Ballantine models 1394 and 1395 
series; Hewlett-Packard models 11049A, 11050A, and 11051A; and Filmohm model 
B7842 series. June 10, 1980. @ Item 329. 

Calibration procedure for attenuator Kay model 464A and Hewlett-Packard models 355A, 
B, C, and D. October 20, 1977. @ Item 329. 

Federal test method standard. Paint, varnish, lacquer, and related materials: methods for 
sampling and testing. June 15, 1981. @ Item 563. 

1985-86 fellowships of the National Endowment for the Humanities. 1984. @ Item 831-B- 
1. 

When it comes to bread and butter issues, we’re dishing out some pretty meaty stuff. 

Facility operation and administration. May 10, 1984. @ Item 431-D-1. 
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ACTION 
Air Force Academy 


Army Department 


Defense Logistics Agency 

Federal Bureau of Investiga- 
tion. 

Health and Human Services 
Department. 

National Aeronautics 
Space Administration. 

National Center for Educa- 
tional Statistics. 

National Institute of Mental 
Health. 

National Ocean Survey 

Navy Department 

Processing Services (Includes 
Cataloging Distribution 
Service Division). 

Public Health Service 

Reclamation Bureau 


and 


Research and Special Pro- 


grams Administration. 
Social Security Administration 


Veterans Administration 


New Classification 


Classification no. 
AA 1.18:CT 
D 305.17:date 
D 305.18:date.... 


D 101.103:nos 

D 101.104:nos 

D 101.105:nos 

D 7.6/4-3:nos 

J 1.14/8 a:CT 
HE 1.6/8:date 
NAS 1.24/3:date 
ED 1.116/2:date 
HE 20.8109/a:CT 
C 55.418/a:nos 


D 201.21/6-2:nos 
LC 30.25:CT 


HE 20.13/2:nos 
I 27.31/2:nos 


TD 10.6:CT 





HE 3.6/5:(pt.nos./chap./subchap./ 
trans.). 

HE 3.6/6:date 

VA 1.67:CT 

VA 1.68:date 











Numbers 


Title 
Posters. 
Formulary, USAF Academy Hospital (annual). 
DISCOVERY: Faculty Publications and Presentations 
(annual). 
SUBCOURSE ISO (series). 
RSC (series). 
Workbook (series). 
DGSCM (series) (Defense General Supply Center). 
FBI Law Enforcement bulletin reprints (separates). 


HHS Acquisition Regulation Staff Manual. 


KSC Telephone Directory (Kennedy Space Center) 
(semiannual). 

Institutions of Higher Education, Index by State and 
Congressional District. Previously classed: HE 19.322. 

Psychopharmacology Bulletin (separates). 


Nautical charts. 
NWC Administrative Publication (series). 
Handbooks, manuals, guides. 


CC (Commissioned Corps) pamphlet. 

Technical Memorandum Assistant Commissioner—Engi- 
neering and Research Denver. 

Rules, regulations, and instructions. 


Program Operations Manual System. 
Post Entitlement Manual. 
Biometrics Monograph Series. 


Five Year Medical Facility Construction Needs Assess- 
ment (annual). 
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Catalog 
Feb. 1981 


Nov. 1981 
Feb. 1984 


May 1984 


Entry no. 


81-1281 


81-13609 


84-5600 


84-5906 


84-9426 


84-9854 
84-11081 


Corrections for Previous Monthly Catalogs 


Title 


Treatability manual . . . 


Physician requirements, 1990... . 

The prevention of serious delinquen- 
CW v3 

Alternatives electric power rate struc- 
tures... 


Procedures for establishing and main- 
taining ... 

FY ... US Air Force plan. . . 

Magazines .. . 


Correction 
Change class to EP 1.8:T 71/v.1-3,5, stock number to 


005-000-00125-1, and price to $43.00 (set of 4 vol- 


umes). 
Change class to HE 20.6024:P 95/990. 
Change @ Item number to 717-N-S. 
Change class to Y 3.T 25:45 P/87/final. 
Change @ Item number to 83-B-6 (microfiche). 
Change class to D 301.45/19-5:985. 


Change class to LC 19.11:M 27/983 and change @ Item 
number to 806-A-13. 
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List of Government Authors 


Beginning class 


ACTION, Washington, DC 20525 AA 1.8/2:4405.90/2 
Advisory Commission on Intergovernmental Relations, Washington, DC 20575 Y 3.Ad 9/8:2 J 19 
Advisory Council on Social Security, Baltimore, MD 21235 Y 3.Ad 9/3:R 29/982 
Agricultural Cooperative Service, Washington, DC 20250 

Agricultural Marketing Service, Washington, DC 20250 A 88.2:F 73/7 
Agricultural Research Service, Washington, DC 20250 A 77.2: Su 1/3/982 
Agriculture Department, Washington, DC 20250. A 1.2:Sci 1/14 

Air Force Academy, U.S. Air Force Academy, CO 80840 D 305.10:25 

Air Force Department, Washington, DC 20330. D 301.45/4:77-0141/add. 
Air Quality Planning and Standards Office, Washington, DC 20460 EP 4.2:C 63/9 

Air Traffic Service, Washington, DC 20553 TD 4.308:C 76/984 
Alcohol, Tobacco and Firearms Bureau, Washington, DC 20224 T 70.2:B 46 

Animal and Plant Health Inspection Service, Washington, DC 20250 A 101.10/2:81-43 
Army Air Mobility Research and Development Laboratory, Fort Eustis, VA 23604 D 117.8/2:TR-82-D 28 
Army Department, Washington, DC 20310 D 101.2:P 41/2 
Assistant Public Printer (Superintendent of Documents) Government Printing Office, Washington, 

DC 20402 GP 3.22/2:077/11 
Census Bureau, Suitland, MD 20233 C 3.24/8:MC 82-I-20 B-1 (P) 
Centers for Disease Control, Atlanta, GA 30333 HE 20.7002:Ep 4/3 
Central Intelligence Agency, Washington, DC 20505 PrEx 3.10/4:C 62 
Child Support Enforcement Office, Baltimore, MD 21235 HE 24.2:C 33 
Children’s Bureau, Washington, DC 20201 HE 23.1202:Ad 7/2 
Coast Guard, Washington, DC 20590 w. TD 5.2:H 36/2/984 
CONGRESS 

Congressional Serial Set . od Y 1.1/2:Serial 13413 

Economic Joint Committee, Washington, DC 20510 Y 4.Ec 7:F 22/4 

House of Representatives, Washington, DC 20515 Y 1.2/5:982/v.1-5-16 
House documents Y 1.1/7:98-196 
House reports Y 1.1/8:98-139/pt.2 
Aging, Select Committee on, Washington, DC 20515 Y 4.Ag 4/2:H 34/26 
Agriculture, Committee on, Washington, DC 20515 Y 4.Ag 8/1:98-56 
Appropriations, Committee on, Washington, DC 20515 Y 4.Ap 6/1:C 73/2/985/pt.7-8 
Armed Services, Committee on, Washington, DC 20515 . Y 4.Ar 5/2 a:983-84/33 
Banking, Finance and Urban Affairs, Committee on, Washington, DC 20515 Y 4.B 22/1:98-61 
Budget, Committee on the, Washington, DC 20515 nat Y 4.B 85/3:98-8 
Children, Youth, and Families, Select Committee on, Washington, DC 20515 Y 4.C 43/2:C 43/5 
District of Columbia, Committee on the, Washington, DC 20515 Y 4.D 63/1:98-2 
Education and Labor, Committee on, Washington, DC 20515 Y 4.Ed 8/1:Ed 8/67 
Energy and Commerce, Committee on, Washington, DC 20515 Y 4.En 2/3:98-X 
Foreign Affairs, Committee on, Washington, DC 20515 Y 4.F 76/1:En 7/25/984-2 
Government Operations, Committee on, Washington, DC 20515 Y 4.G 74/7:F 27 
Interior and Insular Affairs, Committee on, Washington, DC 20515 Y 4.In 8/14:98-25 
Judiciary, Committee on, Washington, DC 20515 Y 4.J 89/1:3 89/13 
Post Office and Civil Service, Committee on, Washington, DC 20515 Y 4.P 84/10:Un 1/pt.1-2 
Public Works and Transportation, Committee on, Washington, DC 20515 Y 4.P 96/11:98-25 
Rules, Committee on, Washington, DC 20515 Y 4.R 86/1:C 76/11/pt.3 
Science and Technology, Committee on, Washington, DC 20515 Y 4.Sci 2:97/AA 
Veterans’ Affairs, Committee on, Washington, DC 20515 Y 4.V 64/3:B 43/6/983-2 


Ways and Means, Committee on, Washington, DC 20515 Y 4.W 36:98-46 
SENATE 


SiR RUMMAGE 5 docs saxnsaansiesseoudsescacavessccsucssscecterescess Seen hain lan hee ciate ata Y 1.1/73:98-29 









































SHOR AG: CRMENV, BHRIIEUS 5ao.555n: <ecascisepesesaeacisesoossnsecosesecesa sik dati TORE ceevcpina acta Y 1.1/6:98-26 


SIRO SUENINNG Bie RB sss sesincs'nnnnsnnsssinaiaseiccsucd, aasedoteesesacesserececes cbc MARIN TMM eae ae am en Y 1.1/5:98-368 
SHETACS CEM Wah es ATTAINS is sess ino. 00s0cnenncaseacononysassacenesesecscedccccenceodRGMMMAMehEMis ccadiaaeuaiaa Uamctuaaastzes Y 1.1/4:98-17 
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Agriculture, Nutrition, and Forestry, Committee on, Washington, DC 20510 


Appropriations, Committee on, Washington, DC 20510 


Banking, Housing and Urban Affairs, Committee on, Washington, DC 20510 


Budget, Committee on the, Washington, DC 20510 


Commerce, Science, and Transportation, Committee on, Washington, DC 20510 
Energy and Natural Resources, Committee on, Washington, DC 20510 


Finance, Committee on, Washington, DC 20510 











Foreign Relations, Committee on, Washington, DC 20510 





Governmental Affairs, Committee on, Washington, DC 20510 
Judiciary, Committee on, Washington, DC 20510 








Labor and Human Resources, Committee on, Washington, DC 20510 
Environment and Public Works, Committee on, Washington, DC 20510 


Small Business, Committee on, Washington, DC 20510... 











Congressional Budget Office, Washington, DC 20515 





Consumer Product Safety Commission, Washington, DC 20016 





Copyright Office, Washington, DC 20559 





Customs Service, Washington, DC 20229 





Defense Department, Washington, DC 20301 





Defense Logistics Agency, Cameron Station, Alexandria, VA 22314 








Defense Mapping Agency, Washington, DC 20305 
Drug Enforcement Administration, Washington, DC 20537 





Economic Research Service, Washington, DC 20250 





Education Department, Washington, DC 20202 





Education Office, Washington, DC 20202 





Engineers Corps 





Environmental Protection Agency, Washington, DC 20460 





Environmental Research Laboratories, Boulder, CO 80302 .... 





Extension Service, Washington, DC 20250 





Farmers Home Administration, Washington, DC 20250 





Federal Aviation Administration, Washington, DC 20553 





Federal Bureau of Investigation, Washington, DC 20535 





Federal Crop Insurance Corporation, Washington, DC 20250 





Federal Election Commission, Washington, DC 20463 





Federal Emergency Management Agency, Washington, DC 20472 





Federal Highway Administration, Washington, DC 20590 





Federal Insurance Administration, Washington, DC 20472 





Federal Register Office, Washington, DC 20408 





Federal Reserve System Board of Governors, Washington, DC 20551 





Federal Supply and Services Office, Washington, DC 20405 





Federal Trade Commission, Washington, DC 20580 





Fish and Wildlife Service, Washington, DC 20240 





Food and Drug Administration, Rockville, MD 20857 





Food and Nutrition Service, Washington, DC 20250 





Food Safety and Inspection Service, Washington, DC 20250 





Forest Service, Washington, DC 20250 





General Accounting Office, Washington, DC 20548 





General Services Administration, Washington, DC 20405 





Geological Survey, Reston, VA 22092 





Governmenial and Public Affairs Office, Washington, DC 20250 





Health and Human Services Department, Washington, DC 20201 





Health Care Delivery and Assistance Bureau, Rockville, MD 20857 





Health Care Financing Administration, Washington, DC 20201 





HMO's and Resource Development Bureau, Rockville, MD 20857 





Housing and Urban Development Department, Washington, DC 20410 
Human Development Services Office, Washington, DC 20201 
Human Nutrition Information Service, Hyattsville, MD 20782.. 








Interior Department, Washington, DC 20240 
Internal Revenue Service, Washington, DC 20224 
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Beginning class 

Y 4.Ag 8/3:S.hrg.98-703 

Y 4.Ap 6/2:S.hrg.98-181/pt.3 

Y 4.B 22/3:S.hrg.98-629/ 
pt.1-2 

Y 4.B 85/2:S.hrg.98-707 

Y 4.C 73/7:S.hrg.98-747 

Y 4.En 2:S.hrg.98-700/pt. 1-2 

Y 4.F 49:S.hrg.98-718 

Y 4.F 76/2:S.hrg.98-717 

Y 4.G 74/9:S.hrg.98-711 

Y 4.J 89/2:S.hrg.98-452 

Y 4.L 11/4:S.hrg.98-725 

Y 4.P 96/10:S.hrg.98-543/ 
pt.2 

Y 4.Sm 1/2:S.hrg.98-706 

Y 10.2:En 8 

Y 3.C 76/3:2 C 43/6 

LC 3.4/2:15 t/5 

T 17.2:M 39/2 

D 1.2:Ac 7 

D 7.6/14:5025.1/2 

D 5.317:224 (100-C) H/2 

J 24.2:Ov 2 

A 93.27:187 

ED 1.2:Ap 6/intro. 

HE 19.102:L 47/4 

D 103.2:F 53/10 

EP 1.2:B 52/8 

C 55.608:R 11 

A 43.2:Ex 8/11 

A 84.6/2:H 81/983 

TD 4.8/2:7210.38 A 

J 1.14/2:W 84 

A 62.2:C 82/8 

Y 3.E1 2/3:2 C 76/3/984 

FEM 1.2:Em 3/3 

TD 2.2:C 76/5 

FEM 1.209:010052 

GS 4.107/a:P 639/2/982-83/ 
v.1 

FR 1.51:91 

GS 2.6/3:Sp 3/984 

FT 1.2:L 11/7 

1 49.2:C 63/7 

HE 20.4010/a:As 6/2 

A 98.9:245 

A 110.2:F 73 

A 13.2:C 35 

GA 1.2:M 58 

GS 1.6/6:C 76 

I 19.2:Ea 7/19/prelim. 

A 107.2:In 3/984 

HE 1.6/3:Sa 1 

HE 20.9102:C 43 

HE 22.18/a:C 76 

HE 20.9202:In 8 

HH 1.2:Ad 6 

HE 23.2:St 1 

A 111.9:I-1 

I 1.1:982 

T 22.2:Ec 7/3/983 





International Development Agency, Washington, DC 20523 

International Joint Commission, Washington, DC 20440 

International Trade Administration, Washington, DC 20230 

John E. Fogarty International Center for Advanced Study in the Health Sciences, Bethesda, MD 


Justice Department, Washington, DC 20530 

Labor Department, Washington, DC 20210 
Laboratories Bureau, Atlanta, GA 30333 

Land Management Bureau, Washington, DC 20240 
Labor Statistics Bureau, Washington, DC 20210 
Library of Congress, Washington, DC 20540 
Management and Budget Office, Washington, DC 20503 
Maritime Administration, Transportation Dept., Washington, DC 20590 
Medical Devices Bureau, Rockville, MD 20857 

Medicine and Surgery, Bureau (Navy), Washington, DC 20350 

Merit Systems Protection Board, Washington, DC 20003 
Military History Center (Army), Washington, DC 20314 
Military Sealift Command (Navy), Washington, DC 20390 
Mine Safety and Health Administration, Arlington, VA 22203 
Mines Bureau, Washington, DC 20241 
Motor Carrier Safety Bureau, Washington, DC 20590 
National Advisory Committee on Oceans and Atmosphere, Washington, DC 20230 
National Aeronautics and Space Administration, Washington, DC 20546 
National Archives and Records Service, Washington, DC 20408 
National Bureau of Standards, Washington, DC 20234 
National Cancer Institute, Bethesda, MD 20014 
National Center for Devices and Radiological Health, Rockville, MD 20857 
National Center for Education Statistics, Washington, DC 20036 


















































National Center for Health Services Research, Rockville, MD 20852 
National Center for Health Statistics, Hyattsville, MD 20782 
National Climatic Center, Washington, DC 20230 
National Credit Union Administration, Washington, DC 20456 

















National Defense University, Washington, DC 20319 
National Endowment for the Arts, Washington, DC 20506 
National Guard Bureau, Washington, DC 20310 
National Heart, Lung, and Blood Institute, Bethesda, MD 20014 
National Highway Traffic Safety Administration, Washington, DC 20590. 
National Institute for Occupational Safety and Health, Rockville, MD 20857 
National Institute of Justice, Washington, DC 20004 
National Institute of Mental Health, Rockville, MD 20857 
National Institute on Aging, Bethesda, MD 20014 
National Institute on Alcohol Abuse and Alcoholism, Rockville, MD 20857 
National Institute on Drug Abuse, Rockville, MD 20857 
National Institute on Education, Washington, DC 20208 
National Institutes of Health, Bethesda, MD 20014 
National Labor Relations Board, Washington, DC 20570 
National Library of Medicine, Bethesda, MD 20014 
National Mediation Board, Washington, DC 20036 
National Ocean Service, Rockville, MD 20852 daa 
National Oceanic and Atmospheric Administration, Rockville, MD 20852.. 
National Park Service, Washington, DC 20242 

National Science Foundation, Washington, DC 20550 

National Telecommunications and Information Administration, Washington, DC 20230 
National Transportation Safety Board, Washington, DC 20594 

Naval Academy, Annapolis, MD 21402 

Naval Observatory, Washington, DC 20350 

Naval Research Office, Arlington, VA 22217 

Navy Department, Washington, DC 20350 

Nuclear Regulatory Commission, Washington, DC 20555 

Occupational Safety and Health Administration, Washington, DC 20210 



























































Beginning class 
S 18.52:46 
Y 3.1In 8/28:10/980/app. 
C 61.2:Ex 7/9 


HE 20.3702:H 53 

J 1.2:In 8/3 

L 1.2:L 41/3 

HE 20.7402:En 8 

I 53.2:Ar 4 i/3 

L 2.3:2072 

LC 1.1/2:983 

PrEx 2.2:Au 8/5/984/v. 1-2 
TD 11.29:983 

HE 20.4308:L 69 

D 206.7/a:F 68 

MS 1.2:Ap 4/4 

D 114.2:H 62/4 

D 216.2:T 68 

L 39.2:C 63/3 

I 28.23:8866 

TD 2.302:M 28 

Y 3.0c 2:1/984 
NAS 1.2:Ae 8/6 

GS 4.17/5-2:L 61/983 
C 13.10:400-76 

HE 20.3152:P 27/2 
HE 20.4602:M 46/2 
ED 1.113:983-84, 
HE 19.312:13-CS-10 
HE 20.6502:G 76/3 
HE 20.6210:979/v.1 
C 55.287/09:(date) 
NCU 1.14:984 

D 5.408:St 9 

NF 2.8:Ex 7/986 

D 12.12:82-105 

HE 20.3202:R 31/9 
TD 8.2:Al 1/42 

HE 20.7102:In 2/6 

J 28.2:In 2 

HE 20.8102:M 31/imp. 
HE 20.3852:N 39/2 
HE 20.8302:C 82/2 
HE 20.8211:T 71/984 
ED 1.310/2:209080 
HE 20.3002:D 54/5 
LR 1.8:265 

HE 20.3614/2:84-11 
NMB 1.7:196 

C 55.402:M 32 

C 55.12:P 12-1984 

I 29.2:D 63 

NS 1.10/4:983 

C 60.10:84-143 

TD 1.101:983 

D 208.109:984-85 

D 213.11:985 

D 210.2:Ac 7/v.2 

D 201.2:C 35 

Y 3.N 88:10/0675/supp.22 
L 35.6/2:3072/2 
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Peace Corps, Washington, DC 20525 








Personnel Management Office, Washington, DC 20415 


President's Committee on Employment of the Handicapped, Washington, DC 20210 





Public Health Service, Washington, DC 20201 
Reclamation Bureau, Washington, DC 20240 





Research and Special Programs Administration, Washington, DC 20590 
Rural Electrification Administration, Washington, DC 20250 








Savings Bonds Division, Washington, DC 20226 








Small Business Administration, Washington, DC 20416 
Social Security Administration, Baltimore, MD 21235 





Soil Conservation Service, Washington, DC 20250 





Smithsonian Institution, Washington, DC 20560 





State Department, Washington, DC 20520 





Statistical Reporting Service, Washington, DC 20250. 
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Tennessee Valley Authority, Knoxville, TN 37902 
Transportation Department, Washington, DC 20590 





Treasury Department, Washington, DC 20220 





United States Employment Service, Washington, DC 20001 





United States Fire Administration, Washington, DC 20236 





United States International Trade Commission, Washington, DC 20436 








United States Postal Service, Washington, DC 20260 
Urban Mass Transportation Administration, Washington, DC 20590 





Veterans Administration, Washington, DC 20420 





Veterans’ Reemployment Rights Office, Washington, DC 20210 





Veterinary Medicine Bureau, Rockville, MD 20857 





Wage and Hour Division, Washington, DC 20210 





Water Regulations and Standards Office, Washington, DC 20460 
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Beginning class 
PE 1.8:V 88 
PM 1.2:An 7/2 
PrEx 1.10:V 88/4 
HE 20.2:H 62/5 
I 27.2:B 66/18 
TD 10.11:50/84-2 
A 68.3:345-13 
T 66.2:B 64/64/spanish 
SBA 1.2:Su 7/2/guide 
HE 3.5:So 1/4/969-72/v.1-9 
A 57.6/2:En 3/sec.3/983 
SI 1.2:R 22/4/984 
S 1.1:952-54/v.15/pt.1,2 
A 92.16/2:983 
Y 3.T 22/2:2 Ar 5 
Y 3.T 25:2 C 36 
TD 1.20/8:83-54 
T 1.2:D 36/2 
L 37.312:47 
FEM 1.108:J 98 
ITC 1.11:6-5-32/supp., 
TC 1.39:TA-406-2 
P 1.2:H 62/Columbia 
TD 7.2:P 94/2 
VA 1.2:Ed 8/7 
L 25.2:J 57/5 
HE 20.4402:T 66 
L 36.202:M 58/task bk. 
EP 8.2:H 81 
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AGRICULTURE DEPARTMENT 
Washington, DC 20250 
84-18354 
A 1.2:Sci 1/14 
United States. National Agricultural Research and Extension 
Users Advisory Board. 

New directions for science, education, and agriculture. — 
Washington, D.C. : National Agricultural Research and Ex- 
tension Users Advisory Board, [1984] 

xv, 66 p. : ill. (some col.) ; 22 cm. “An appraisal of the 
Administration’s proposed budget for 1985”—Cover. “Feb- 
ruary 17, 1984”—P. [2] of cover. @lItem 10 

1. Agricultural research — Government policy — United 
States. 2. Agricultural education — United States. I. Title. 
OCLC 10728877 


84-18355 
A 1,9:2276 
Dodder and its control / prepared by Agricultural Research 
Service and Extension Service. — [Washington, D.C.?] : U.S. 
Dept. of Agriculture, [1984] 

24 p. : ill. ; 22 cm. — (Farmers’ bulletin ; no. 2276) Super- 
sedes “Controlling dodder in alfalfa, “Farmers’ Bulletin no. 
2211, revised November 1969 and slightly revised September 
1971”—T.p. verso. “May 1984”—T.p. verso. @Item 9 

1. Dodder— Diseases and pests. 2. Weed control. I. 
United States. Agricultural Research Service. II. United 
States. Extension Service. III. Series: Farmers’ bulletin 


(United States. Dept. of Agriculture) ; no. 2276. OCLC 
10882448 


84-18356 
A 1,36:1685 
Allen, Joyce E. 

Nutrient consumption patterns of low-income households / 
Joyce E. Allen, Kenneth E. Gadson. — Washington, D.C. : 
nee "rae of Agriculture, Economic Research Service, 

1983 

iv, 46 p. ; 28 cm.— (Technical bulletin (United States. 
Dept. of Agriculture) ; no. 1685) Distributed to depository 
libraries in microfiche. “June 1983”—T.p. verso. Bibliogra- 
phy: p. 33-35. @lItem 16 (microfiche) 

1. Nutrition — Evaluation. 2. Food consumption — United 
States. I. Gadson, Kenneth E. II. United States. Dept. of 
Agriculture. Economic Research Service. III. Title. IV. 
Series. OCLC 09692457 

84-18357 
A 1,36:1686 
Blaylock, James, 1937- 

Effects of household socioeconomic features on dairy pur- 
chases / James R. Blaylock, David M. Smallwood. — Wash- 
ington, D.C. : U.S. Dept. of Agriculture, Economic Research 
Service ; Springfield, Va. : National Technical Information 
Service, Identification Section, distributor, [1983] 

iv, 27 p. : ill. ; 28 cm.— (Technical bulletin ; no. 1686) 
Distributed to depository libraries in microfiche. ‘August 


: QL 3 


1983”—T.p. verso. Bibliography: p. 15. @lItem 16 (micro- 
fiche) 

1. Dairy products — Marketing. I. Smallwood, David. 
II. United States. Dept. of Agriculture. Economic Research 
Service. III. Title. IV. Series: Technical bulletin (United 
States. Dept. of Agriculture) ; no. 1686. OCLC 10164962 


84-18358 
A 1,38:1440 
Your nation’s timber : problems and opportunities. — [Washing- 
ton, D.C.] : U.S. Dept. of Agriculture, Forest Service, [1984] 


23 p. : ill. ; 28 cm. — (Miscellaneous publication ; no. 1440) 
Distributed to depository libraries in microfiche. “May 
1984”—P. 3. @ltem 13-A (microfiche) 

1. Timber — United States. 2. Forest products — United 
States. I. United States. Forest Service. II. Series: Miscella- 
neous publication (United States. Dept. of Agriculture) ; no. 
1440. OCLC 10922396 


84-18359 
A 1.60/3:29 
United States. Dept. of Agriculture. Economic Research Serv- 
ice. 

Bibliography of economic reports on the production and 
marketing of fruits and vegetables, 1976-80 / compiled by 
Joan Pearrow. — Washington, D.C. : U.S. Dept. of Agricul- 
ture, Economic Research Service ; [Springfield, VA : Nation- 
al Technical Information Service, Identification Section, dis- 
tributor, 1983] 

iv, 72 p. ; 28 cm. — (Bibliographies and literature of agri- 
culture ; no. 29) Cover title. ‘December 1983”—P. [i] In- 
cludes index. @lItem 32-B-1 

1. Fruit — Economic aspects — United States — Bibliogra- 
phy. 2. Fruit— United States — Marketing — Bibliography. 
3. Vegetables — Economic aspects — United States — Bibliog- 
raphy. 4. Vegetables— United States — Marketing — Bibli- 
ography. 5. tFruit— Economic aspects— United States — 
Bibliography. 6. tFruit — United States — Marketing — Bib- 
liography. 7. tVegetables— Economic aspects — United 
States — Bibliography. 8. Vegetables— United States — 
Marketing — Bibliography. I. Pearrow, Joan. II. Title. 
III. Series. OCLC 10386889 


84-18360 
A 1.68:1302/2 
The cooperative extension service : a nationwide knowledge 
system / prepared by Extension Service.—Rev. May 
1984. — [Washington, D.C.] : U.S. Dept. of Agriculture, 1984. 


11 p. : ill. ; 23 cm. — (Program aid ; no. 1302) @Item 14- 
A 

1. Adult education — United States. I. United States. Ex- 
tension Service. II. Series: Program aid (United States. 
Dept. of Agriculture) ; no. 1302. OCLC 10920914 
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Forest Service — Agriculture Dept. 


84-18361 
A 1.68:1340 
Facts about the food stamp program. —[Washington, D.C.?] : 
U.S. Dept. of Agriculture, Food and Nutrition Service, [1984] 


10 p. ; 28 cm. — (Program aid ; no. 1340) “April 1984”— 
T.p. verso. @Item 14-A 

1. Food stamp program — United States. I. United States. 
Food and Nutrition Service. II. Series: Program aid (United 
States. Dept. of Agriculture) ; no. 1340. OCLC 10811362 


84-18362 
A 1.68:1341 
Custodial account instructions. —[Washington, D.C.?] : U.S. 
Dept. of Agriculture, Packers and Stockyards Administration, 
[1984] 
8 p. ; 22 cm.— (Program aid ; no. 1341) Cover title. 
“Issued April 1984”—T.p. verso. @Item 14-A 
1. Custodianship accounts. I. United States. Packers and 
Stockyards Administration. II. Series: Program aid (United 
States. Dept. of Agriculture) ; no. 1341. OCLC 10920920 


84-18363 
A 1.76:284/2 
Batcher, Olive M. 

Food purchasing guide for group feeding / Olive M. 
Batcher. — Rev. June 1983. — Washington, D.C. : U.S. Dept. 
of Agriculture, Human Nutrition Information Service : For 
sale by the Supt. of Docs., U.S. G.P.O., [1983] 

iv, 148 p. ; 28 cm. — (Agriculture handbook ; number 284) 
Bibliography: p. 11. Includes index. @Item 3 S/N 001I- 
000-04353-6 @ GPO $5.50 

1. Food — Handbooks, manuals, etc. 2. Marketing (Home 
economics) — Handbooks, manuals, etc. 3. +Food — Hand- 
books, manuals, etc. 4. ftMarketing (Home economics) — 
Handbooks, manuals, etc. I. United States. Dept. of Agri- 
culture. Human Nutritition Information Service. II. Title. 
III. Series: Agriculture handbook (United States. Dept. of 
Agriculture) ; no. 284. OCLC 10075521 


84-18364 
A 1.76:589 
Cotton insect management with special reference to the boll 
weevil / edited by R.L. Ridgway, E.P. Lloyd, and W.H. 
Cross. — Washington, D.C. : U.S. Dept. of Agriculture, Agri- 
cultural Research Service : For sale by the Supt. of Docs., 
U.S. G.P.O., [1983] 

xiii, 591 p. : ill., maps ; 23 cm. — (Agriculture handbook ; 
no. 589) “Issued November 1983.” Includes bibliographies 
and index. @ltem 3 S/N 001-000-04334-0 @ GPO $11.00 

1. Cotton — Diseases and pests — United States. 2. Boll 
weevil. 3. fCotton— Diseases and pests— United States. 
4. TBoll weevil. I. Ridgway, R. L. II. Lloyd, E. P. III. 
Cross, W.H. IV. United States. Agricultural Research Serv- 
ice. V. Series: Agriculture handbook (United States. Dept. 
of Agriculture) ; no. 589. OCLC 10519763 


84-18365 
A 1.77;238 
Meat & poultry labels wrap it up / prepared by Food Safety 
and Inspection Service. — Washington, D.C. : U.S. Dept. of 
Agriculture, [1984] 
1 sheet : ill. ; 23 x 39 cm. folded to 23 x 10 cm. — (Home 
and garden bulletin no. 238) “March 1984”—P. [8) 
@ltem 11 
1. Meat — Labeling. 2. Poultry —Labeling. 1. United 
States. Food Safety and Inspection Service. II. Series. 
OCLC 10919387 
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84-18366 


A 1.77:239 


Weed control in lawns and other turf / prepared by Agricultur- 


al Research Service and Extension Service. — Washington, 
D.C. : U.S. Dept. of Agriculture : For sale by the Supt. of 
Docs., U.S. G.P.O., 1984. 

41 p. : ill. ; 22 cm.— (Home and garden bulletin ; no. 239) 
“May 1984"—P. 3. @Item 11 S/N 001-000-04420-6 @ 
GPO $2.00 

1. Weed control. 2. Herbicides. 3. Turfgrasses. 4. Turf 
management. I. United States. Agricultural Research Serv- 
ice. II. United States. Extension Service. III. Series. 
OCLC 10852061 


84-18367 


A 1.82:1137 


Mongelli, Robert C. 


Marketing fresh tomatoes : systems and costs / Robert C. 
Mongelli. — Washington, D.C. : U.S. Dept. of Agriculture, 
Agricultural Marketing Service : For sale by the Supt. of 
Docs., U.S. G.P.O., [1984] 

27 p. : ill. ; 28 cm.— (Marketing research report ; no. 
1137) Distributed to depository libraries in microfiche. 
“February 1984”—T.p. verso. Includes bibliographical refer- 
ences. @lItem 13-B (microfiche) S/N 001-000-04400-1 @ 
GPO $1.75 

1. Tomatoes — United States. 2. Farm produce — United 
States —- Marketing. I. United States. Agricultural Marketing 
Service. II. Title. III. Series. OCLC 10946026 


84-18368 


A 1,107:499 


Christensen, L. A. (Lee A.), 1938- 


A comparison of tillage systems : for reducing soil erosion 
and water pollution / Lee A. Christensen, Patricia E. 
Norris. — Washington, D.C. : U.S. Dept. of Agriculture, Eco- 
nomic Research Service ; Springfield, Va. : National Techni- 
cal Information Service, Identification Section, distributor, 

1983 

iv, a p. : 1 map ; 28 cm. — (Agricultural economic report 
; no. 499) Distributed to depository libraries in microfiche. 
“May 1983”—T.p. verso. Bibliography: p. 22-27. @Item 
42-C (microfiche) 

1. Tillage — United States. 2. Soil conservation — United 
States. 3. Water — Pollution — United States. I. Norris, Pa- 
tricia E. II. United States. Dept. of Agriculture. Economic 
Research Service. III. Title. IV. Series. OCLC 10571246 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18369 


A 13,2:C 35 


From challenge to opportunity : the Forest Service in 1983. — 


Washington, D.C. : U.S. Dept. of Agriculture, Forest Serv- 
ice, [1984] 

1 folded sheet (6 p.) : ill. ; 28 cm. “April 1984”—P. [6] 
“FS-387.” @ltem 84 

1. United States. Forest Service. 2. Forests and forestry — 
United States — Occupations. I. United States. Forest Serv- 
ice. OCLC 10901598 


84-18370 
A 13.2:H 41/4 
Rafferty, J. E. 
Herbicide spray drift predictions using the Forest Service 


FSCBG forest spray model : a report by H.E. Cramer Co., 





Salt Lake City, Utah. — Davis, CA. : USDA Forest Service, 
Forest Pest Management, [1984] 
21 leaves : ill. ; 28 cm. Cover title. “Feb. 1984.” In- 
cludes bibliographical references. “FPM 84-1.” @Item 84 
1. Spraying equipment. 2. Aerial spraying and dusting in 
forestry. I. United States. Forest Pest Management. II. 
H.E. Cramer Company. III. Title. OCLC 10920929 


84-18371 
A 13.2:H 78/4 
Horse sense on National Forest pack trips. — [Portland, Or.] : 
U.S. Dept. of Agriculture, Forest Service, Pacific Northwest 
Region, 1984. 
1 folded sheet (10 p.) : ill. ; 23 x 10 cm. @lItem 84 
1. Trail riding — Pacific States. 2. Packhorse camping — 
United States. I. United States. Forest Service. Pacific 
Northwest Region. OCLC 10922390 


84-18372 
A 13.2:St 29/4 
State forester directory : state forestry agencies cooperating 
with the United States Department of Agriculture Forest 
Service in administration of cooperative forestry programs. — 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Forest 
Service, 1984. 
13 p.; 22cm. “February 1984.” @lItem 84 
1. Foresters — United States — Directories. 2. Forest re- 
serves — United States — Directories. 3. Forests and forest- 
ry, Cooperative — United States— Directories. I. United 
States. Forest Service. OCLC 10891743 


84-18373 
A 13.2:V 81 
Shigo, Alex L., 1930- 

Violin woods : a new look Holzer fur Streichinstrumente : 
eine neue Betrachtung / Alex L. Shigo & Karl Roy. — 
Durham, N.H. : University of New Hampshire, 1983. 

iv, 66 p. : ill. ; 28 cm. Contains parallel German text and 
English translation. “U.S. Forest Service.” @lItem 84 

1. Violin — Materials. 2. Wood. I. Roy, Karl. II. Uni- 
versity of New Hampshire. III. United States. Forest Serv- 
ice. IV. Title. V. Title: Holzer fur Streichinstrumente. 
OCLC 10421971 


84-18374 
A 13.13:C 39/4 
Anna Ruby Falls scenic area : Chattahoochee National Forest, 
Georgia. — [Gainesville, GA] : U.S. Dept. of Agriculture, 
Forest Service, Southern Region, 1983. 
1 sheet (5 p.) : ill, 1 map ; 23 x 11 cm. @ltem 85 
1. National parks and reserves — Georgia. 2. Chattahoo- 
chee National Forest (Ga.) I. United States. Forest Service. 
Southern Region. OCLC 10928366 


84-18375 
A 13.13:01 9/4 
Dennie Ahl, providing for the 21st century. —[Washington, 
D.C.?] : Olympic National Forest, Pacific Northwest Region, 
USDA, Forest Service, 1983. 

[14] p. : ill. (some col.), 2 maps ; 14 x 22 cm. @ltem 85 

1, Seed orchards — Oregon. 2. Seed orchards — Washing- 
ton. 3. Tree breeding. 4. Tree planting. I. United States. 
Forest Service. Pacific Northwest Region. OCLC 10519052 

84-18376 
A 13.28:Sa 5 j/5 
United States. Forest Service. Rocky Mountain Region. 

San Juan National Forest, Colorado, 1974 / compiled in the 
Regional Office, Denver, Colorado in 1972 and 1973 from 
U.S. Forest Service and U.S. Geological Survey quadrangles. 
Partial revision 1983. Scale (1:126,720] 1/2 1 mile ; Polyconic 


Government Publications — September 1984 


proj. ; (W 109°—W 106°32/N 37°56-——N 37°). —— Denver, 
Colo. : The Region, 1983. 

1 map : both sides, col. ; 64 x 176 cm. on sheet 66 x 114 cm. 
“Forest Service map class A.” Relief shown by hachures 
and spot heights. “Forest visitors map.” “New Mexico 
principal meridian.” Includes inset: Mesa Verde National 
Park, and map key. On verso: Vicinity map, recreation di- 
rectory, map key, text, and col. ill. @Item 80-G 

1. San Juan National Forest (Colo.)— Maps. 2. Mesa 
Verde National Park (Colo.)— Maps. I. Title. OCLC 
10853007 


84-18377 
A 13.28:W 15 
United States. Forest Service. Pacific Northwest Region. 

Wallowa-Whitman National Forest, south half / Pacific 
Northwest Region, USDA, Forest Service ; compiled in the 
U.S.F.S. Regional Office, Portland, Oregon, 1975. Scale [ca. 
1:126,720]. —— Portland, Or. : The Office, [1984] 

1 map : both sides, col. ; 119 x 92 cm. on sheet 66 x 97 cm. 
folded to 23 x 11 cm. Relief shown by hachures and spot 
heights. Panel title. Variant title: Wallowa-Whitman Na- 
tional Forest, Oregon. Supplemental recreation data added 
1980. Includes key map, recreation sites index, text and col. 
ill. @Item 80-G 

1. Wallowa National Forest (Or.)— Maps. 2. Whitman 
National Forest (Or.)— Maps. I. Title. II. Title: Wallowa- 
Whitman National Forest, Oregon. OCLC 10864964 


84-18378 
A 13.28:W 15/2 
United States. Forest Service. Pacific Northwest Region. 

Hells Canyon National Recreation Area : administered by 
Wallowa-Whitman National Forest / compiled at the USDA, 
Forest Service, Pacific Northwest Regional Office. Scale ca. 
[1:285,120] —— Portland, Or. : The Region, 1983. 

1 map : col. ; 44 x 38 cm. Panel title: A Guide to Hells 
Canyon national recreation area. Includes location map. 
On verso: Text, ill., and index to campgrounds and points of 
interest. @lItem 80-G 

1. Hells Canyon National Recreation Area (Or. and 
Idaho) — Maps. I. Title: A Guide to Hells Canyon national 
recreation area. OCLC 09949998 


84-18379 
A 13.36/2:C 15/2 
Camping and picnicking guide. — Ogden, Utah : U.S. Dept. of 
Agriculture, Forest Service, Intermountain Region, 1983. 
78 p. : ill, col. maps ; 22 cm. Cover title. @Item 86-C 
1. Forest reserves— Northwestern States — Directories. 
2. Camp sites, facilities, etc. —- Northwestern States — Direc- 
tories. 3. Camping — Northwestern States — Directories. 4. 
Picnicking — Directories. I. United States. Forest Service. 
Intermountain Region. OCLC 10874281 


84-18380 
A 13,36/2:Or 3/2/984 
United States. Forest Service. 

Forest Service organizationa) directory / United States De- 
partment of Agriculture, Forest Service. Washington, D.C. : 
The Service, Forest Service—USDA, P.O. Box 2417, Wash- 
ington, D.C. 20013 , 

v. : map ; 24 cm. “FS-65.” May 1984. Description 
based on: Mar. 1981. @lItem 86-C ISSN 0160-9904 Con- 
tinues: United States. Forest Service. Directory, Forest Serv- 
ice 

1. United States. Forest Service — Directories. 2. Forests 
and forestry — United States — Directories. 3. Forest man- 
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Forest Service — Agriculture Dept. 


agement — United States — Directories. I. Title. 


SD11.F67d 84-640418 353.0082/338/025 ¢2 19 OCLC 
01978365 


84-18381 
A 13.52:71/4 
Galford, Jimmy R. 

The locust borer / Jimmy R. Galford. — Rev. Apr. 1984. — 
Washington, D.C.2] : U.S. Dept. of Agriculture, Forest 
Service, 1984. 

6 p. : col. ill. ; 24 cm.— (Forest insect & disease leaflet ; 
71) Caption title. Bibliography: p. 6. @Item 82-A 

1. Locust-borer. I. United States. Forest Service. II. 
Title. Ill. Series. OCLC 10896700 


84-18382 
A 13.78:FPL-434 
Bendtsen, B. A. 

Mechanical properties of longleaf pine treated with water- 
borne salt preservatives / B.A. Bendtsen, L.R. Gjovik and 
S.P. Verrill. — (Madison, Wis.] : U.S. Dept. of Agriculture, 
Forest Service, Forest Products Laboratory, 1983. 

16 p. : ill. ; 28 cm. — (Research paper FPL ; 434) Distrib- 
uted to depository libraries in microfiche. “August 1983”— 
P. [1] Bibliography: p. 11. @lItem 83-B (microfiche) 

1. Longleaf pine— Testing. 2. Wood—Testing. 3. 
Wood — Preservation. I. Gjovik, Lee R. II. Verrill, S. P. 
Ill. Forest Products Laboratory (U.S.) IV. Title. V. Series. 
OCLC 09976057 


84-18383 
A 13.78:FPL-436 
James, William L. (William Lanpheer), 1926- 
Dielectric properties of lumber loads in a dry kiln / Wil- 
liam L. James. — (Madison, Wis.] : U.S. Dept. of Agriculture, 


Forest Service, Forest Products Laboratory, [1983] 

16 p. : ill. ; 28 cm. — (Research paper FPL ; 436) Distrib- 
uted to depository libraries in microfiche. “August 1983”— 
P. [1] Includes bibliographical references. @Item 83-B 
(microfiche) 

I. Dielectrics. 2. Lumber — Drying. I. Forest Products 
Laboratory (U.S.) II. Title. III. Series. OCLC 10065519 


84-18384 
A 13.78:FPL-442 
Gromala, David S. 

Light-frame wall systems : performance and predictability / 
David S. Gromala. — [Madison, Wis.] : U.S. Dept. of Agri- 
culture, Forest Service, Forest Products Laboratory, 1983. 

14 p. : ill. ; 28 cm. — (Research paper FPL ; 442) Distrib- 
uted to depository libraries in microfiche. ‘December 
1983"—P. [1] Bibliography: p. 9. @ltem 83-B (microfiche) 

1. Walls — Computer programs. 2. Lightweight construc- 
tion — Computer programs. 3. Structural frames — Comput- 
er programs. I. Forest Products Laboratory (U.S.) II. 
Title. III. Series. OCLC 10481358 


84-18385 
A 13.78:FPL-443 
Hedquist, Dale C. 

Improved aspen mechanical pulp through coarse grinding 
and refining / by Dale C. Hedquist and James F. Laundrie. — 
[Madison, Wis.] : U.S. Dept. of Agriculture, Forest Service, 
Forest Products Laboratory, [1983] 

5 p. ; 28 cm. — (Research paper FPL ; 443) Distributed 
to depository libraries in microfiche. “December 1983”—P. 
[1] Bibliography: p. 5. @ltem 83-B (microfiche) 

1. Aspen — United States. 2. Mechanical pulping process. 
I. Laundrie, J. F. Il. Forest Products Laboratory (U.S.) 
III. Title. IV. Series. OCLC 10594266 
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84-18386 


A 13.18:INT-318 


Cole, Walter E. 


Estimating the rate and amount of tree loss from mountain 
pine beetle infestations / Walter E. Cole, Mark D. McGre- 
gor. — Ogden, UT. : U.S. Dept. of Agriculture, Forest Serv- 
ice, Intermountain Forest and Range Experiment Station, 
[1983] 

22 p. : ill, 4 maps ; 28 cm. — (Research paper INT ; 318) 
Distributed to depository libraries in microfiche. ‘September 
1983.” Bibliography: p. 22. @lItem 83-B (microfiche) 

1. Trees — Diseases and pests — Northwestern States. 2. 
Mountain pine beetle. I. McGregor, Mark D. II. Inter- 
mountain Forest and Range Experiment Station (Ogden, 
Utah) III. Title. IV. Series. OCLC 10881557 


84-18387 


A 13.78:INT-321 


Ferguson, Robert B., 1928- 


Revegetating processed oil shale in the upper mountain- 
brush zone of Colorado / Robert B. Ferguson, Neil C. 
Frischknecht. —Ogden, UT : U.S. Dept. of Agriculture, 
Forest Service, Intermountain Forest and Range Experiment 
Station, 1983. 

9 p. : ill. ; 28 cm.— (Research paper INT ; 321) Distrib- 
uted to depository libraries in microfiche. “November 
1983.” Bibliography: p. 9. @lItem 83-B (microfiche) 

1. Oil-shales — Environmental aspects — Colorado — Gar- 
field County. 2. Revegetation — Colorado — Garfield 
County. I. Frischknecht, Neil C., 1918- II. Intermountain 
Forest and Range Experiment Station (Ogden, Utah) III. 
Title. IV. Series. OCLC 10928470 


84-18388 


A 13,.78:INT-322 


Chambers, Jeanne C. 


Measuring species diversity on revegetated surface mines : 
an evaluation of techniques / Jeanne C. Chambers. — Ogden, 
UT. : U.S. Dept. of Agriculture, Forest Service, Intermoun- 
tain Forest and Range Experiment Station, [1983] 

15 p. : ill. ; 28 cm. — (Research paper INT ; 322) Distrib- 
uted to depository libraries in microfiche. “November 
1983.” Bibliography: p. 7. @lItem 83-B (microfiche) 

1. Species. 2. Strip mining — Environmental aspects. 3. 
Revegetation. I. Intermountain Forest and Range Experi- 
ment Station (Ogden, Utah) II. Title. III. Series. OCLC 
10874298 


84-18389 


A 13,.78:INT-324 


Jensen, Chester E. 


Development of structured regression hypotheses/interac- 
tive descriptive geometry through five dimensions / Chester 
E. Jensen. — Ogden, UT. : U.S. Dept. of Agriculture, Forest 
Service, Intermountain Forest and Range Experiment Station, 
1984, 

155 p. : ill. ; 28 cm. — (Research paper INT ; 324) Cover 
title. Distributed to depository libraries in microfiche. 
“March 1984.” Includes bibliographies. @Item 83-B 
(microfiche) 

1. Statistical hypothesis testing. 2. Regression analysis. 3. 
Geometry, Descriptive. I. Intermountain Forest and Range 
Experiment Station (Ogden, Utah) II. Title. III. Series. 
OCLC 10864944 


84-18390 


A 13.78:INT-325 


Lyon, L. Jack, 1929- 


Field tests of elk/timber coordination guidelines / L. Jack 
Lyon. — Ogden, UT. : U.S. Dept. of Agriculture, Forest 





Service, Intermountain Forest and Range Experiment Station, 
1984. 

10 p. : ill. ; 28 cm. — (Research paper INT ; 225) Distrib- 
uted to depository libraries in microfiche. “February 1984.” 
Bibliography: p. 9-10. @Item 83-B (microfiche) 

1, Elk— Montana — Habitat. 2. Elk — Idaho — Habita- 
tion. 3. | Timber — Montana— Habitat. 4. Timber — 
Idaho — Habitation. 5. Habitat (Ecology) I. Intermountain 
Forest and Range Experiment Station (Ogden, Utah) II. 
Title. III. Series. OCLC 10920937 


84-18391 
A 13.78:INT-326 
Schuster, Ervin G. 

Provisions for protecting and enhancing nontimber re- 
sources in northern region timber sales / Ervin G. Schuster, 
Charles E. Keegan III, Robert E. Benson. — Ogden, UT. : 
U.S. Dept. of Agriculture, Forest Service, Intermountain 
Forest and Range Experiment Station, 1983. 

9 p. : ill, 1 map ; 28 cm.— (Research paper INT ; 326) 
Distributed: to depository libraries in microfiche. “March 
1984.” Bibliography: p. 9. @ltem 83-B (microfiche) 

1. Timber — Economic aspects — Pacific States. 2. Natu- 
tal resources— Economic aspects— Pacific States. 1. 
Keegan, Charles E. II. Benson, Robert Earl, 1931- III. 
Intermountain Forest and Range Experiment Station (Ogden, 
Utah) IV. Title. V. Series. OCLC 10864997 


84-18392 
A 13.78:NC-222 
Erdmann, Gayne G. 

Volume tables for second-growth northern hardwood for- 
ests in northeastern Wisconsin / Gayne G. Erdmann, Thomas 
R. Crow, and Robert R. Oberg. —St. Paul, Minn. : U.S. 
Dept. of Agriculture, Forest Service, North Central Forest 
Experiment Station, 1982. 

5 p. ; 28 cm. — (Research paper NC ; 222) Distributed to 
depository libraries in microfiche. Bibliography: p. 5. 
@ltem 83-B (microfiche) 

1. Hardwoods— Wisconsin. 2. Trees — Wisconsin — 
Growth. I. Crow, Thomas R. II. Oberg, Robert R._ III. 
North Central Forest Experiment Station (Saint Paul, Minn.) 
IV. Title. V. Series. OCLC 10937545 


84-18393 
A 13.78:NC-230 
Steinhilb, Helmuth M. 

Green above-stump weights red oak, red maple, and white 
birch in northern Michigan / Helmuth M. Steinhilb, Edwin S. 
Miyata, and Thomas R. Crow. — St. Paul, Minn. : U.S. Dept. 
of Agriculture, Forest Service, North Central Forest Experi- 
ment Station, 1983. 

4 p. : ill. ; 28 cm. — (Research paper NC ; 230) Distribut- 
ed to depository libraries in microfiche. Bibliography: p. 4. 
@ltem 83-B (microfiche) 

1. Red oak— Weight. 2. 
Birch — Weight. 4. Forests and forestry — Michigan — 
Mensuration. I. Miyata, Edwin S. II. Crow, Thomas R. 
Ill. North Central Forest Experiment Station (Saint Paul, 
Minn.) IV. Title. V. Series. OCLC 10937582 


84-18394 


Red maple— Weight. 3. 


A 13.78:NC-231 
Zavitkovski, J. 

Biomass production of 4- to 9-year-old intensively cultured 
larix eurolepis growth in “Scotch plaid” plots in Wisconsin / 
J. Zavitkovski, Allen L. Lundgren, and Terry F. Strong. — 
St. Paul, Minn. : U.S. Dept. of Agriculture, Forest Service, 
North Central Forest Experiment Station, 1982 [i.e. 1983] 


Government Publications — September 1984 


10 p. : ill. ; 28. cm.— (Research paper NC ; 231) Distrib- 
uted to depository libraries in microfiche. Bibliography: p. 9- 
10. @lItem 83-B-4 (microfiche) 

1. European larch. I. Lundgren, Allen L. Il. Strong, 
Terry F. III. North Central Forest Experiment Station 
(Saint Paul, Minn.) IV. Title. V. Series. OCLC 10901592 


84-18395 
A 13,78:NC-234 
Holdaway, Margaret R. 

An evaluation of the STEMS tree growth projection 
system / Margaret R. Holdaway and Gary J. Brand. — St. 
Paul, Minn. : U.S. Dept. of Agriculture, Forest Service, 
North Central Forest Experiment Station, 1983. 

20 p. : ill., 1 map ; 28 cm.— (Research paper NC ; 234) 
Distributed to depository libraries in microfiche. “September 
1983"—T.p. verso. Bibliography: p. 19-20. @lItem 83-B 
(microfiche) 

1. Trees— United States — Growth — Mathematical 
models. 2. Forest site quality — United States — Mathemati- 
cal models. I, Brand, Gary J. II. North Central Forest 
Experiment Station (Saint Paul, Minn.) III. Title. IV. 
Series. OCLC 10251478 


84-18396 
A 13,78:NC-235 
Probst, John R. 

Diversity of vertebrates in wildlife water-impoundments on 
the Chippewa National Forest / John R. Probst, Donald 
Rakstad, and Kathy Brosdahl. — St. Paul, Minn. : U.S. Dept. 
of Agriculture, Forest Service, North Central Forest Experi- 
ment Station, 1983. 

22 p. ; 28 cm.— (Research paper NC ; 235) Cover title. 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 8-9. @ltem 83-B (microfiche) 

1. Wildlife habitat improvement — Wisconsin — Chippewa 
National Forest. 2. Vertebrates — Wisconsin — Chippewa 
National Forest. 3. Wetland ecology — Wisconsin — Chip- 
pewa National Forest. 4. Chippewa National Forest (Wis.) 
I. Rakstad, Donald. II. Brosdahl, Kathy. III. North Central 
Forest Experiment Station (Saint Paul, Minn.) IV. Title. V. 
Series. OCLC 10745274 


84-18397 
A 13.78:NC-239 
Riemenschneider, Don E. 

Height growth to age 8 of larch species and hybrids in 
Wisconsin / Don E. Reimenschneider [sic] and Hans Nien- 
staedt. — St. Paul, Minn. : U.S. Dept. of Agriculture, Forest 
Service, North Central Forest Experiment Station, 1983. 

6 p. : ill. ; 28 cm. — (Research note NC ; 239) Distributed 
to depository libraries in microfiche. Bibliography: p. 6. 
@ltem 83-B (microfiche) 

1. Larch — Wisconsin— Growth. I. Nienstaedt, Hans. 
II. North Central Forest Experiment Station (Saint Paul, 
Minn.) III. Title. IV. Series. OCLC 10868833 


84-18398 
A 13.78:NC-241 
Phipps, Howard. 

Pre-plant soaking of dormant populus hardwood cuttings / 
Howard M. Phipps, Edward A. Hansen, and Anne S. 
Fege. — St. Paul, Minn. : U.S. Dept. of Agriculture, Forest 
Service, North Central Forest Experiment Station, 1983. 

9 p. : ill. ; 28 cm. — (Research paper NC ; 241) Distribut- 
ed to depository libraries in microfiche. “September 1983”— 
Verso of t.p. Bibliography: p. 8. @ltem 83-B (microfiche) 

1. Hardwoods — United States. 2. Plant cuttings. 3. Af- 
forestation — United States. I. Hansen, Edward A. II. 
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Fege, Anne S. III. North Central Forest Experiment Station 
(Saint Paul, Minn.) IV. Title. V. Series. OCLC 10874304 


84-18399 
A 13.78:NC-244 
Future consumption of timber growth in northern Minnesota, 
1980-2030 / Mark Rockel ... [et al.].— St. Paul, Minn. : U.S. 
Dept. of Agriculture, Forest Service, North Central Forest 
Experiment Station, 1983. 

15 p. : ill. ; 28 cm. — (Research paper NC ; 244) Distrib- 
uted to depository libraries.cin microfiche. “December 
1983"—T.p. verso. Bibliography: p. 12-13. @Item 83-B 
(microfiche) 

1. Pulpwood — Minnesota. 2. Timber — Minnesota. 3. 
Consumption (Economics)— Minnesota. I. Rockel, Mark. 
Il. North Central Forest Experiment Station (Saint Paul, 
Minn.) III. Series. OCLC 10887618 


84-18400 
A 13.78:NC-245 
Carpenter, Eugene M. 

Above-ground weights for tamarack in northeastern Minne- 
sota / Eugene M. Carpenter. — St. Paul, Minn. : U.S. Dept. 
of Agriculture, Forest Service, North Central Forest Experi- 
ment Station, 1983. 

9 p. ; 28 cm. — (Research paper NC ; 245) Distributed to 
depository libraries in microfiche. “December 1983”—T.p. 
verso. Bibliography: p. 5. @Item 83-B (microfiche) 

1. Wood — Minnesota — Moisture. 2. Timber — Minneso- 
ta— Weight. I. North Central Forest Experiment Station 
(Saint Paul, Minn.) II. Title. III. Series. OCLC 10928477 

84-18401 
A 13.78:NE-536 
Yaussy, Daniel A. 
Multivariate regression model for predicting lumber grade 


volumes of northern red oak sawlogs / Daniel A. Yaussy, 
Robert L. Brisbin. — Broomall, Pa. : U.S. Dept. of Agricul- 
ture, Forest Service, Northeastern Forest Experiment Station, 
1983. 


11 p. : ill. ; 28 cm.— (Research paper NE ; 536) Distrib- 


uted to depository libraries in microfiche. 
11. @tem 83-B (microfiche) 

1. Multivariate analysis. 2. Regression analysis. 3. 
Lumber — Mensuration. 4. Red oak. I. Brisbin, Robert L. 
II. Northeastern Forest Experiment Station (Broomall, Pa.) 
III. Title. IV. Series. OCLC 10942148 


84-18402 


Bibliography: p. 


A 13.78:PNW-307 
Foote, M. Joan. 

Classification, description, and dynamics of plant communi- 
ties after fire in the taiga of interior Alaska / M. Joan 
Foote. — Portland, Or. : U.S. Dept. of Agriculture, Forest 
Service, Pacific Northwest Forest and Range Experiment Sta- 
tion, [1983] 

108 p. : ill. ; 28 cm.— (Research paper PNW ; 307) 
Cover title. Distributed to depository libraries in microfiche. 
“July 1983.” Bibliography: p. 101-104. @ltem 83-B (micro- 
fiche) 

1. Taiga ecology— Alaska. 2. Forest site quality — 
Alaska. 3. Forest fires — Research — Alaska. I. Pacific 
Northwest Forest and Range Experiment Station (Portland, 
Or.) Il. Title. III. Series. OCLC 10896693 

84-18403 
A 13.78:PNW-313 
DeBell, Dean S. 

Influence of red alder on chemical properties of a clay 
loam soil in western Washington / D.S. DeBell, M.A. 
Radwan, and J.M. Kraft. — Portland, Or. : U.S. Dept. of 
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Agriculture, Forest Service, Pacific Northwest Forest and 
Range Experiment Station, [1983] 

7 p. ; 28 cm. — (Research paper PNW ; 313) Distributed 
to depository libraries in microfiche. “December 1983.” 
Bibliography: p. 6-7. @Item 83-B (microfiche) 

1. Red alder. 2. Loam soils. 3. Clay soils — Washington. 
I. Radwan, M. A., 1926- II. Kraft, J. M. III. Pacific North- 
west Forest and Range Experiment Station (Portland, Or.) 
IV. Title. V. Series. OCLC 10942159 


84-18404 
A 13.78:PSW-166 
Mills, Thomas J. (Thomas John), 1946- 

Ranking independent timber investments by alternative in- 
vestment criteria / Thomas J. Mills, Gary E. Dixon. — Berke- 
ley, Calif. : U.S. Dept. of Agriculture, Forest Service, Pacific 
Southwest Forest and Range Experiment Station, [1982] 

8 p. ; 28 cm.— (Research paper PSW ; 166) Distributed 
to depository libraries in microfiche. “December 1982.” 
@ltem 83-B (microfiche) 

1. Capital investments. 2. Timber — Economic aspects. 
3. Rate of return. I. Dixon, Gary E. II. Pacific Southwest 
Forest and Range Experiment Station (Berkeley, Calif.) III. 
Title. IV. Series. OCLC 10868863 


84-18405 
A 13.78:PSW-167 
Weintraub, Andres. 

Land management planning : a method of evaluating alter- 
natives / Andres Weintraub, Richard Adams, Linda Yellin. — 
Berkeley, Calif. : U.S. Dept. of Agriculture, Forest Service, 
Pacific Southwest Forest and Range Experiment Station, 
[1982] 

12 p. ; 28 cm. — (Research paper PSW ; 167) Distributed 
to depository libraries in microfiche. “December 1982”— 
T.p. verso. Bibliography: p. 12. @lItem 83-B (microfiche) 

1. Forest management — Evaluation. I. Adams, Richard, 
1938- II. Yellin, Linda. III. Pacific Southwest Forest and 
Range Experiment Station (Berkeley, Calif.) IV. Title. V. 
Series. OCLC 10859628 


84-18406 
A 13.78:PSW-169 
Buck, Michael G. 

Growth of 11 introduced tree species on selected forest 
sites in Hawaii / Michael G. Buck, Roger H. Imoto. — Berke- 
ley, Calif. : U.S. Dept. of Agriculture, Forest Service, Pacific 
Southwest Forest and Range Experiment Station, [1982] 

12 p. : ill, 5 maps ; 28 cm.— (Research paper PSW ; 169) 
Distributed to depository libraries in microfiche. “December 
1982”—T.p. verso. Bibliography: p. 12. @Item 83-B 
(microfiche) 

1. Trees —Hawaii— Growth. 2. Forest site quality — 
Hawaii. 3. Species. I. Imoto, Roger H. II. Pacific South- 
west Forest and Range Experiment Station (Berkeley, Calif.) 
Ill. Title. IV. Series. OCLC 10942169 


84-18407 
A 13,78:RM-23. 
Edminster, Carleton B. 

Volume tables and point-sampling factors for Aspen in Col- 
orado / Carleton B. Edminster, H. Todd Mowrer, and 
Thomas E. Hinds. — Fort Collins, Colo. : Rocky Mountain 
Forest and Range Experiment Station, Forest Service, U.S. 
Dept. of Agriculture, [1982] 

16 p. ; 28 cm.— (Research paper RM ; 232) Distributed 
to depository libraries in microfiche. “February 1982”—T.p. 
verso. Bibliography: p. 2-3. @lItem 83-B (microfiche) 

1. Aspen — Colorado — Tables. 2. Forests and forestry — 
Colorado — Tables. I. Mowrer, H. Todd. II. Hinds, 
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Thomas E. III. Rocky Mountain Forest and Range Experi- 84-18412 
ment Station (Fort Collins, Colo.) IV. Title. V. Series. 


OCLC 10859639 
84-18408 


A 13.78:RM-248 
Thill, Ronald E. 

Deer and elk forage production in Arizona mixed conifer 
forests / Ronald E. Thill, Peter F. Ffolliott, and David R. 
Patton. — Fort Collins, Colo. : U.S. Dept. of Agriculture, 
Forest Service, Rocky Mountain Forest and Range Experi- 
ment Station, [1983] 

13 p. ; ill. ; 28 cm. — (Research paper RM ; 248) Distrib- 
uted to depository libraries in microfiche. “August 1983”°— 
T.p. verso. Bibliography: p. 12-13. @lItem 83-B (micro- 
fiche) 

1. Forage plants— Arizona. 2. Deer — Arizona — Food. 
3. Elk — Arizona — Food. I. Ffolliott, Peter F. II. Patton, 
David R. III. Rocky Mountain Forest and Range Experi- 
ment Station (Fort Collins, Colo.) IV. Title. V. Series. 
OCLC 10859644 


84-18413 


A 13.78:RM-243 
Sturges, David L 

Shelterbelt establishment and growth at a windswept Wyo- 
ming rangeland site / David L. Sturges. — Fort Collins, Colo. 
: Rocky Mountain Forest and Range Experiment Station, 
Forest Service, U.S. Dept. of Agriculture, [1983] 

12 p. : ill. ; 28 cm. — (Research paper RM ; 243) Distrib- 
uted to depository libraries in microfiche. ‘February 
1983”—T.p. verso. Bibliography: p. 12. @lItem 83-B 
(microfiche) 

1. Windbreaks, shelterbelts, etc.— Wyoming. 2. Range- 
lands ——- Wyoming. I. Rocky Mountain Forest and Range 
Experiment Station (Fort Collins, Colo.) II. Title. III. 
Series. OCLC 10874313 


A 13.78:RM-250 
84-18409 Read, Ralph A., 1916- 


Ten-year performance of ponderosa pine provenances in 


A 13.78:RM-244 
Seaver, David A. 


The escaped fire situation : a decision analysis approach / 
David A. Seaver, Peter J. Roussopoulos, and Anthony N.S. 
Freeling. — Fort Collins, Colo. : Rocky Mountain Forest and 
Range Experiment Station, Forest Service, U.S. Dept. of Ag- 
riculture, [1983] 

12 p. : ill, 1 map ; 28 cm.— (Research paper RM ; 244) 
Distributed to depository libraries in microfiche. ‘February 
1983”—T.p. verso. Bibliography: p. 10-11. @Item 83-B 
(microfiche) 

1. Wildfires — United States — Prevention and control. 2. 
Decision-making. I. Roussopoulos, Peter J. II. Freeling, 
Anthony N. S._ III. Rocky Mountain Forest and Range Ex- 
periment Station (Fort Collins, Colo.) IV. Title. V. Series. 
OCLC 10901584 


84-18410 


A 13.78:RM-246 
Crouch, Glenn LeRoy, 1929- 

Effects of commercial clearcutting of Aspen on understory 
vegetation and wildlife habitat values in southwestern Colora- 
do / Glenn L. Crouch. — Fort Collins, Colo. : U.S. Dept. of 
Agriculture, Forest Service, Rocky Mountain Forest and 
Range Experiment Station, [1983] 

8 p. : ill. ; 28 cm.— (Research note RM ; 246) Distribut- 
ed to depository libraries in microfiche. “August 1983’— 
T.p. verso. Bibliography: p. 8. @lItem 83-B (microfiche) 

1. Clear-cutting —- Colorado. 2. Aspen—Colorado. 3. 
Wildlife habitat improvement — Colorado. I. Rocky Moun- 
tain Forest and Range Experiment Station (Fort Collins, 
Colo.) II. Title. ITI. Series. OCLC 10853949 


84-18411 


A 13.78:RM-247 
Hinds, Thomas E. 

Wounds and decay in residual corkbar fir / Thomas E. 
Hinds, Robert E. Wood, and Richard L. Bassett. — Fort Col- 
lins, Colo. : U.S. Dept. of Agriculture, Forest Service, Rocky 
Mountain Forest and Range Experiment Station, [1983] 

6 p. : ill. ; 28 cm. — (Research paper RM ; 247) Distribut- 
ed to depository libraries in microfiche. “August 1983.” 
Bibliography: p. 6. @lItem 83-B (microfiche) 

1. Fir — Diseases and pests — Southwest, New. 2.. Fir — 
Southwest, New — Wounds and injuries. 3. Wood-decaying 
fungi — Southwest, New. I. Wood, Robert E. II. Bassett, 
Richard L. III. Rocky Mountain Forest and Range Experi- 
ment Station (Fort Collins, Colo.) IV. Title. V. Series. 
OCLC 10896681 


the Great Plains of North America / Ralph A. Read. — Fort 
Collins, Colo. : U.S. Dept. of Agriculture, Forest Service, 
Rocky Mountain Forest and Range Experiment Station, 1984. 


17 p. : 3 maps ; 28 cm. — (USDA Forest Service research 
paper RM ; 250) Distributed to depository libraries in micro- 
fiche. “December 1983.” Bibliography: p. 16. @lItem 83- 
B (microfiche) 

1. Ponderosa pine. I. Rocky Mountain Forest and Range 
Experiment Station (Fort Collins, Colo.) II. Title. Il. 
Series: Research paper RM ; 250. OCLC 10942178 


84-18414 


A 13.78:SE-236 


Bechtold, William A. 


The hardwood resource on nonindustrial private forest land 
in the southeast Piedmont / William A. Bechtold and Doug- 
las R. Phillips. — Asheville, N.C. : U.S. Dept. of Agriculture, 
Forest Service, Southeastern Forest Experiment Station, 1983. 


19 p. : ill, 1 map ; 28 cm.— (Research paper SE ; 236) 
Cover title. Distributed to depository libraries in microfiche. 
Bibliography: p. 18-19. @lItem 83-B (microfiche) 

1. Hardwoods — Southeastern States. I. Phillips, Douglas 
R. II. Southeastern Forest Experiment Station (Asheville, 
N.C.) III. Title. IV. Series. OCLC 10937578 


84-18415 


A 13.78:SE-241 


Koenigshof, Gerald A. 


Economic feasibility of manufacturing COM-PLY floor 
joists / Gerald A. Koenigshof ; cooperative research by U.S. 
Department of Agriculture, Forest Service, Southeastern 
Forest Experiment Station and U.S. Department of Housing 
and Urban Development, Division of Energy, Building Tech- 
nology and Standards. — Asheville, N.C. : The Station, [1983] 


37 p. : ill. ; 28 cm.— (Research paper SE ; 241) (COM- 
PLY report ; 26) Distributed to depository libraries in 
microfiche. “November 1983”—P. [2] of cover. Includes 
bibliographical references. @Item 83-B (microfiche) 

1. Plywood industry — United States. I. Southeastern 
Forest Experiment Station (Asheville, N.C.) II. United 
States. Division of Energy, Building Technology, and Stand- 
ards. III. Title. IV. Title: Economic feasibility of manufac- 
turing C.O.M.-P.L.Y. floor joists. V. Series. VI. Series. 
OCLC 10928482 
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84-18416 


A 13.78:SO-191 
Baldwin, V. C. 

Aboveground weight and volume of unthinned, planted 
longleaf pine on West Gulf forest sites / V.C. Baldwin, Jr. 
and J.R. Saucier. — New Orleans, La. : U.S. Dept. of Agri- 
culture, Forest Service, Southern Forest Experiment Station, 
[1983] 

25 p. ; 28 cm. — (Research paper SO ; 191) Cover title. 
Distributed to depository libraries in microfiche. “June, 
1983.” Bibliography: p. 6-7. @Item 83-B (microfiche) 

1. Forests and forestry — Louisiana — Statistics. 2. Forests 
and forestry — Texas — Statistics. 3. Longleaf pine. 4. For- 
ests and forestry — Louisiana — Mensuration. 5. Forests and 
forestry — Texas — Mensuration. I. Saucier, J. R. II. 
Southern Forest Experiment Station (New Orleans, La.) III. 
Title. IV. Series. OCLC 10859648 


84-18417 


A 13.78:SO-193 
Wisdom, Harold W. 

Southern exports of wood products, 1967-1980 / Harold W. 
Wisdom, James E. Granskog and R.J. Peeler, III.— New 
Orleans, La. : U.S. Dept. of Agriculture, Forest Service, 
Southern Forest Experiment Station, 1983. 

i, 20 p. : ill. ; 28 cm.— (Research paper SO ; 193) Cover 
title. Distributed to depository libraries in microfiche. 
“July, 1983.” Bibliography: p. 9. @lItem 83-B (microfiche) 

1. Wood — Commerce — Southern States. I. Granskog, 
James E. II. Peeler, R. J. III. Southern Forest Experiment 
Station (New Orleans, La.) IV. Title. V. Series. OCLC 
10881555 


84-18418 


A 13.78:S0-194 
Murphy, Paul A. 

Merchantable and sawtimber volumes for natural even-aged 
stands of loblolly pine in the West Gulf region / Paul A. 
Murphy. — New Orleans, La. : U.S. Dept. of Agriculture, 
Forest Service, Southern Forest Experiment Station, 1983. 

38 p. : ill, 1 map ; 28 cm.— (Research paper SO ; 194) 
Cover title. Distributed to depository libraries in microfiche. 
“July 1983.” Bibliography: p. 10. @lItem 83-B (microfiche) 

1. ¢Loblolly-pine. I. Southern Forest Experiment Station 
(New Orleans, La.) II. Title. III. Series. OCLC 10474955 


84-18419 


A 13.79:INT-330 


Fellin, David G. 


Deploying pheromone-baited traps for the western spruce 
budworm and defoliating insects / David G. Fellin and Paul 
W. Hengel.—Odgen, Utah : U.S. Dept. of Agriculture, 
Forest Service, Intermountain Forest and Range Experiment 
Station, 1983. 

7 p. : ill. ; 28 cm.— (Research note INT ; 330) Caption 
title. Distributed to depository libraries in microfiche. 
“CANUSA, Canada/United States spruce budworm pro- 
gram.” “June 1983.” Bibliography: p. 7. @Item 83-B-4 
(microfiche) 

1. Insect traps. 2. Pheromones. 3. Insect baits and repel- 
lents. 4. Western spruce budworm. I. Hengel, Paul W. II. 
Intermountain Forest and Range Experiment Station (Ogden, 
Utah) III. Canada/United States Spruce Budworms Pro- 
gram. IV. Title. V. Series. OCLC 10881550 


84-18420 


A 13.79:INT-334 
Koniak, Susan. 


Broadcast seeding success in eight pinyon-juniper stands 
after wildfire / Susan Koniak. — Ogden, UT. : U.S. Dept. of 
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Agriculture, Forest Service, Intermountain Forest and Range 
Experiment Station, [1983] 

4 p. ; 28 cm. — (Research note INT ; 334) Distributed to 
depository libraries in microfiche. “September 1983.” Bibli- 
ography: p. 4. @Item 83-B-4 (microfiche) 

1. Sowing. 2. Pinus edulis. 3. Juniper. I. Intermountain 
Forest and Range Experiment Station (Ogden, Utah) II. 
Title. III. Series. OCLC 10891735 


84-18421 


A 13.79:INT-335 


Cook, Michael J. 


Construction cost and erosion control effectiveness of filter 
windrows on fill slopes / Michael J. Cook, John G. King. — 
Ogden, UT. : U.S. Dept. of Agriculture, Forest Service, 
Intermountain Forest and Range Experiment Station, 1983. 

5 p. : ill. ; 28 cm.— (Research note INT ; 335) Caption 
title. Distributed to depository libraries in microfiche. ‘No- 
vember 1983.” Bibliography: p. 5. @lItem 83-B-04 (micro- 
fiche) 

1. Roads — Idaho — Embankments. 2. Fills (Earthwork) 
3. Soil conservation — Idaho. 4. Slopes (Soil mechanics) I. 
King, John G. II. Intermountain Forest and Range Experi- 
ment Station (Ogden, Utah) III. Title. IV. Series. OCLC 
10881545 


84-18422 


A 13.79:INT-338 


Amman, Gene D. 


Strategy for reducing mountain pine beetle infestations with 
ponderosa pine trap logs / Gene D. Amman. — Ogden, UT : 
U.S. Dept. of Agriculture, Forest Service, Intermountain 
Forest and Range Experiment Station, 1983. 

3 p. : ill. ; 28 cm.— (Research note INT ; 338) Caption 
title. Distributed to depository libraries in microfiche. “De- 
cember 1983.” Bibliography: p. 3. @lItem 83-B-4 (micro- 
fiche) 

1. Mountain pine beetle — Control — Utah. 2. Ponderosa 
pine — Diseases and pests— Utah. I. Intermountain Forest 
and Range Experiment Station (Ogden, Utah) II. Title. III. 
Series. OCLC 10928463 


84-18423 


A 13.79:INT-339 


Harniss, Roy O. 


A severe epidemic of Marssonina leaf blight on quaking 
aspen in northern Utah / Roy O. Harniss, David L. 
Nelson. — Ogden, UT. : U.S. Dept. of Agriculture, Forest 
Service, Intermountain Forest and Range Experiment Station, 
1984. 

6 p.: col. ill., 1 map ; 28 cm. — (Research note INT ; 339) 
Caption title. Distributed to depository libraries in micro- 
fiche. “March 1984.” Bibliography: p. 6. @lItem 83-B-04 
(microfiche) 

1. Melanconiaceae. 2. Populus tremuloides — Diseases and 
pests— Utah. 3. Fungous diseases of plants— Utah. I. 
Nelson, David L. II. Intermountain Forest and Range Ex- 
periment Station (Ogden, Utah) III. Title. IV. Series. 
OCLC 10864986 


84-18424 


A 13,.79:NC-293 


Sturos, Joseph B. 


Air drying of chunkwood and chips / Joseph B. Sturos, 
Lynne A. Coyer, and Rodger A. Arola.— St. Paul, MN : 
North Central Forest Experiment Station, Forest Service- 
U.S.D.A., 1983. 

4 p. : ill. ; 28 cm.— (Research note NC ; 293) Caption 
title. Bibliography: p. 4. @lItem 83-B-4 (microfiche) 





1. Wood chips — United States. 2. Lumber — Drying. I. 
Coyer, Lynne A. II. Arola, Rodger A. III. North Central 
Forest Experiment Station (Saint Paul, Minn.) IV. Title. V. 
Series. OCLC 10937502 


84-18425 
A 13.79:NC-294 
Nienstaedt, Hans. 

A budget tree improvement program / Hans Nienstaedt 
and Hyun Kang. — St. Paul, Minn. : North Central Forest 
Experiment Station, Forest Service, U.S.D.A., 1983. 

3 p. : ill. ; 28 cm.— (Research note NC ; 294) Caption 
title. Distributed to depository libraries in microfiche. 
@ltem 83-B-4 (microfiche) 

1. Tree breeding — Michigan. 2. Forest genetics. I. 
Kang, Hyun. II. North Central Forest Experiment Station 
(Saint Paul, Minn.) III. Title. IV. Series. OCLC 10859671 


84-18426 
A 13.79:NC-295 
Brumm, Douglas B. 

Determining light transmittance characteristics of wood 
and bark chips / Douglas B. Brumm, Robert C. Radcliffe, 
and John A. Sturos. — St. Paul, Minn. : North Central Forest 
Experiment Station, Forest Service, U.S.D.A., 1983. 

4 p. : ill. ; 28 cm.— (Research note NC ; 295) Caption 
title. Distributed to depository libraries in microfiche. Bib- 
liography: p. 3. @lItem 83-B-4 (microfiche) 

1. Wood chips. 2. Light — Transmission. 3. Mechanical 
pulping process. I. Radcliffe, Robert C. (Robert Carlyle), 
1947- II. Sturos, John A. III. North Central Forest Experi- 
ment Station (Saint Paul, Minn.) IV. Title. V. Series. 
OCLC 10932439 


84-18427 
A 13.79:NC-296 
Perala, Donald A. 

Shearing restores full productivity to sparse aspen stands / 
Donald A. Perala.— St. Paul, MN : North Central Forest 
Experiment Station, Forest Service-U.S.D.A., 1983. 

4 p. ; 28 cm.— (Research note NC ; 296) Caption title. 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 3-4. @Item 83-B-4 (microfiche) 

1. Aspen — United States. 2. Pruning. I. North Central 
Forest Experiment Station (Saint Paul, Minn.) II. Title. III. 
Series. OCLC 10937531 


84-18428 
A 13.79:NC-298 
Hackett, Ronald L. 

Forest area in Kansas, 1981 / Ronald L. Hackett. — St. 
Paul, MN : North Central Forest Experiment Station, Forest 
Service-U.S.D.A., 1983. 

4p. : ill, 1 map ; 28 cm.— (Research note NC ; 298) 
Caption title. Distributed to depository libraries in micro- 
fiche. @lItem 83-B-4 (microfiche) 

1. Forests and forestry — Kansas — Mensuration. I. North 
Central Forest Experiment Station (Saint Paul, Minn.) II. 
Title. III. Series. OCLC 10937590 

84-18429 
A 13.79:NC-299 
Smith, W. Brad. 

Allometric biomass equations for 98 species of herbs, 
shrubs, and small trees / W. Brad Smith and Gary J. 
Brand. — St. Paul, MN : North Central Forest Experiment 
Station, Forest Service, U.S.D.A., 1983. 

8 p. ; 28 cm. — (Research note NC ; 299) Caption title. 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 8. @lItem 83-B-4 (microfiche) 

1. Biomass energy — United States — Statistics. 2. Biomass 
energy — Canada — Statistics. 3. Shrubs— United States. 


Government Publications — September 1984 


4. Shrubs— Canada. 5. Herbs. I. Brand, Gary J. Il. 
North Central Forest Experiment Station (Saint Paul, Minn.) 
III. Title. IV. Title: Allometric biomass equations for ninety- 
eight species of herbs, shrubs, and small trees. V. Series. 
OCLC 10941169 


84-18430 
A 13.79:NC-300 
Christopherson, Nels S. 

Dimensional characteristics of hardwood top and limb resi- 
due / Nels S. Christopherson. — St. Pau!, Minn. : North Cen- 
tral Forest Experiment Station, Forest Service, U.S.D.A., 
1983. 

5 p. : ill. ; 28 cm.— (Research note NC ; 300) Caption 
title. Distributed to depository libraries in microfiche. Bib- 
liography: p. 4-5. @lItem 83-B-4 (microfiche) 

1. Slash (Logging) 2. Forest litter. I. North Central 
Forest Experiment Station (Saint Paul, Minn.) II. Title. III. 
Series. OCLC 10859668 


84-18431 
A 13.79:NE-314 
Dyer, Kenneth L. 

pH in streams draining small mined and unmined water- 
sheds in the coal region of Appalachia / Kenneth L. Dyer, 
Willie R. Curtis. — [Broomall, Pa.?] : U.S. Dept. of Agricul- 
ture, Forest Service, Northeastern Forest Experiment Station, 
1983. 

6 p. : maps ; 28 cm. — (Research note NE ; 314) Caption 
title. Distributed to depository libraries in microfiche. Bib- 
liography: p. 6. @Item 83-B-4 (microfiche) 

1. Watersheds — Appalachian Region, Southern — Experi- 
mental areas. 2. Hydrogen-ion concentration — Measure- 
ment. I. Curtis, Willie R. II. Northeastern Forest Experi- 
ment Station (Broomall, Pa.) III. Title. IV. Series. OCLC 
10853957 


84-18432 
A 13,79:PNW-406 
Copes, Donald L. 

Tree shaking machine aids cone collection in a Douglas-fir 
seed orchard / Donald L. Copes and William K. Randall. — 
(Portland, Or.?] : U.S. Dept. of Agriculture, Forest Service, 
Pacific Northwest Forest and Range Experiment Station, 
[1983] 

8 p. : ill. ; 28 cm. — (Research note PNW ; 406) Caption 
title. Distributed to depository libraries in microfiche. 
“July 1983.” Includes bibliographical references. @lItem 
83-B-4 (microfiche) 

1. Forest machinery — United States. 2. Seed orchards — 
United States. 3. Tree seeds. I. Randall, William K. II. 
Pacific Northwest Forest and Range Experiment Station 
(Portland, Or.) III. Title. IV. Series. OCLC 10941177 


84-18433 
A 13.79:PSW-359 
Verner, Jared. 

Identifying individual bald eagles with voiceprints : a feasi- 
bility study / Jared Verner, Robert N. Lehman. — Berkeley, 
Calif. : U.S. Dept. of Agriculture, Forest Service, Pacific 
Southwest Forest and Range Experiment Station, [1982] 

5 p. : ill. ; 28 cm. — (Research note PSW ; 359) Caption 
title. “December 1982.” Includes bibliographical _refer- 
ences. @Item 83-B-4 (microfiche) 

1. Bald eagle. 2. Voiceprints. I. Lehman, Robert N._ IL. 
Pacific Southwest Forest and Range Experiment Station 
(Berkeley, Calif.) III. Title. IV. Series. OCLC 10896661 
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84-18434 
A 13.79:RM-431 
Harrington, Michael G. 

Climate class adjustments improve accuracy of predicted 
fuel moisture stick values / Michael G. Harrington. — [Fort 
Collins, Colo.] : USDA Forest Service, Rocky Mountain 
Forest and Range Experiment Station, [1983] 

4 p.: ill. ; 28 cm.— (Research note RM ; 431) Caption 
title. Distributed to depository libraries in microfiche. 
“August 1983.” Bibliography: p. 4. @lItem 83-B-4 (micro- 
fiche) 

1. Fireproofing of wood. 2. Wood— United States — 
Moisture. I. Rocky Mountain Forest and Range Experiment 
Station (Fort Collins, Colo.) II. Title. III. Series. OCLC 
10928454 


84-18435 
A 13.79:SE-320 
Davenport, Edgar L. 

Interstate movement of round pulpwood in the Southeast, 
1976-1980 / Edgar L. Davenport. — [Asheville, N.C.] : U.S. 
Dept. of Agriculture, Forest Service, Southeastern Forest Ex- 
periment Station, [1983] 

13 p. : 4 maps ; 28 cm.— (Research note SE ; 320) 
Distributed to depository libraries in microfiche. “July 
1983.” @tem 83-B-04 (microfiche) _ 

1. Log transportation — Southern States — Statistics. 2. 
Pulpwood industry — Southern States — Statistics. I. South- 
eastern Forest Experiment Station (Asheville, N.C.) II. 
Title. III. Series. OCLC 10881597 


84-18436 
A 13.79:SE-321 
Wittenberg, Dick C. 

Quality of adhesive bonds in knife-planed and abrasive- 
planed flakeboard and yellow-poplar veneer / Dick C. Wit- 
tenberg. —[Asheville, NC] : U.S. Dept. of Agriculture, 
Forest Service, Southeastern Forest Experiment Station, 
[1983] 

3 p. : ill. ; 28 cm.— (Research note SE ; 321) Caption 
title. Distributed to depository libraries in microfiche. 
“August 1983.” Includes bibliographical references. @Item 
83-B-4 (microfiche) 

1. Adhesives— Testing. 2. Veneers and veneering. I. 
Southeastern Forest Experiment Station (Asheville, N.C.) _ II. 
Title. III. Series. OCLC 10928451 


84-18437 
A 13.80:NC-71 
Blyth, James E. 

Primary forest products industry and timber use, Missouri, 
1980 / James E. Blyth, Shelby Jones, and W. Brad Smith. — 
St. Paul, Minn. : U.S. Dept. of Agriculture, Forest Service, 
North Central Forest Experiment Station, 1983. 

22 p. : 1 map ; 28 cm.— (Resource bulletin NC ; 71) 
Distributed to depository libraries in microfiche. “December 
1983”—T.p. verso. @Item 83-B-5 (microfiche) 

1. Forest products — Missouri — Statistics. 2. Lumber 
trade — Missouri — Statistics. I. Jones, Shelby. II. Smith, 
W. Brad. III. North Central Forest Experiment Station 
(Saint Paul, Minn.) IV. Title. V. Series. OCLC 10853943 

84-18438 
A 13.80:NE-77 
Nevel, Robert L. 

Veneer, 1980 : a periodic assessment of regional timber 
output / Robert L. Nevel, Jr. — [Broomall, Pa.?] : U.S. Dept. 
of Agriculture, Forest Service, Northeastern Forest Experi- 
ment Station, 1983. 

17 p. : ill. ; 28 cm. — (Resource bulletin NE ; 77) Bibliog- 
raphy: p. 11. @ltem 83-B-5 
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1. Veneers and veneering. 2. Timber — Northeastern 
States. I. Northeastern Forest Experiment Station (Broomall, 
Pa.) II. Title. III. Series. OCLC 10937560 


84-18439 


A 13.80:PNW-100 
Hegg, Karl M. 

Timber resource statistics for the upper Tanana block, 
Tanana inventory unit, Alaska, 1974 / Karl M. Hegg. — Port- 
land, Or. : U.S. Dept. of Agriculture, Forest Service, Pacific 
Northwest Forest and Range Experiment Station, [1983] 

34 p. : ill, 2 maps ; 28 cm.— (Resource bulletin PNW ; 
100) Cover title. Distributed to depository libraries in 
microfiche. ‘February 1983.” Bibliography: p. 34. @Item 
83-B-5 (microfiche) 

1. Timber — Alaska — Statistics. 2. Forests and forestry — 
Alaska — Statistics. 3. Forests and forestry — Alaska — 
Statistics. 4. {Timber — Alaska — Statistics. I. Pacific 
Northwest Forest and Range Experiment Station (Portland, 
Or.) II. Title. III. Series. OCLC 10058027 


84-18440 


A 13.80:PNW-102 


Van Hees, Willem W. S. 


Timber resource statistics for the Petersburg/Wrangell in- 
ventory unit, Alaska, 1972 / Willem W.S. van Hees and 
Vernon J. LaBau. — Portland, Or. : U.S. Dept. of Agricul- 
ture, Forest Service, Pacific Northwest Forest and Range 
Experiment Station, [1983] 

36 p. : 1 map ; 28 cm.— (Resource bulletin PNW ; 102) 
Cover title. Distributed to depository libraries in microfiche. 
“March 1983.” Bibliography: p. 36. @lItem 83-B-5 (micro- 
fiche) 

1. Foxests and forestry — Alaska — Statistics. 2. Timber — 
Alaska — Statistics. 3. Forests and forestry — Alaska — 
Statistics. 4. ?Timber — Alaska — Statistics. I. LaBau, 
Vernon J. II. Pacific Northwest Forest and Range Experi- 
ment Station (Portland, Or.) III. Title. IV. Series. OCLC 
10075551 


84-18441 


A 13.80:PNW-105 


Van Hees, Willem W. S. 


Timber resource statistics for the Yakutat inventory unit, 
Alaska, 1975 / Willem W.S. van Hees and Vernon J. 
LaBau. — Portland, Or. : U.S. Dept. of Agriculture, Forest 
Service, Pacific Northwest Forest and Range Experiment Sta- 
tion, [1984] 

[6], 31 p. : 1 map ; 28 cm.— (Resource bulletin PNW ; 
105) Cover title. Distributed to depository libraries in 
microfiche. “January 1984.” Bibliography: p. 31. @lItem 
83-B-05 (microfiche) 

1. Forests and forestry — Alaska — Statistics. 2. Timber — 
Alaska — Statistics. 3. Forests and forestry — Alaska — 
Statistics. 4. +Timber — Alaska — Statistics. I. LaBau, 
Vernon J. Il. Pacific Northwest Forest and Range Experi- 
ment Station (Portland, Or.) III. Title. IV. Series. OCLC 
10796942 


84-18442 
A 13,80:RM-6 
Wood product flows and market structure in the Rocky Moun- 
tain states / Dennis M. Donnelly ... [et al.]. — Fort Collins, 
CO : Rocky Mountain Forest and Range Experiment Station, 
Forest Service, U.S. Dept. of Agriculture, [1983] 

15 p. : ill. ; 28 cm.— (USDA Forest Service resource 
bulletin RM ; 6) Distributed to depository libraries in micro- 
fiche. “September 1983.” Bibliography: p. 13-14. @Item 
83-B-5 (microfiche) 





1. Forest products— Rocky Mountains Region. 2. 
Lumber trade— Rocky Mountains Region. I. Donnelly, 
Dennis M. II. Rocky Mountain Forest and Range Experi- 
ment Station (Fort Collins, Colo.) III. Series. OCLC 
10928465 


84-18443 
A 13.80:SE-70 
Hutchins, Cecil C. 

Changes in output of industrial timber products in North 
Carolina, 1973-1979 / Cecil C. Hutchins, Jr. — Asheville, 
N.C. : U.S. Dept. of Agriculture, Forest Service, Southeast- 
ern Forest Experiment Station, [1983] 

23 p. : maps ; 28 cm.— (Resource bulletin SE ; 70) 
Cover title. Distributed to depository libraries in microfiche. 
“August 1983”—P. [2] of cover. @lItem 83-B-5 (microfiche) 

1. Timber — North Carolina. I. Southeastern Forest Ex- 
periment Station (Asheville, N.C.) II. Title. III. Series. 
OCLC 10928446 


84-18444 
A 13.80:SO-96 
Forest statistics for north central Alabama counties / Staff, 
Forest Inventory and Analysis Research Work Unit. — New 
Orleans, La. : U.S. Dept. of Agriculture, Forest Service, 
Southern Forest Experiment Station, 1983. 

15 p. : 1 map ; 28 cm.— (Resource bulletin SO ; 96) 
Cover title. Distributed to depository libraries in microfiche. 
“April, 1983.” @Item 83-B-5 (microfiche) 

1. Timber — Alabama — Statistics. 2. Forests and forest- 
ry — Alabama — Statistics. I. Southern Forest Experiment 
Station (New Orleans, La.). Forest Inventory and Analysis 
Research Work Unit. II. Series. OCLC 10182308 

84-18445 
A 13.84/2:7115-516-100 
Mentor : self-study course / United States Department of Agri- 
culture, Forest Service, Engineering Staff. — Washington, 
D.C. : The Staff, 1984. 

1 v. (loose-leaf) : ill., forms ; 22 x 28 cm. — (EM-7115-516- 
100) “April 1984.” Includes bibliographical references. 
@ltem 83-C 

1. Forestry engineering — Contracts and specifications — 
Study and teaching— United States. I. United States. 
Forest Service. Engineering Staff. II. Series: Engineering 
management ; EM-7115-516-100. OCLC 10922431 

84-18446 
A 13.88:INT-141 
Fischer, William C. 

Fire ecology of Montana forest habitat types east of the 
Continental Divide / William C. Fischer and Bruce D. Clay- 
ton. — Ogden, UT. : U.S. Dept. of Agriculture, Forest Serv- 
ice, Intermountain Forest and Range Experiment Station, 
1983. 

83 p. : ill., 1 map ; 28 cm. — (General technical report INT 
; 141) Cover title. Distributed to depository libraries in 
microfiche. “May 1983.” Includes bibliographical refer- 
ences. @Item 83-B-6 (microfiche) 

1. Fire ecology— Montana. 2. Forest fires — Montana. 
3. Forest ecology — Montana. 4. tFire ecology — Montana. 
5. tForest fires — Montana. 6. Forest ecology — Montana. 
7. tHabitat (Ecology). 8. +Fuel— Montana. I. Clayton, 
Bruce D. II. Intermountain Forest and Range Experiment 
Station (Ogden, Utah) III. Title. IV. Series. OCLC 
09817396 


84-18447 


A 13.88:INT-147 
Hall, Dale O. 


A management decision framework for winnowing simulat- 
ed all-aged stand prescriptions / Dale O. Hall, John A. 


Government Publications — September 1984 


Bruna. — Ogden, UT. : U.S. Dept. of Agriculture, Forest 
Service, Intermountain Forest and Range Experiment Station, 
1983. 

13 p. : ill. ; 28 cm. — (General technical report INT ; 147) 
Distributed to depository libraries in microfiche. “June 
1983.” Bibliography: p. 13. @lItem 83-B-6 (microfiche) 

1. Forest management — Computer programs. I. Bruna, 
John A. II. Intermountain Forest and Range Experiment 


Station (Ogden, Utah) III. Title. IV. Series. OCLC 
10853931 


84-18448 
A 13,88:INT-151 
Chambers, Jeanne C. 

Methods for vegetation sampling and analysis on revegetat- 
ed mined lands / Jeanne C. Chambers, Ray W. Brown. — 
Ogden, UT. : U.S. Dept. of Agriculture, Forest Service, 
Intermountain Forest and Range Experiment Station, 1983. 

57 p. : ill. ; 28 cm. — (General technical report INT ; 151) 
Cover title. Distributed to depository libraries in microfiche. 
“October 1983.” Includes bibliographies. @Item 83-B-6 
(microfiche) 

1. Revegetation. 2. Vegetation surveys. 3. {Vegetation 
surveys. 4. Revegetation. 5. Mines and mineral re- 
sources. I. Brown, Ray W. II. Intermountain Forest and 
Range Experiment Station (Ogden, Utah) III. Title. IV. 
Series. OCLC 10384190 


84-18449 
A 13.88:INT-152 
Bitterbrush and Cliffrose Symposium (1982 : Salt Lake City, 
Utah) 

Proceedings, research and management of bitterbrush and 
cliffrose in western North America, Salt Lake City, Utah, 
April 13-15, 1982 / compilers, Arthur R. Tiedemann, Kendall 
L. Johnson. — Ogden, UT : U.S. Dept. of Agriculture, Forest 
Service, Intermountain Forest and Range Experiment Station, 
1983. 

279 p. : ill. ; 28 cm. — (General technical report INT ; 152) 
“Sponsored by the U.S. Department of Agriculture, Forest 
Service, Intermountain Forest and Range Experiment Station, 
and Utah State University.” Distributed to depository librar- 
ies in microfiche. “August 1983”—Cover. Includes bibliog- 
raphies. @lItem 83-B-6 (microfiche) 

1. Forest management — West (U.S.) 2. Shrubs — United 
States. I. Tiedemann, Arthur R. II. Johnson, Kendall L. 
III. Intermountain Forest and Range Experiment Station 
(Ogden, Utah) IV. Utah State University. V. Title. VI. 
Series. OCLC 10945848 


84-18450 
A 13.88:INT-153 
Bartos, Dale L. 

Aspen succession in the Intermountain West : a determinis- 
tic model / Dale L. Bartos, Frederick R. Waxsd, and George 
S. Innis. — Ogden, UT. : U.S. Dept. of Agriculture, Forest 
Service, Intermountain Forest and Range Experiment Station, 
1983. 

60 p. : ill. ; 28 cm. — (General technical report INT ; 153) 
Cover title. Distributed to depository libraries in microfiche. 
“September 1983.” Bibliography: p. 34. @Item 83-B-6 
(microfiche) 

1. Aspen — Northwestern States — Simulation methods. 
Aspen — Northwestern States— Simulation methods. 
tAspen — Northwestern States— Simulation methods. 
+tAspen — Northwestern States — Mathematical models. I. 
Ward, Frederick R. II. Innis, George S. III. Intermountain 
Forest and Range Experiment Station (Ogden, Utah) IV. 
Title. V. Series. OCLC 10176633 
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84-18451 


A 13.88:INT-154 
Teipner, Cynthia Lea. 

Pocket gophers in forest ecosystems / Cynthia Lea 
Teipner, Edward O. Garton, and Lewis Nelson, Jr. — Ogden, 
UT. : U.S. Dept. of Agriculture, Forest Service, Intermoun- 
tain Forest and Range Experiment Station, 1983. 

53 p. : ill., 1 map ; 28 cm. — (General technical report INT 
; 154) Cover title. Distributed to depository libraries in 
microfiche. “September 1983.” Includes bibliographies. 
@ltem 83-B-6 (microfiche) 

1. Pocket gophers. 2. Forest ecology — United States. 3. 
tPocket gophers. 4. ¢Forest fauna. I. Garton, Edward O. 
II. Nelson, Lewis. III. Intermountain Forest and Range Ex- 
periment Station (Ogden, Utah) IV. Title. V. Series. 
OCLC 10596269 


84-18452 


A 13.88:INT-155 
A 13.88:INT-156 
Bevins, Collin D. 

A computer system for testing fire management prescrip- 
tions / Collin D. Bevins, William C. Fischer. — Ogden, UT : 
U.S. Dept. of Agriculture, Forest Service, Intermountain 
Forest and Range Experiment Station, 1983. 

2 v. : ill., forms ; 28 cm. — (General technical report INT ; 
155-156) Cover title (pt. 1) Distributed to depository librar- 
ies in microfiche. “October 1983.” Contents: pt. 1. User’s 
manual — pt. 2. Computer terminal operator’s manual. _Bibli- 
ography: p. 32 (pt. 1); p. 22 (pt. 2) @lItem 83-B-6 (micro- 
fiche) 

1. Forest fire forecasting — United States — Data process- 
ing — Handbooks, manuals, etc. 2. Forest fire detection — 
Data processing — Handbooks, manuals, etc. 3. Prescribed 
burning — United States. 4. Fire weather — United States. 
I. Fischer, William C. II. Intermountain Forest and Range 
Experiment Station (Ogden, Utah) III. Title. IV. Series. 
OCLC 10941199 


84-18453 


A 13.88:INT-167 
Burgan, Robert E. 

BEHAVE : fire behavior prediction and fuel modeling 
system, fuel subsystem / Robert E. Burgan, Richard C. Roth- 
ermel.— Ogden, UT : U.S. Dept. of Agriculture, Forest 
Service, Intermountain Forest and Range Experiment Station, 
1984- 

v. (loose-leaf) : ill. ; 28 cm.— (General technical report 
INT ; 167) Cover title. Distributed to depository libraries 
in microfiche. “May 1984.” Bibliography: p. 53-55. 
@ltem 83-B-6 (microfiche) 

1. Forest fire forecasting — United States — Data process- 


84-18455 


A 13.88:NC-90 


Gorte, Ross W. 


A fire effects appraisal system for Wisconsin / Ross W. 
Gorte and David C. Baumgartner. — St. Paul, Minn. : U.S. 
Dept. of Agriculture, Forest Service, North Central Forest 
Experiment Station, 1983. 

8 p. : ill. ; 28 cm.— (General technical report NC ; 90) 
Distributed to depository libraries in microfiche. ‘September 
1983"—T.p. verso. Bibliography: p. 8 @Item 83-B-6 
(microfiche) 

1. Wildfires — Wisconsin — Prevention and control. 2. 
Wildfires — Economic aspects — Wisconsin. I. Baumgartner, 
David C. II. North Central Forest Experiment Station (Saint 
Paul, Minn.) III. Title. IV. Series. OCLC 10896710 


84-18456 


A 13,88:NE-86 


Brewer, Les. 


Photographic techniques for monitoring resource change at 
backcountry sites / Les Brewer, Debbie Berrier. — Broomall, 
Pa. : U.S. Dept. of Agriculture, Forest Service, Northeastern 
Forest Experiment Station, 1984. 

13 p. : ill. ; 28 cm.— (General technical report NE ; 86) 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 13. @Item 83-B-6 (microfiche) 

1. Photography. 2. Wilderness areas — Recreational use. 
I. Berrier, Debbie. II. Northeastern Forest Experiment Sta- 
tion (Broomall, Pa.) III. Title. IV. Series. OCLC 
10901576 


84-18457 


A 13.88:PNW-151 


Snell, J. A. Kendall. 


Predicting crown weight and bole volume of five western 
hardwoods / J.A. Kendall Snell and Susan N. Little. — Port- 
land, Or. : U.S. Dept. of Agriculture, Forest Service, Pacific 
Northwest Forest and Range Experiment Station, [1983] 

37 p. : ill. ; 28 cm. — (General technical report PNW ; 151) 
Cover title. Distributed to depository libraries in microfiche. 
“March 1983.” Bibliography: p. 11-12. @Item 83-B-6 
(microfiche) 

1. Hardwoods — Northwestern States. 2. Trees — North- 
western States — Growth. 3. Forest management — North- 
western States. 4. tHardwoods. 5. tTrees— Growth. 6. 
+Forest management. I. Little, Susan N. II. Pacific North- 
west Forest and Range Experiment Station (Portland, Or.) 
Ill. Title. IV. Series. OCLC 10159065 


84-18458 


A 13,88:PNW-153 


Starr, G. Lynn. 

BDEN : a timesaving computer program for calculating 
soil bulk density and water content / G. Lynn Starr and J. 
Michael Geist. — Portland, Or. : U.S. Dept. of Agriculture, 
Forest Service, Pacific Northwest Forest and Range Experi- 
ment Station, [1983] 

12 p. ; 28 cm.— (General technical report PNW ; 153) 
Distributed to depository libraries in microfiche. “April 


ing. 2. Fire-testing — Data processing. I. Rothermel, Rich- 
ard C. II. Intermountain Forest and Range Experiment Sta- 
tion (Ogden, Utah) III. Title. IV. Series. OCLC 10941190 
84-18454 
A 13.88:NC-84 
Rauscher, Harold M. 
The microcomputer scientific software series 1 : the numer- 


ical information manipulation system / Harold M. ” i 
Rauscher. — St. Paul, Minn. : U.S. Dept. of Agriculture, 1983." Oltem 83-5-6 —— 


: : : 1. Soils — Density —- Computer programs. 2. Soil mois- 
rong Service, North Central Forest Experiment Station, ture — Computer programs. I. Geist, J. Michael. II. Pacific 


. Northwest F nge Experiment Station (Portland, 

44 P. ; 28 cm. — (General technical report NC ; 84) Or) wa 'taae Ve dae Otc 10881589 ; 
Cover title. Distributed to depository libraries in microfiche. ; ' 
Bibliography: p. {1] @Item 83-B-6 (microfiche) 84-18459 

1. Microcomputers. 2. Programming (Electronic comput- 
ers) 3. Electronic data processing documentation. I. North 
Central Forest Experiment Station (Saint Paul, Minn.) II. 
Title. Il]. Series. OCLC 10881593 
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A 13,88:PNW-156 
Aho, Paul E. 
How to reduce injuries to residual trees during stand man- 
agement activities / Paul E. Aho, Gary Fiddler, Gregory M. 





Filip. — Portland, Or. : U.S. Dept. of Agriculture, Forest 
Service, Pacific Northwest Forest and Range Experiment Sta- 
tion, 1983. 

17 p. : ill. ; 23 x 11 cm. — (General technical report PNW ; 
156) Cover title. Distributed to depository libraries in 
microfiche. @ltem 83-B-6 (microfiche) 

1. Logging. 2. Trees— Wounds and injuries. I. Filip, 
Gregory M. Il. Fiddler, Gary. III. Pacific Northwest 
Forest and Range Experiment Station (Portland, Or.) IV. 
Title. V. Series. OCLC 10864970 


84-18460 
A 13.88:PNW-157 

Lodgepole pine : regeneration and management : the proceed- 
ings of a fourth international workshop sponsored by the 
Canadian Forest Service with the assistance of School of 
Agriculture and Land Resources Management, University of 
Alaska, August 17-19, 1982, Hinton, Alberta, Canada / edited 
by Mayo Murray. — Portland, Or. : Pacific Northwest Forest 
and Range Experiment Station, U.S. Dept. of Agriculture, 
Forest Service, 1983. 

52 p. : ill, 3 maps ; 28 cm.— (General technical report 
PNW ; 157) Distributed to depository libraries in micro- 
fiche. “In cooperation with School of Agriculture and Land 
Resources Management, University of Alaska”—Cover. 
“June 1983”—Cover. Includes bibliographies. @lItem 83-B- 
6 (microfiche) 

1. Forest reproduction — Canada — Alberta — Congresses. 
2. Forest management — Canada — Alberta — Congresses. 3. 
Lodge-pole pine — Congresses. I..Murray, Mayo. II. Pacif- 
ic Northwest Forest and Range Experiment Station (Portland, 
Or.) III. Canadian Forestry Service. IV. University of 
Alaska, Fairbanks. School of Agriculture and Land Resources 
Management. V. Series. OCLC 10901568 


84-18461 
A 13.88:PNW-160 
Maser, Chris. 

Wildlife habitats in managed rangelands : the Great Basin 
of southeastern Oregon : introduction / Chris Maser, Jack 
Ward Thomas. — Portland, Or. : Pacific Northwest Forest 
and Range Experiment Station, Forest Service, U.S. Dept. of 
Agriculture, 1983. 

15 p. : ill, 2 maps ; 28 cm.— (General technical report 
PNW ; 160) Distributed to depository libraries in micro- 
fiche. Bibliography: p. 12-14. @Item 83-B-6 (microfiche) 

1. Range management — Oregon. 2. Wildlife habitat im- 
provement — Oregon. I. Thomas, Jack Ward. II. Pacific 
Northwest Forest and Range Experiment Station (Portland, 
Or.) III. Title. IV. Series. OCLC 10942185 


84-18462 
A 13.88:PNW-163 
I.U.F.R.O. Symposium on Forest Site and Continuous Produc- 
tivity (1982 : Seattle, Wash.) 

I.U.F.R.O. Symposium on Forest Site and Continuous Pro- 
ductivity, Seattle, Washington, August 22-28, 1982 / Russell 
Ballard and Stanley P. Gessel, technical editors ; sponsored 
by USDA Forest Service, Pacific Northwest Forest and 
Range Experiment Station ... [et al.].— Portland, Or. : The 
Station, [1983] 

406 p. : ill, maps ; 28 cm.— (General technical report 
PNW ; 163) Distributed to depository libraries in micro- 
fiche. “December 1983.” Includes bibliographies. @ltem 
83-B-6 (microfiche) 

1. Forest products — United States. 2. Forest conserva- 
tion — United States. I. Ballard, Russell. II. Gessel, Stanley 
P. III. Pacific Northwest Forest and Range Experiment Sta- 
tion (Portland, Or.) IV. Title. V. Title: IUFRO Symposi- 
um on Forest Site and Continuous Productivity. VI. Series. 
OCLC 10922415 


Government Publications — September 1984 


84-18463 
A 13.88;PNW-164 

The Seen and unseen world of the fallen tree / Chris Maser, 
James M. Trappe, technical editors ; published in cooperation 
with the Bureau of Land Management, U.S. Department of 
the Interior. — Portland, Or. : Pacific Northwest Forest and 
Range Experiment Station, U.S. Dept. of Agriculture, Forest 
Service ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., 1984. 

56 p. : ill. ; 28 cm. — (General technical report PNW ; 164) 
Distributed to depository libraries in microfiche. “March 
1984.” Bibliography: p. 51-56. @ltem 83-B-6 (microfiche) 
S/N 001-001-00595-9 @ GPO $3.25 

1. Trees — United States. 2. Wood — United States — De- 
terioration. 3. Forest management — United States. I. 
Maser, Chris. II. Trappe, James M. III. Pacific Northwest 
Forest and Range Experiment Station (Portland, Or.) IV. 
United States. Bureau’ of Land Management. V. Series. 
OCLC 10946053 


84-18464 
A 13,88:PSW-64 
Starch gel electrophoresis of conifer seeds : a laboratory manual 
/ M. Thompson Conkle ... [et al.].— Berkeley, Calif. : U.S. 
Dept. of Agriculture, Forest Service, Pacific Southwest 
Forest and Range Experiment Station, [1982] 

18 p. : ill. ; 28 cm.— (General technical report PSW ; 64) 
Cover title. Distributed to depository libraries in microfiche. 
“December 1982”—P. [2] of cover. Bibliography: p. 18. 
@ltem 83-B-6 (microfiche) 

1. Conifers — Seed — Handbooks, manuals, etc. 2. Elec- 
trophoresis — Handbooks, manuals, etc. I. Conkle, M. 
Thompson. II. Pacific Southwest Forest and Range Experi- 
ment Station (Berkeley, Calif.) III. Series. OCLC 10881584 


84-18465 
A 13.88:PSW-74 
Mills, Thomas J. (Thomas John), 1946- 

Integrating fire management analysis into land management 
planning / Thomas J. Mills. — Berkeley, Calif. : U.S. Dept. of 
Agriculture, Forest Service, Pacific Southwest Forest and 
Range Experiment Station, [1983] 

8 p. : ill. ; 28 cm.— (General technical report PSW ; 74) 
Distributed to depository libraries in microfiche. “November 
1983”—T.p. verso. Bibliography: p. 8. @lItem 83-B-6 
(microfiche) 

1. Forest fires — United States — Prevention and control. 
2. Forest management — United States. I. Pacific Southwest 
Forest and Range Experiment Station (Berkeley, Calif.) II. 
Title. III. Series. OCLC 10928361 


84-18466 
A 13.88:RM-91 
Fox, Douglas G. 

Air quality, oil shale, and wilderness : a workshop to identi- 
fy and protect air quality related values of the Flat Tops / 
Douglas G. Fox, Dennis J. Murphy, and Dennis Haddow ; 
jointly sponsored by U.S. Forest Service, Rocky Mountain 
Region, White River National Forest, Rocky Mountain 
Forest and Range Experiment Station. — Fort Collins, Colo. : 
Rocky Mountain Forest and Range Experiment Station, 
Forest Service, U.S. Dept. of Agriculture, [1982] 

iv, 32 p.: ill, 1 map ; 28 cm.— (General technical report 
RM ; 91) “January 13-15, 1981, Glenwood Springs, Colora- 
do”—Cover. Distributed to depository libraries in micro- 
fiche. “September 1982.” Includes bibliographies. @ltem 
83-B (microfiche) 

1. Air quality — Colorado. 2. Oil-shales — Environmental 
aspects — Colorado. 3. Wilderness areas—Colorado. 4. 
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Forest Service — Agriculture Dept. 


+Oil-shales — Environmental aspects— Colorado. 5. fAir 
quality — Colorado. 6. }Wilderness areas —Colorado. 7. 
tFlat Tops Wilderness, Colo. I. Murphy, Dennis J. (Dennis 
John), 1951- U1. Haddow, Dennis. III. United States. Forest 
Service. Rocky Mountain Region. IV. White River National 
Forest (Colo.) V. Rocky Mountain Forest and Range Exper- 


iment Station (Fort Collins, Colo.) V1. Title. Vil. Series. 
OCLC 09396563 


84-18467 
A 13.88:RM-99 , 

Snag habitat management : proceedings of the symposium, June 
7-9, 1983, Northern Arizona University, Flagstaff. — Fort 
Collins, Colo. : U.S. Dept. of Agriculture, Forest Service, 
Rocky Mountain Forest and Range Experiment Station, 1983. 


226 p. : ill. ; 28 cm. — (General technical report RM ; 99) 
Distributed .to depository libraries in microfiche. “June, 
1983.” Includes bibliographies. @ltem 83-B-6 (microfiche) 

1. Wildlife habitat improvement — United States — Con- 
gresses. 2. Forest management —-United States — Congress- 
es. 3. Birds — United States — Eggs and nests — Congresses. 
I. Rocky Mountain Forest and Range Experiment Station 
(Fort Collins, Colo.) II. Series. OCLC 10419275 


84-18468 
A 13.88:SE-24 
Southern Silvicultural Research Conference (2nd : 1982 : Atlan- 
ta, Ga.) 

Proceedings of the second biennial Southern Silvicultural 
Research Conference, Atlanta, Georgia, November 4-5, 1982 
/ edited by Earle P. Jones, Jr. ; sponsored by Southern Forest 
Experiment Station ... {et al.].— Asheville, N.C. : U.S. Dept. 
of Agriculture, Forest Service, Southeastern Forest Experi- 
ment Station, 1983. 

ix, 514 p. : ill, 2 maps ; 28 cm. — (General technical report 
SE ; 24) Distributed to depository libraries in microfiche. 
Includes bibliographies and index. @lItem 83-B-6 (micro- 
fiche) 

1. Tree breeding — United States — Congresses. 2. Forest 
management — United States. I. Jones, Earle P. II. South- 
eastern Forest Experiment Station (Asheville, N.C.) III. 
Southern Forest Experiment Station (New Orleans, La.) IV. 
Title. V. Series. OCLC 09717534 

84-18469 
A 13.88:SE-25 
Stubbs, Jack. 

Chemical stimulation of lightwood in southern pines / Jack 
Stubbs, Donald R. Roberts and Kenneth W. Outcalt. — 
[Asheville, N.C.] : U.S. Dept. of Agriculture, Forest Service, 
Southeastern Forest Experiment Station, [1984] 

Si p. : ill. ; 28 cm.— (General technical report SE ; 25) 
Distributed to depository libraries in microfiche. “Jan 
1984”—P. 2 of cover. Bibliography: p. 45-51. @lItem 83-B- 
06 (microfiche) 

1. Longleaf pine. 2. Wood— Chemistry. 3. Wood distil- 
lation. 4. Oleoresins. 5. Paraquat. 6. ¢Pine. 7. tWood — 
Chemistry. 8. Wood distillation. 9. Paraquat. 10. 
fOleoresins. I. Roberts, Donald Ray, 1929- II. Outcalt, 
Kenneth W. III. Southeastern Forest Experiment Station 
(Asheville, N.C.) IV. Title. V. Series. OCLC 10656414 


84-18470 
A 13.88:SO-43 
Smalley, Glendon W. 

Classification and evaluation of forest sites on the Eastern 
Highland Rim and Pennyroyal / Glendon W. Smalley. — 
New Orleans, La. : U.S. Dept. of Agriculture, Forest Serv- 
ice, Southern Forest Experiment Station, 1983. 
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ii, 123 p. : ill., 3 maps ; 28 cm. — (General technical report 
SO ; 43) Cover title. Distributed to depository libraries in 
microfiche. “April 1983.” Bibliography: p. 120-123. 
@ltem 83-B-6 (microfiche) 

1. Forest site quality— Alabama. 2. }Forest site qual- 
ity — Tennessee. 3. {Forest site quality— Kentucky. 4. 
{Soils Alabama — Classification. 5. tSoils — Tennessee — 
Classification. 6. tSoils — Kentucky — Classification. 7. 
Forest site quality — Eastern Highland Rim. 8. Soils — East- 
ern Highland Rim. 9. Forest site quality — Pennyroyal 
Region (Ky. and Tenn.) 10. Soils — Pennyroyal Region (Ky. 
and Tenn.) 1. Pennyroyal Region (Ky. and Tenn.) I. 
Southern Forest Experiment Station (New Orleans, La.) II. 
Title. III. Series. OCLC 10031017 


84-18471 


A 13,88:S0-47 


A Partial bibliography on management of non-game birds in the 


southeast, 1960-1980 / James G. Dickson ... [et al.].— New 
Orleans, La. : U.S. Dept. of Agriculture, Forest Service, 
Southern Forest Experiment Station, 1983. 

IL p. ; 28 cm. — (General technical report SO ; 47) Dis- 
tributed to depository libraries in microfiche. ‘September, 
1983.” _ Includes index. @ltem 83-B-6 (microfiche) 

1. Birds — Southeastern States — Bibliography. 1. Dick- 
son, James G. II. Southern Forest Experiment Station (New 


Orleans, La.) Ill. Series. OCLC 10928437 


84-18472 


A 13.88:WO-36 


Wildlife and range research needs in northern Mexico and 


southwestern United States : workshop proceedings, April 20- 
24, 1981, Rio Rico, Arizona. — Washington, D.C. : Forest 
Service, U.S. Dept. of Agriculture, 1983. 

vi, 108 p. : ill., maps ; 28 cm. — (General technical report 
WO ; 36) Distributed to depository libraries in microfiche. 
“September 1983.” Includes bibliographies. @tem 83-B-6 
(microfiche) 

1. Wildlife management — Southwestern States —- Congress- 
es. 2. Wildlife management — Mexico — Congresses. I. 
United States. Forest Service. II. Series. OCLC 10945839 


84-18473 


A 13.88:WO-37 


1.U.F.R.O. Beech Bark Disease Working Party Conference 


(1982 : Hamden, Conn.) 

Proceedings, I.U.F.R.O. Beech Bark Disease Working 
Party Conference : Hamden, Connecticut, September 26 - 
October 8, 1982 / sponsored by the USDA Forest Service, 
Northeastern Forest Experiment Station. — [Washington, 
D.C.?] : The Service, 1983. 

iv, 140<p. : ill, maps ; 28 cm. — (General technical report 
WO ; 37) Distributed to depository libraries in microfiche. 
“October 1983.” Includes bibliographies. @lItem 83-B-6 
(microfiche) 

1. Beech bark disease — Congresses. I. Northeastern 
Forest Experiment Station (Broomall, Pa.) II. United States. 
Forest Service. III. Title. IV. Title: Proceedings, IUFRO 
Beech Bark’ Disease Working Party Conference. V. Series. 
OCLC 10941163 


84-18474 


A 13.92:C 11/add. 


Cache La Poudre wild and scenic river : addendum to final 


environmental impact statement and study report. — [Fort 
Collins, Colo.?] : U.S. Dept. of Agriculture, USDA Forest 
Service, Arapaho and Roosevelt National Forests, State of 
Colorado, Dept. of Natural Resources, 1984. 

34, 3, 2 p. : maps (some col.) ; 28 cm. Cover title. In- 
cludes bibliographical references. @lItem 80-F 





1. tWild and scenic rivers— Colorado. 2. tCache La 
Poudre River (Colo.) I. United States. Forest Service. II. 
Colorado. Dept. of Natural Resources. OCLC 10783714 

84-18475 
A 13.92:In 8 
Final environmental impact statement for the Intermountain 
Region guide. — Ogden, Utah : U.S. Dept. of Agriculture, 
Forest Service, Intermountain Region, 1984. 

1 v. (various pagings) : ill, 2 maps ; 28 cm. Cover title. 
“January 1984”°—P. fi) (ist group) Includes bibliographies 
and index. @lItem 80-F 

\, Forest management — Environmental aspects — North- 
western states. 2. Forest policy — Northwestern States. 3. 
{Forest management — Environmental aspects — Northwest- 
ern States. 4. }+Forest policy— Northwestern States. I. 
United States. Forest Service. Intermountain Region. OCLC 
10796111 

84-18476 
A 13,92:R 16/plan 
Routt National Forest, Land and Resource Management 
Plan. — Steamboat Springs, Colo. : U.S. Dept. of Agriculture, 
Forest Service, 1983. 

1 v. (various pagings) : ill., maps ; 28 cm. 1 folded col. map 
in pocket. Cover title: Land and Resource Management 
Plan, Routt National Forest. ‘November 1983.” Includes 
index. @ltem 80-F 

1. Routt National Forest (Colo.) 2. Forest management — 
Colorado — Routt National Forest. 3. Conservation of natu- 
ral resources — Colorado — Routt National Forest. 4. 
{Forest management — Colorado — Routt National Forest. 
5. {Conservation of natural resources — Colorado -- Routt 
National Forest. 6. fRoutt National Forest (Colo.) I. 
United States. Forest Service. II. Title: Land and Resource 
Management Plan, Routt Nationa) Forest. OCLC 10280058 

84-18477 
A 13.92:R 76/v.1 
Final environmental impact statement, Routt National Forest. — 
Steamboat Springs, Colo. : U.S. Dept. of Agriculture, Forest 
Service, 1983- 

v. : ill, maps ; 28 cm. 3 folded col. maps in pocket. 
Contents: v. 1. Chapters 1-5. ‘02-11-82-07”—1Ist prelim. p. 
@ltem 80-F 

1, Routt National Forest (Colo.) 2. Forest management — 
Colorado — Routt National Forest. 3. Conservation of natu- 
ral resources — Colorado — Routt National Forest. 4. 
tForest management — Colorado — Routt National Forest. 
5. Conservation of natural resources — Colorado — Routt 
National Forest. 6. tRoutt National Forest (Colo.) I. 
United States. Forest Service. II. Title: Routt National 
Forest. OCLC 10280056 


84-18478 
A 13.92:Sa 5 j/v.2 

Final environmental impact statement for the San Juan National 
Forest land and resource management plan, Archuleta, San 
Juan, La Plata, Montezuma, Dolores, Mineral, Hinsdale, Con- 
ejos, San Miguel and Rio Grande Counties, Colorado. — Du- 
— Colo. : U.S. Dept. of Agriculture, Forest Service, 
1983- 

v. : ill, maps ; 28 cm. Cover title: Final environmental 
impact statement: San Juan National Forest — Vol. 2. Con- 
tents: v. 2. Appendices & maps. @ltem 80-F 

1. Forest management — Colorado — San Juan National 
Forest. 2. Conservation of natural resources — Colorado — 
San Juan National Forest. 3. San Juan National Forest 
(Colo.) I. United States. Forest Service. II. Title: San Juan 


National Forest: final environmental impact statement. 
OCLC 10227115 


Government Publications — September 1984 


84-18479 
A 13,92/2:G 82 
Greenbrier wild & scenic river study : draft environmental 
impact statement and study report. — Elkins, W. Va. : Forest 
Service, Monongahela National Forest, 1983. 
viii, 50, 19, 50 p. : ill, maps ; 28 cm. Cover title. In- 
cludes index. @ltem 80-F 
1. Wild and scenic rivers — West Virginia. 2. Greenbrier 
River (W. Va.) I. United States. Forest Service. II. Title: 
Greenbrier wild and scenic river study. OCLC 10062715 


84-18480 
A 13,92/2:R 31 
Draft environmental impact statement : 1985-2030 resources 
planning act program. —[Washington, DC) : U.S. Dept. of 
Agriculture, Forest Service, [1984] 

1 v. (various pagings) : ill., 2 maps ; 28 cm. Cover title. 
Spine title: DEIS—1985-2030 RPA program. “January 
1984”—Ist prelim. p. Includes bibliographical references and 
index. @ltem 80-F 

1. Forests and forestry— United States. 2. Forest 
policy — United States. 3. Forest management — United 
States. 4. tForests and forestry — Environmental aspects — 
United States. 5. {Forest policy— United States. 6. 
+Forest management — United States. I. United States. 
Forest Service. II. Title: 1985-2030 resources planning act 


program. Ill. Title: DEIS—1985-2030 RPA program. 
OCLC 10454616 


84-18481 
A 13,.92/2:Ui 5/proposed 
United States. Forest Service. Intermountain Region. 

The proposed Uinta National Forest plan. — (Ogden, 
Utah?] : Intermountain Region, U.S. Dept. of Agriculture, 
Forest Service, 1981. 

1 v. (various pagings) : ill, maps ; 28 cm. 1 folded map in 
pocket. Cover title. Distributed to depository libraries in 
microfiche. Bibliography: p. 5-1 - 5-6 (7th group) @lItem 
80-F (microfiche) 

1. Forest management — Utah — Uinta National Forest. 2. 
Forests and forestry —Utah— Uinta National Forest. 3. 
Uinta National Forest (Utah) I. Title. OCLC 09179569 


84-18482 
A 13,.103:170 
Final environmental impact statement : LPK timber sale plan 
for the 1984-89 operating period, Tongass National Forest, 
Alaska. — [Ketchikan, Alaska?] : U.S. Dept. of Agriculture, 
Forest Service, Alaska Region, [19837] 

1 v. (various pagings) : maps, forms ; 28 cm.— (Alaska 
Region report ; no. 170) Cover title. Distributed to deposi- 
tory libraries in microfiche. Bibliography: p. 1-5 (14th 
group) Includes index. @ltem 82-A-1 (microfiche) 

1. Timte: — Alaska — Tongass National Forest. 2. Forest 
management — Alaska. 3. Tongass National Forest (Alaska) 
I. United States. Forest Service. Alaska Region. II. Title: 
LPK timber sale plan for the 1984-89 operating period, Ton- 
gass National Forest, Alaska. III. Series. OCLC 10935445 


84-18483 
A 13.110/10:R 8-FB/M 1 
Williston, Hamlin L. 
Direct seeding of southern pines : a regeneration alternative 

/ by HLL. Williston and W.E. Balmer. — Rev. Aug. 1983. — 
Atlanta, Ga. : USDA Forest Service, Southern Region, 
1983 
5, A p. : ill. ; 27 cm.— (Forestry bulletin R8 ; FB/M 1) 
(Forest management bulletin) Caption title. Bibliography: 
p. [1] (2nd group) @lItem 79-M-1 
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Extension Service — Agriculture Dept. 


1. Longleaf pine. 2. Pine — Southeastern States — Plant- 
ing. I. Balmer, William E. II. United States. Forest Serv- 
ice. Southern Region. III. Title. IV. Series. V. Series: 
Forest management bulletin (United States. Forest Service) 
OCLC 10928340 


84-18484 
A 13.110/13:R 8-TP 4 
Southern Nursery Conferences (1982 : Savannah, Ga.) 

Proceedings : 1982 Southern Nursery Conferences : West- 
ern session-Oklahoma City August 9-12, Eastern session-Sa- 
vannah July 12-15 ; cosponsors: Georgia Forestry Commis- 
sion, Oklahoma Forestry Division, USDA Forest Service - 
Southern Region. —[Atlanta, Ga.] : USDA Forest Service, 
Southern region, 1983. 

312 p. : ill, forms, 1 map ; 28 cm. — (Technical publication 
R8 ; TP 4) Cover title. Distributed to depository libraries 
in microfiche. “August 1983.” Includes bibliographies. 
@ltem 86-G (microfiche) 

1. Forest nurseries — United States —-Congresses. 2. Seed- 
lings — United States — Congresses. I. Georgia Forestry 
Commission. II. Oklahoma. Forestry Division. III. United 
States. Forest Service. Southern Region. IV. Southern Nurs- 
ery Conferences (1982 : Oklahoma City, Okla.) V. Title. 
VI. Series. OCLC 10625283 


84-18485 
A 13.110/13:SA-TP-19 
Timber volume determination with multi-stage sampling : the 
application of 3-P sampling and the STXMOD program / 
compiled by C.R. Chehock. — Atlanta, Ga. : USDA Forest 
Service, Southeastern Area, State and Private Forestry, [1982] 


135 p. : ill., forms ; 28 cm.— (Technical publication SA ; 
TP 19) Distributed to depository libraries in microfiche. 
“October 1982”—Cover. Bibliography: p. 92. ‘@Item 86-G 
(microfiche) 

1. Forests and forestry — Mensuration— Computer pro- 
grams. 2. Timber. I. Chehock, C. R. II. United States. 


State and Private Forestry. Southeastern Area. III. Series. 
OCLC 09872691 


EXTENSION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18486 
A 43.2:Ex $/11 
Residue avoidance program : a cooperative effort with the 
Food Safety and Inspection Service. - -[Washington, D.C.7] : 
U.S. Dept. of Agriculture, Extension Service, [1984] 
[2] p. ; 28 cm.— (Extension in action) Caption title. 
“March 1984”—P. [2] @lItem 61-D 
1. Spraying and dusting residues in agriculture — Environ- 
mental aspects — United States. 2. Herbicides — Toxicology. 
I. United States. Extension Service. II. Series: Extension in 
raction (Washington, D.C.) OCLC 10928349 


84-18487 
A 43.2:P 39 


People programs that work in food and fitness. — [Washington, 
D.C.] : U.S. Dept. of Agriculture, Extension Service, [1984] 


1 folded sheet (6 p.) : col. ill. ; 28 cm. Distributed to 
depository libraries in microfiche. “May 1984”—P. [6] 
@ltem 61-D (microfiche) 

1. Nutrition extension work — United States. 2. - Physical 


fitness — Nutritional aspects. I. United States. Extension 
Service. OCLC 10868878 
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84-18488 


A 43.2:So 4 


On-farm demonstration of solar heating of livestock shelters : 


final report / prepared by U.S. Department of Agriculture, 
Extension Service ; prepared for U.S. Department of Energy, 
Division of Solar Thermal Energy Systems, interagency 
agreement no. DE-A101-78CS35149. — [Washington, D.C.?] : 
The Service, [1982] 

1 v. (various pagings) : ill., maps, forms ; 28 cm. Distribut- 
ed to depository libraries in microfiche. “December 1982.” 
Includes bibliographical references. @Item 61-D (micro- 
fiche) 

1. Livestock — United States — Housing. 2. Solar heating. 
I. United States. Extension Service. II. United States. Dept. 
of Energy. Division of Solar Thermal Energy Systems. 
OCLC 10941212 


84-18489 


A 43.16/2:F 73/7 


The Changing food scene : 4-H food and nutrition curriculum 


guidelines. — [Beltsville, Md.?] : U.S. Dept. of Agriculture, 
Extension Service, [1983] 

50 p. : ill, 1 form ; 28 cm. “November 1983.” Includes 
bibliographical references. @Item 61-B 

1. Nutrition— Study and teaching— United States. 2. 
Food service— Study and teaching— United States. I. 
United States. Extension Service. OCLC 10769850 


SOIL CONSERVATION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18490 


A 57.6/2:En 3/sec.3/983 


National engineering handbook. Section 3, Sedimentation. — 


Washington, D.C. : U.S. Dept. of Agriculture, Soil Conserva- 
tion Service, 1983. 

1 v. (various pagings) : ill. ;.28.cm. “December 12, 1983.” 
Includes bibliographies. @lItem 120-A 

1. Sedimentation and deposition — United States — Hand- 
books, manuals, etc. 2. Erosion— United States — Hand- 
books, manuals, etc. I. United States. Soil Conservation 
Service. OCLC 10932988 


84-18491 


A 57.6/2:So 3/4 


United States. Soil Conservation Service. 


National soils handbook. — Washington, D.C. : Soil Con- 
servation Service, U.S. Dept. of Agriculture : For sale by the 
Supt. of Docs., U.S. G.P.O., [1983- 

1 v. (loose-leaf) : ill. ; 28 cm. Cover title. Running title: 
430-VI-NSH, July 1983. @lItem 120-A S/N 001-007-00908- 
1@GPO $8.50 

1. Soil-surveys — United States — Handbooks, manuals, etc. 
I. Title. II. Title: 430-VI-NSH, July 1983. OCLC 10314972 


84-18492 


A 57.38:Au 7 


Greenwade, James M. 


Soil survey of Austin and Waller Counties, Texas / United 
States Department of Agriculture, Soil Conservation Service, 
in cooperation with the Texas Agricultural Experiment Sta- 
tion. — [Washington, D.C.?] : The Service, 1984. 

ix, [1], 189 p., 71 folded p. of plates : ill., maps (2 col.) ; 28 
cm. Cover title. “Issued March 1984”—P. iii. Bibliogra- 
phy: p. 115. Includes glossary and. indexes to map: sheets and 
units. @Item 102-B-43 

1. Soils — Texas— Austin County. 2. Soils — Texas — 
Austin County — Maps. 3. Soils — Texas — Waller County. 





4. Soils — Texas — Waller County — Maps. 5. Land use — 
Planning — Texas — Austin County. 6. Land use — Plan- 
ning — Texas — Waller County. I. United States. Soil Con- 
servation Service. II. Texas Agricultural Experiment Sta- 
tion. III. Title. OCLC 10865556 


84-18493 
A 57.38:B 64/10 
Soil survey of Bond County, Illinois / United States Depart- 
ment of Agriculture, Soil Conservation Service, in coopera- 
tion with the Illinois Agricultural Experiment Station. — 
(Washington, D.C.?] : The Service, 1983. 

vii, 181 p., 61 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued November 1983”—P. iii. Bibliography: 
p. 109. Includes glossary and indexex to map sheets and 
units. @lItem 102-B-13 

1. Soils — Ilinois— Bond County. 2. Soils — Illinois — 
Bond County — Maps. 3. Land use — Planning — Illinois — 
Bond County. 4. tSoil-surveys — Illinois— Bond County. 
5. Soils —Illinois— Bond County— Maps. I. United 
States. Soil Conservation Service. II. University of Illinois at 
Urbana-Champaign. Agricultural Experiment Station. 
OCLC 10398475 


84-18494 
A 57.38:B 69/4 
Soil survey of Box Butte County, Nebraska / United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with University of Nebraska, Conservation and 
Survey Division. — [Washington, D.C.?] : The Service, 1983. 


ix, 226 p., 86 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued October 1983”—P. iii. Bibliography: p. 
139. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-27 

1. Soils — Nebraska — Box Butte County. 2. Soils — Ne- 
braska — Box Butte County— Maps. 3. Land use — Plan- 
ning — Nebraska — Box Butte County. 4. +Soil-surveys — 
Nebraska — Box Butte County. 5. fSoils — Nebraska — Box 
Butte County — Maps. I. United States. Soil Conservation 
Service. II. University of Nebraska—Lincoln. Conservation 
and Survey Division. OCLC 10399425 


84-18495 
A 57.38:B 81/4 

Soil survey of Broward County, Florida, eastern part / United 
States Department of Agriculture, Soil Conservation Service, 
in cooperation with the University of Florida Institute of 
Food and Agricultural Sciences, Agricultural Experiment Sta- 
tions and Soil Science Department, and the Florida Depart- 
ment of Agriculture and Consumer Services. — [Washington, 
D.C.?] : The Service, 1984. 

vii, {1], 123 p., 38 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued May 1984”—P. iii. Bibliography: 
p. 69. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-9 

1. Soils — Florida — Broward County. 2. ° Soils — Flori- 
da — Broward County — Maps. 3..:Land use —Pla.ning — 
Florida — Broward County. I. United States: Soil Conser- 
vation Service. II. University. of Florida. Agricultural Ex- 
periment Station. III. University of Florida. Soil Science 
Dept. IV. Florida. Dept. of Agriculture and Consumer 
Services. OCLC 10945780 
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84-18496 


A 57.38:C 23/12 
Soil survey of Carroll County, Arkansas / United States De- 
partment of Agriculture, Soil Conservation Service, in coop- 
eration with Arkansas Agricultural Station. — [Washington, 
D.C.?] : The Service, 1984. 

vii, [1], 119 p., 40 folded p. of plates : ill, maps (1 col.) ; 28 
cm. Cover title. “Issued June 1984”—P. iii. Bibliography: 
p. 73. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-4 

1. Soils — Arkansas — Carroll County. 2. Soils — Arkan- 
sas — Carroll County— Maps. 3. Land use — Planning — 
Arkansas — Carroll County. I. United States. Soil Conser- 
vation Service. II. University of Arkansas. Agricultural Ex- 
periment Station. OCLC 10945172 


84-18497 
A 57.38:C 27/6 
Soil survey of Cass County, Nebraska / United States Depart- 
ment of Agriculture, Soil Conservation Service, in coopera- 
tion with University of Nebraska, Conservation and Survey 
Division. — [Washington, D.C.?] : The Service, 1983. 

vii, 137 p., 49 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. ‘Issued March 1984”—P. iii. Bibliography: p. 
87. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-27 

1. Soils — Nebraska — Cass County. 2. Soils — Nebras- 
ka— Cass County— Maps. 3. Land use — Planning — Ne- 
braska — Cass County. I. United States. Soil Conservation 
Service. II. University of Nebraska—Lincoln. Conservation 
and Survey Division. OCLC 10935726 


84-18498 
A 57.38:D 16/4 
Dideriksen, Robert O. 

Soil survey of Dallas County, Iowa / United States Depart- 
ment of Agriculture, Soil Conservation Service, in coopera- 
tion with the Iowa Agriculture and Home Economics Experi- 
ment Station, the Cooperative Extension Service, Iowa State 
University, and the Department of Soil Conservation, State of 
Iowa. — [Washington, D.C.?] : The Service, 1983. 

ix, 168 p., 93 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued October 1983”—P. iii. Bibliography: p. 
97. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-15 

1. Soils —Iowa— Dallas County. 2. Soils —lowa— 
Dallas County — Maps. 3. Land use — Planning — Iowa — 
Dallas County. 4. tSoil-surveys — Iowa — Dallas County. 
I. United States. Soil Conservation Service. II. Iowa. Dept. 
of Soil Conservation. III. Iowa Agriculture and Home Eco- 
nomics Experiment Station. IV. Title. OCLC 10429170 


84-18499 
A 57,38:D 56/2 
Dankert, Wayne N. 

Soil survey of Dickinson County, Iowa / United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with the Iowa Agriculture and Home Economics 
Experiment Station Cooperative Extension Service, Iowa 
State University, and Department of Soil Conservation, State 
of Iowa. — [Washington, D.C.?] : The Service, 1983. 

vii, 152-p.,.65 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. Bibliography: p. 101-102. Includes glossary and 
indexes to map sheets and units. @Item 102-B-15 

1. Soils — Iowa — Dickinson County. 2. Soils — lowa — 
Dickinson County— Maps. 3. Land use — Planning — 
Iowa — Dickinson County. 4.  Soil-surveys — Iowa — 
Dickinson County. 5. tSoils —.Iowa — Dickinson 
County — Maps. “I. United States. Soil Conservation Service. 
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Il. Iowa. Dept. of Soil Conservation. III. Iowa Agriculture 
and Home Economics Experiment Station. IV. Title. 
OCLC 10702631 


84-18500 
A 57.38:D 72/2 
Soil survey of Dooly and Macon Counties, Georgia / United 
States Department of Agriculture, Soil Conservation Service, 
in cooperation with University of Georgia, College of Agri- 
culture, Agricultural Experiment Stations. — [Washington, 
D.C.?] : The Service, 1983. 

vii, [1], 128 p., 76 folded p. of plates : ill., maps (2 col.) : 28 
cm. Cover title. “Issued December 1983”—P. iii. Bibliog- 
raphy: p. 81. Includes glossary and indexes to map sheets 
and units. @lItem 102-B-10 

1. Soils —Georgia— Dooly County. 2. Soils — Geor- 
gia— Dooly County — Maps. 3. Soils — Georgia — Macon 
County. 4. Soils —Georgia— Macon County — Maps. 5. 
Land use — Planning — Georgia— Dooly County. 6. Land 
use — Planning — Georgia— Macon County. I. United 
States. Soil Conservation Service. II. University of Georgia. 
College of Agriculture. Experiment Stations. OCLC 
10467915 


84-18501 
A 57.38:F 27/2 
Miller, Kenneth F. 

Soil survey of Faulk County, South Dakota / United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with South Dakota Agricultural Experiment Sta- 
tion. — [Washington, D.C.?] : The Service, 1984. 

vii, 152, 79 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued January 1984”—P. iii. Bibliography: p. 
81. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-41 

1. Soils—South Dakota— Faulk County. 2. Soils — 
South Dakota— Faulk County— Maps. 3. Land use — 
Planning — South Dakota—Faulk County. I. United 
States. Soil Conservation Service. II. South Dakota Agricul- 
tural Experiment Station. III. Title. OCLC 10786684 


84-18502 
A 57,38:F 95/2 
Soil survey of Fulton and Izard Counties Arkansas / United 
States Department of Agriculture, Soil Conservation Service 
in cooperation with Arkansas Agricultural Experiment Sta- 
tion. — [Washington, D.C.?] : The Service, 1984. 

vii, 122 p., [3], 65 folded p. of plates : ill., maps (some col.) 
; 28cm. Cover title. “Issued April 1984”—P. iii. Bibliog- 
raphy: p. 73. Includes index. @Item 102-B-4 

1. Soils — Arkansas — Fulton County. 2. Soils — Arkan- 
sas—Izard County. I. United States. Soil Conservation 
Service. II. University of Arkansas. Agricultural Experiment 
Station. OCLC 10846316 

84-18503 
A 57.38:G 41/2 
Hosler, Richard E. 

Soil survey of Gilliam County, Oregon / United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with Oregon Agricultural Experiment Station. — 
(Washington, D.C.?] : The Service, 1984. 

ix, [1], 172 p., 78 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued May 1984”—P. iii. Bibliography: 
p. 98. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-37 

1. Soils—Oregon—Géilliam County. 2. Soils — 
Oregon — Gilliam County— Maps. 3. Land use — Plan- 
ning — Oregon — Gilliam County. I. United States. Soil 
Conservation Service. II. Oregon State University. Agricul- 
tural Experiment Station. III. Title. OCLC 10945067 
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84-18504 


A 57.38:G 76/9 


Gentry, Herman R. 


Soil survey of Grant County, Washington / United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with Washington State University, Agricultural Re- 
search Center. — [Washington, D.C.?] : The Service, 1984. 

xi, [1], 329 p., 181 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued January 1984”°—P. iii. Bibliogra- 
phy: p. 173. Includes glossary and indexes to map sheets and 
units. @lItem 102-B-47 

1. Soils — Washington (State) —— Grant County. 2. Soils — 
Washington (State)—Grant County— Maps. 3. Land 
use — Planning — Washington (State)—Grant County. I. 
United States. Soil Conservation Service. II. Washington 
State University. Agriculture Research Center. III. Title. 
OCLC 10729883 


84-18505 


A 57.38:J3 49 


Soil survey of Jessamine and Woodford counties, Kentucky / 


United States Department of Agriculture, Soil Conservation 
Service, in cooperation with Kentucky Agricultural Experi- 
ment Station and Kentucky Department for Natural Re- 
sources and Environmental Protection. —[Washington, D.C 
2]: The Service, 1983. 

vii, [1], 94 p., 39 folded p. of plates : ill., maps (2 col.) ; 28 
cm. Cover title. “Issued December 1983”—P. iii. Bibliog- 
raphy: p. 43. Includes glossary and indexes to map sheets 
and units. @Item 102-B-17 

1. Soils — Kentucky — Jessamine County. 2. Soils — Ken- 
tucky — Jessamine County — Maps. 3. Soils — Kentucky — 
Woodford County. 4. Soils — Kentucky — Woodford 
County — Maps. 5. Land use — Planning — Kentucky — 
Jessamine County. 6. Land use — Planning — Kentucky — 
Woodford: County. I. United States. Soil Conservation 
Service. II. Kentucky Agricultural Experiment Station. III. 
Kentucky. Dept. for Natural Resources and Environmental 
Protection. OCLC 10678798 


84-18506 


A 57.38:3 54 


Hamilton, Vernon Leroy, 1932- 


Soil survey of Jewell County, Kansas / United States De- 
partment of Agriculture, Soil Conservation Service, in coop- 
eration with Kansas Agricultural Experiment Station. — 
(Washington, D.C.?] : The Service, 1984. 

vii, [1], 119 p., 73 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued May 1984”—P. iii. Bibliography: 
p. 73. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-16 

1. Soils — Kansas — Jewell County. 2. Soils — Kansas — 
Jewell County—Maps. 3. Land use — Planning — 
Kansas — Jewell County. I. United States. Soil Conserva- 
tion Service. II. Kansas Agricultural Experiment Station. 
III. Title. OCLC 10944999 


84-18507 


A 57.38:L 32/2 


Soil survey of Laramie County, Wyoming, eastern part / United 


States Department of Agriculture, Soil Conservation Service, 
in cooperation with Wyoming Agricultural Experiment Sta- 
tion. — [Washington, D.C.] : The Service, 1983. 

vii, 117 p., 71 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. ‘Issued December 1983”—P. iii. Bibliography: 
p. 75. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-50 

1. Soils — Wyoming — Laramie County. 2. Soils — Wyo- 
ming — Laramie County— Maps. 3. Land use — Plan- 
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ning — Wyoming — Laramie County. I. United States. Soil Maps. J. United States. Soil Conservation Service. II. 

Conservation Service. II. Wyoming Agricultural Experi- Kansas Agricultural Experiment Station. OCLC 10743881 
ment Station. OCLC 10702611 

84-18512 

84-18508 A 57.38:M 83/3 

A 57.38:L 52 


Hosler, Richard E. 
Soil survey of LeFlore County, Oklahoma / United States De- 


Soil survey of Morrow County area, Oregon / United 


partment of Agriculture, Soil Conservation Service, in coop- 
eration with the United States Department of Agriculture, 
Forest Service, and the Oklahoma Agricultural Experiment 
Station. — [Washington, D.C.?] : The Service, 1983. 

ix, [1], 211 p., 89 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued August 1983”—P. iii. Bibliogra- 
phy: p. 113. Includes glossary and indexes to map sheets and 
units. @Item 102-B-36 

1. Soils — Oklahoma — Le Flore County. 2. Soils — Okla- 
homa—-Le Flore County— Maps. 3. Land use — Plan- 
fing — Oklahoma — Le Flore County. I. United States. Soil 
Conservation Service. II. United States. Forest Service. 
III. Oklahoma State University. Agricultural Experiment Sta- 
tion. OCLC 10343920 


84-18509 . 


A 57.338M 36/10 
Scott, Frank T. 

Soil survey of Madison County, Mississippi / United States 
Department of Agriculture, Soit Conservation Service, in co- 
operation with Mississippi Agticultura! and Foresty Experi- 
ment Station. — [Washington, D.C.7} : The Service, 1984. 

vii, [1], 146 p., 60 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued February 1984”—P. iii. Bibliog- 
raphy: p. 87. Includes glossary and indexes to map sheets 
and units. @lItem 102-B-24 

1. Soils — Mississippi — Madison County. 2. Soils — Mis- 
sissippi— Madison County— Maps. 3. Land use — Plan- 


States Department of Agriculture, Soil Conservation Service, 
in cooperation with the Oregon Agricultural Experiment Sta- 
tion. — [Washington, D.C.?] : The Service, 1983. 

ix, [1], 225 p., 129 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued December 1983”—P. iii. Bibliog- 
raphy: p. 139. Includes glossary and indexes to map sheets 
and units. @lItem 102-B-37 

1. | Soils—Oregon— Morrow County. 2. Soils— 
Oregon — Morrow County — Maps. 3. Land use — Plan- 
ning — Oregon — Morrow County. I. United States. Soil 
Conservation Service. II. Oregon State University. Agricul- 
tural Experiment Station. III. Title. OCLC 10429180 


84-18513 


A 57.38:0r 1/6 


Wingard, Robert C. 


Soil survey of Orange County, Indiana / United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with United States Department of Agriculture, 
Forest Service, Purdue University, Agricultural Experiment 
Station, and the Indiana Department of Natural Resources, 
Soil and Water Conservation Committee. — [Washington, 
D.C.?] : Soil Conservation Service, 1984. 

vii, [1], 124 p., 63 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued May 1984”—P. iii. Bibliography: 
p- 73. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-14 

1. Soils — Indiana — Orange County. 2. Soils — Indiana — 


ning — Mississippi — Madison County. I. United States. Soil 
Conservation Service. II. Mississippi Agricultural and For- 
estry Experiment Station. III. Title. OCLC 10945117 


84-18510 


Orange County— Maps. 3. Land use — Planning — Indi- 
ana— Orange County. I. United States. Soil Conservation 
Service. II. United States. Forest Service. III. Purdue Uni- 
versity. Agricultural Experiment Station. IV. Indiana. Soil 
and Water Conservation Committee. V. Title. OCLC 
10941027 


84-18514 


A 57.38:M 26/11 
Soil survey of Madison County, Nebraska / United States De- 


partment of Agriculture, Soil Conservation Service, in coop- 
eration with University of Nebraska, Conservation and 
>» Survey Division. — [Washington, D.C.?] : The Service, 1984. 


vii, 182 p., 47 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued May 1984”—P. iii. Bibliography: p. 
123. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-27 

1. Soils — Nebraska — Madison County. 2. Soils — Ne- 
braska — Madison County— Maps. 3. Land use — Plan- 
ning — Nebraska — Madison County. I. United States. Soil 
Conservation Service. II. University of Nebraska—Lincoln. 
Conservation and Survey Division. OCLC 10935915 


84-18511 


A 57.38:M 33/10 

Soil survey of Marion County, Kansas / United States Depart- 
ment of Agriculture, Soil Conservation Service, in coopera- 

tion with Kansas Agricultural Experiment Station. — [Wash- 

ington, D.C.?] : The Service, 1983. 

vii, 111 p., 76 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued December 1983”—P. iii. Bibliography: 
p. 69. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-16 

1. Soils — Kansas — Marion County. 2. Soils — Kansas — 
Marion County—Maps. 3. Land use — Planning — 
Kansas— Marion County. 4.  fSoil-surveys — Kansas — 
Marion County. 5. +Soils — Kansas — Marion County — 


A 57.38:P 38 


Heschke, R. B. 


Soil survey of Pennington County, Minnesota / United 
States Department of Agriculture, Soil Conservation Service, 
in cooperation with the Minnesota Agricultural Experiment 
Station. — [Washington, D.C.?] : The Service, 1984. 

vii, 156 p., 52 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued February 1984”—P. iii. Bibliography: 
p. 99. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-23 

1. Soils — Minnesota— Pennington County. 2. Soils — 
Minnesota — Pennington County— Maps. 3. Land use — 
Planning — Minnesota— Pennington County. I. United 
States. Soil Conservation Service. II. University of Minneso- 
ta. Agricultural Experiment Station. III. Title. OCLC 
10729864 


84-18515 


A.57,38:Sa 2 j/4 


Readle, Elmer L. 


Soil survey of St. Johns County, Florida / United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with University of Florida, Institute of Food and 
Agricultural Sciences, Agricultural Experiment Stations, and 
Soil Science Department, and Florida Department of Agricul- 
ture and Consumer Services. — (Washington, D.C.?] : Soil 
Conservation Service, 1983. 
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vii, [1], 196 p., 56 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Issued October 1983”—P. iii. Bibliography: p. 111. 
Includes glossary and indexes to map sheets and units. 
@ltem 102-B-9 

1. Soils — Florida — Saint Johns County. 2. Soils — Flori- 
da-—Saint Johns County— Maps. 3. Land use — Plan- 
ning — Florida — Saint Johns County. I. United States. Soil 
Conservation Service. II. University of Florida. Agricultural 
Experiment Station. III. University of Florida. Soil Science 
Dept. IV. Florida. Dept. of Agriculture and Consumer 
Services. V. Title. OCLC 10756375 


84-18516 
A 57.38:Sh 5/5 
Soil survey of Sheridan County, Kansas / United States Depart- 
ment of Agriculture, Soil Conservation Service, in coopera- 
tion with Kansas Agricultural Experiment Station. — [Wash- 
ington, D.C.?] : The Service, 1983. 

vii, 82 p., 73 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued March 1984”—P. iii. Bibliography: p. 
[51] Includes glossary and indexes to map sheets and units. 
@ltem 102-B-16 

1. Soils—Kansas— Sheridan County. 2. Soils— 
Kansas — Sheridan County— Maps. 3. Land use — Plan- 
ning — Kansas — Sheridan County. I. United States. Soil 
Conservation Service. II. Kansas Agricultural Experiment 
Station. OCLC 10935720 


84-18517 
A 57.38:So 5/6 
Yaworski, Michael, 1924- 

Soil survey of Somerset County, Pennsylvania / United 
States Department of Agriculture, Soil Conservation Service, 
in cooperation with the Pennsylvania State University, Col- 
lege of Agriculture and Pennsylvania Department of Environ- 
mental Resources, State Conservation Commission. — [Wash- 
ington, D.C.?] : The Service, 1983. 

ix, 148 p., 69 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued December 1983”—P. iii. Bibliography: 
p. 82-83. Includes glossary and indexes to map sheets and 
units. @lItem 102-B-38 

1. Soils — Pennsylvania — Somerset County. 2. Soils — 
Pennsylvania — Somerset County — Maps. 3. Land use — 
Planning — Pennsylvania— Somerset County. I. United 
States. Soil Conservation Service. II. Pennsylvania State 
University. College of Agriculture. III. Pennsylvania. State 
Conservation Commission. IV. Title. OCLC 10399412 

84-18518 
A 57.38:St 7/3 
Soil survey of Story County, Iowa / United States Department 


of Agriculture, Soil Conservation Service ... [et al.]. — [Wash- 
ington, D.C.?] : The Service, 1984. 


ix, 149 p., [2], 84 folded p. of plates : ill., maps (some col.) ; 
28 cm. Cover title. “Issued May 1984”—P. iii. Bibliogra- 
phy: p. 89. Includes index. @lItem 102-B-15 

1. Soils —Iowa— Story County. I. United States. Soil 
Conservation Service. OCLC 10922454 


84-18519 
A 57.38:Su 5/3 
Shook, Roy A. 

Soil survey of Sullivan County, New Hampshire / United 
States Department of Agriculture, Soil Conservation Service, 
in cooperation with the New Hampshire Agricultural Experi- 
ment Station. —[Washington, D.C.?] : The Service, 1984. 

ix, [1], 197 p., 47 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued December 1983”—P. iii. Bibliog- 
raphy: p. 103. Includes glossary and indexes to map sheets 
and units. @ltem 102-B-29 
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1. Soils — New Hampshire — Sullivan County. 2. Soils — 
New Hampshire — Sullivan County — Maps. 3. Land use — 
Planning — New Hampshire — Sullivan County. 4. fSoil- 

surveys — New Hampshire — Sullivan County. 5. tSoils — 

New Hampshire -— Sullivan County— Maps. I. United 
States. Soil Conservation Service. II. New Hampshire Agri- 
cultural Experiment Station. III. Title. OCLC 10656242 


84-18520 


A 57.38:W 25/7 


Soil survey of Warren County, Virginia / United States Depart- 


ment of Agriculture, Soil Conservation Service, in coopera- 
tion with Virginia Polytechnic Institute and State Universi- 
ty. — [Washington, D.C.?] : The Service, 1983. 

vii, [1], 159 p., 32 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issue January 1984”—p. iii. Bibliogra- 
phy: p. 89. @Item 102-B-46 

1. Soils — Virginia— Warren County. 2. Soils — Virgin- 
ia— Warren County— Maps. 3. Land use — Planning — 
Virginia — Warren County. I. United States. Soil Conserva- 
tion Service. II. Virginia Polytechnic Institute and State 
University. OCLC 10595778 


84-18521 


A 57.69:G 45 


United States. Soil Conservation Service. 


Important farmlands, Gladwin County, Michigan / U.S. 
Department of Agriculture, Soil Conservation Service. Scale 
[ca. 1:100,000} ; Polyconic proj. (W 84°36—W 84°10/N 
44908—N 43°50). —-— Lincoln, Neb. : The Service, 1983. 

1 map : col. ; 49 x 59 cm. Shows land use. ‘“Interpreta- 
tions derived from soil map constructed 1972 by Cartographic 
Division, Soil Conservation Service, USDA of Gladwin 
County, Michigan and information compiled by the Center 
for Remote Sensing, Michigan State University.” Includes 
vicinity map. “September 1983 4-R-38156; 5 P-32 825.1.” 

1. Agricultural resources — Michigan — Gladwin 
County — Maps. 2. Land capability for agriculture — Michi- 
gan— Gladwin County— Maps. 3. Gladwin County 
(Mich.) — Maps. I. United States. Soil Conservation Service. 
Cartographic Division. II. Michigan State University. 
Center for Remote Sensing. III. Title. OCLC 10942073 


84-18522 


A 57.69:K 12 


United States. Soil Conservation Service. 


Important farmland, Kalamazoo County, Michigan / U.S. 
Department of Agriculture, Soil Conservation Service. Scale 
[ca. 1:100,000] ; Polyconic proj. (W 85°45—W 85°20/N 
42°25—N 42°05).—— Fort Worth, Tex. : The Service, 1983. 


1 map : col. ; 39 x 38 cm. on sheet 57 x 73 cm. Shows 
land use. “Interpretations derived from soil map constructed 
in 1979 by Cartographic Division, Soil Conservation Service, 
USDA of Kalamazoo County, Michigan and information 
compiled by the Center for Remote Sensing, Michigan State 
University.” Includes location map. ‘2-22-80; 5 P-37 
698.1.” 

1. Agricultural resources — Michigan — Kalamazoo 
County — Maps. 2. Land capability for agriculture — Michi- 
gan — Kalamazoo County— Maps. 3. Kalamazoo County 
(Mich.) — Maps. I. United States. Soil Conservation Service. 
Cartographic Division. II. Michigan State University. 
Center for Remote Sensing. III. Title. OCLC 10874132 





RURAL ELECTRIFICATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


84-18523 
A 68.3:345-13 
United States. Rural Electrification Administration. 

REA specification for aerial and underground telephone 
cable, PE-22. — [Washington, D.C.?] : U.S. Dept. of Agricul- 
ture, Rural Electrification Administration, 1983- 

1 v. (loose-leaf) : forms ; 28 cm. — (REA bulletin ; 345-13) 
Caption title. Running title: REA PE-22. Distributed to de- 
pository libraries in microfiche. “January 25, 1983, super- 
sedes 6/26/78.” @ltem 116 (microfiche) 

1. Rural electrification — United States. I. Title. II. Title: 
R.E.A. specification for aerial and underground telephone 
cable, PE-22. III. Title: REA PE-22. IV. Series. OCLC 
10945925 


AGRICULTURAL RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18524 
A 77.2:Su 1/3/982 
Sugar Processing Research Conference (1982 : Atlanta, Ga.) 

Proceedings of the 1982 Sugar Processing Research Confer- 
ence, April 29-May 1, 1982, Atlanta, Georgia / sponsored by 
Sugar Processing Research, Inc. and Southern Regional Re- 
search Center, U.S. Dept. of Agriculture. — New Orleans, 
La. : U.S. Dept. of Agriculture, Agricultural Research Serv- 
ice, Southern Region, 1983. 

v, 272 p. : ill. ; 23 cm. Includes bibliographies. @Item 
26-A-1 (microfiche) 

1. Sugar — Manufacture and refining— United States — 
Congresses. I. Sugar Processing Research, Inc. II. United 
States. Science and Education Administration. Southern Re- 
gional Research Center. III. Title. OCLC 10928325 


84-18525 
A 77.17/3:970-2 
A 77.17/3:971 
United States. Agricultural Research Service. Southern Market- 
ing and Nutrition Research Division. 

Publications and patents with abstracts / Southern Market- 
ing and Nutrition Research Division. [New Orleans, La.] : 
Agricultural Research Service, U.S. Dept. of Agriculture, 
[1970-1972] Southern Marketing and Nutrition Research Di- 
vision, P.O. Box 19687, New Orleans, La. 70119 

4v.; 27cm. 

Semiannual ; 

July-Dec. 1970 - Jan.-June 1972. Title from cover. July- 
Dec. 1970; Jan.-June 1971. Continues: United States. Agri- 
cultural Research Service. Southern Utilization Research and 
Development Division. Publications and patents of the South- 
ern Utilization Research and Development Division Jan.-June 
1961 - Jan.-June 1970 Continued by: United States. Science 
and Education Administration. Southern Regional Research 
Center. Publications and patents with abstracts ISSN 0361- 
9427 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. OCLC 
10853504 


Government Publications — September 1984 


84-18526 
A 77.17/3:971-2 
A 77.17/3:972 
United States. Agricultural Research Service. Southern Market- 
ing and Nutrition Research Division. 

Publications and patents with abstracts / Southern Market- 
ing and Nutrition Research Division. [New Orleans, La.] : 
Agricultural Research Service, U.S. Dept. of Agriculture, 
[1970-1972] Southern Marketing and Nutrition Research Di- 
vision, P.O. Box 19687, New Orleans, La. 70179 

4v.; 27 cm. 

Semiannual 

July-Dec. 1970 - Jan.-June 1972. Title from cover. July- 
Dec. 1971; Jan.-June 1972. Continues: United States. Agri- 
cultural Research Service. Southern Utilization Research and 
Development Division. Publications and patents of the South- 
ern Utilization Research and Development Division Jan.-June 
1961 - Jan.-June 1970 Continued by: United States. Science 
and Education Administration. Southern Regional Research 
Center. Publications and patents with abstracts ISSN 0361- 
9427 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. OCLC 
10853504 


84-18527 
A 77.17/3:973 
A 77.17/3:973-2 
United States. Science and Education Administration. Southern 
Regional Research Center. 

Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 
Research Center, P.O. Box 19687, New Orleans, La. 70179 

v. ; 27 cm. 

Semiannual 

July/Dec. 1972- Jan.-June 1973; July-Dec. 1973. ISSN 
0361-9427 Continues: United States. Agricultural Research 
Service. Southern Marketing and Nutrition Research Divi- 
sion. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. Z5073.U5 
75-648950 //r84 [S698] 630 OCLC 02441153 


84-18528 
A 77.17/3:974-2 
A 77.17/3:975 
United States. Science and Education Administration. Southern 
Regional Research Center. 

Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 
Research Center, P.O. Box 19687, New Orleans, La. 70179 

v. ; 27 cm. 

Semiannual 

July/Dec. 1972- July-Dec. 1974; Jan.-June 1975. ISSN 
0361-9427 Continues: United States. Agricultural Research 
Service. Southern Marketing and Nutrition Research Divi- 
sion. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. Z5073.U5 
75-648950 //r84 [S698] 630 OCLC 02441153 
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84-18529 
A 77.17/3:975-2 
A 77.17/3:976 
United States. Science and Education Administration. Southern 
Regional Research Center. 

Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 
Research Center, P.O. Box 19687, New Orleans, La. 70179 

v. ; 27 cm. 

Semiannual 

July/Dec. 1972- July-Dec. 1975; Jan.-June 1976. ISSN 
0361-9427 Continues: United States. Agricultural Research 
Service. Southern Marketing and Nutrition Research Divi- 
sion. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. Z5073.US 
75-648950 //r84 [S698] 630 OCLC 02441153 


84-18530 
A 77.17/3:976-2 
A 77.17/3:977 
United States. Science and Education Administration. Southern 
Regional Research Center. 

Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 
Research Center, P.O. Box 19687, New Orleans, La. 70179 

v. ; 27 cm. 

Semiannual 

July/Dec. 1972- July-Dec. 1976; Jan.-June 1977. ISSN 
0361-9427 Continues: United States. Agricultural Research 
Service. Southern Marketing and Nutrition Research Divi- 
sion. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. _I. Title. 2Z5073.U5 
75-648950 //r84 [S698] 630 OCLC 02441153 


84-18531 
A 77.17/3:977-2 
A 77.17/3:978 
United States. Science and Education Administration. Southern 
Regional Research Center. 

Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 
Research Center, P.O. Box 19687, New Orleans, La. 70179 

v. ; 27 cm. 

Semiannual 

July/Dec. 1972- July-Dec. 1977; Jan.-June 1978. ISSN 
0361-9427 Continues: United States. Agricultural Research 
Service. Southern Marketing and Nutrition Research Divi- 
sion. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. Z5073.U5 
75-648950 //r84 [S698) 630 OCLC 02441153 

84-18532 
A 77.17/3:978-2 
A 77.17/3:979 


United States. Science and Education Administration. Southern 
Regional Research Center. 


Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 


Research Center, P.O. Box 19687, New Orleans, La. 70179 
v. ; 27 cm. 
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Semiannual 

July/Dec. 1972- July-Dec. 1978; Jan.-June 1979. ISSN 
0361-9427 Continues: United States. Agricultural Research 
Service. Southern Marketing and Nutrition Research Divi- 
sion. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. 2Z5073.U5 
75-648950 //r84 [S698] 630 OCLC 02441153 


84-18533 
A 77.17/3:979-2 
A 77.17/3:980 
United States. Science and Education Administration. Southern 
Regional Research Center. 

Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 
Research Center, P.O. Box 19687, New Orleans, La. 70179 

v. ; 27 cm. 

Semiannual 

July/Dec. 1972- July-Dec. 1979; Jan.-June 1980. ISSN 
0361-9427 Continues: United States. Agricultural Research 
Service. Southern Marketing and Nutrition Research Divi- 
sion. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. Z5073.U5 
75-648950 //r84 [S698] 630 OCLC 02441153 


84-18534 
A 77.17/3:980-2 
A 77.17/3:981 
A 77.17/3:981-2 
United States. Science and Education Administration. Southern 
Regional Research Center. 

Publications and patents with abstracts / Southern Regional 
Research Center. [New Orleans, La.] : Agricultural Research 
Center, U.S. Dept. of Agriculture, [1972- Southern Regional 
Research Center, P.O. Box 19687, New Orleans, La. 70179 

v. ; 27 cm. 

Semiannual 

July/Dec. 1972- July-Dec. 1980; Jan.-June 1981; July-Dec. 
1981. ISSN 0361-9427 Continues: United States. Agricul- 
tural Research Service. Southern Marketing and Nutrition 
Research Division. Publications and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. Z5073.U5 
75-648950 //r84 [S698] 630 OCLC 02441153 


84-18535 
A 77,30:S-30 

Bacillus thuringiensis cultures available from the U.S. Depart- 
ment of Agriculture / collection assembled by Howard T. 
Dulmage and Clayton C. Beegle ; cultures identified by Hu- 
guette de Barjac, and Delores Reich and Gail Donaldson ; 
crystals identified by Janina Krywienczyk ; curator, Gail 
Donaldson. — New Orleans, La. : Agricultural Research 
Service, Southern Region, U.S. Dept. of Agriculture ; 
Brownsville, Tex. : Cotton Insects Research Unit [distributor], 
1982. 

iii, 42 p. ; 27 cm.— (Agricultural reviews and manuals. 
ARMSS ; 30) Distributed to depository libraries in micro- 
fiche. “October 1982.” Bibliography: p. 3. Includes index- 
es. @lItem 22-A-05 (microfiche) 

1. Bacillus thuringiensis. 2. Bacteriology — Cultures and 
culture media— Catalogs and collections. I. Dulmage, 
Howard T. II. Beegle, Clayton C. III. United States. Agri- 





cultural Research Service. Southern Region. 
OCLC 09267306 


IV. Series. 


84-18536 
A 77.31:S-32 
A Basic model for use in computer simulations of Boophilus tick 
biology and control. — New Orleans, La. : Agricultural Re- 
search Service, Southern Region, U.S. Dept. of Agriculture ; 
Gainesville, Fla. : Insects Affecting Man and Animals Re- 
search Laboratory [distributor], 1983. 

iii, 20 p. : ill. ; 26 cm. — (Advances in agricultural technol- 
ogy. AAT-S ; 32) Distributed to depository libraries in 
microfiche. “December 1983.” Bibliography: p. 8. @Item 
25-B (microfiche) 

1. Cattle-tick — Biological control — Computer programs. 
2. Ticks —Control— Computer programs. 3. Insect con- 
trol — Biological control — Computer programs. I. United 
States. Agricultural Research Service. Southern Region. _ II. 
Series. OCLC 10887611 


FARMERS HOME ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


84-18537 
A 84.6/2:H 81/983 
United States. Farmers Home Administration. 

Multiple housing management handbook : rent increases, 
energy audits, rental assistance programs, interest credit pro- 
gram, tenant grievance and appeals. — [Washington, D.C.?] : 
U.S. Dept. of Agriculture, Farmers Home Administration, 
1984- 

1 v. (loose-leaf) : forms ; 28 cm. Cover title. 
1983.” @Item 68-A 

1. Housing management — United States — Handbooks, 
manuals, etc. 2. Rent control — United States — Handbooks, 
manuals, etc. I. Title. OCLC 10945832 


“December 


AGRICULTURAL MARKETING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18538 
A 88.2:F 73/7 
Government-wide food quality assurance program interagency 
functional directory. —[Washington, D.C.] : U.S. Dept. of 
Agriculture, Agricultural Marketing Service, 1984. 
1 v. (various pagings) : ill. ; 28 cm. Cover title. 
1984.” @Item 24-B 
1. Administrative agencies — United States — Food — Di- 
rectories. I. United States. Agricultural Marketing Service. 
OCLC 10920939 


“June 


84-18539 
A 88.6:Se 3/4 
United States. Agricultural Marketing Service. 

Federal Seed Act regulations (part 201) : certified seed 
regulations. — (Washington, D.C.?] : U.S. Dept. of Agricul- 
ture, Agricultural Marketing Service, [1982] 

9p.; 22cm. “Reprinted September 1982.” @Item 107-B 

1. Seeds — Testing — Law and legislation — United States. 
2. Seed industry and trade — Law and legislation — United 


States. I. Title. Il. Title: Certified seed regulations. 
OCLC 10928331 


Government Publications — September 1984 


STATISTICAL REPORTING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18540 
A 92.16/2:983 
Agricultural prices ... summary / United States Department of 
Agriculture, Statistical Reporting Service, Crop Reporting 
Board. Washington, D.C. : The Board, Crop Reporting 
Board Publications, Rm. 5829, South Bldg., U.S. Dept. of 
Agriculture, Washington, DC 20250 

v. ; 28 cm. 

Annual Title from cover. “Pr 1-3 (84)” 1983. De- 
scription based on: 1983. @lItem 18-C Continues: Agricul- 
tural prices, annual summary Related records: Agricultural 
prices (Washington, D.C.) ISSN 0002-1601 

1. Agricultural prices — United States — Statistics — Peri- 
odicals. I. United States. Crop Reporting Board. OCLC 
10941080 


ECONOMIC RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18541 
A 93,27:187 
Sanint, Luis R. 

Demand for carbohydrate foods in Colombia and Venezu- 
ela / Luis R. Sanint.— Washington, D.C. : U.S. Dept. of 
Agriculture, Economic Research Service, [1983] 

iv, 23 p. ; 28 cm. — (Foreign agricultural economic report ; 
no. 187) Distributed to depository libraries in microfiche. 
“September 1983”—P. ii. Bibliography: p. 19-23. @lItem 
42-B (microfiche) 

1. Rice trade — Colombia. 2. Rice trade — Venezuela. I. 
United States. Dept. of Agriculture. Economic Research 
Service. II. Title. III. Series. OCLC 10865005 


84-18542 
A 93.27:201 
Trapido, Paul J. 

Venezuela : an export market profile / Paul J. Trapido. — 
Washington, D.C. : U.S. Dept. of Agriculture, Economic 
Research Service : [Supt. of Docs., U.S. G.P.O., distributor], 
1984, 

vi, 22 p. : 1 map ; 28 cm. — (Foreign agricultural economic 
report ; no. 201) Cover title. ‘In cooperation with the For- 
eign Agricultural Service.” Distributed to depository librar- 
ies in microfiche. “June 1984”—P. i. Bibliography: p. 19. 
@ltem 42-B (microfiche) S/N 001-000-04407-9 @ GPO 
$1.75 

1. Produce trade — United States. 2. Produce trade — 
Venezuela. I. United States. Dept. of Agriculture. Econom- 
ic Research Service. II. United States. Foreign Agricultural 
Service. Ill. Title. IV. Series. OCLC 10922451 


84-18543 


A 93.41:40 
Banks, Vera J. 

Farm population trends by farm characteristics, 1975-1980 / 
Vera J. Banks. — Washington, D.C. : U.S. Dept. of Agricul- 
ture, Economic Research Service : Supt. of Docs., U.S. 
G.P.O. [distributor] ; Springfield, VA : National Technical 
Information Service, Identification Section [distributor], 1984. 


iv, 40 p. : ill. ; 28 cm.— (Rural development research 
report ; no. 40) Distributed to depository libraries in micro- 
fiche. Cover title. “February 1984”—P. i. Bibliography: 
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Economic Research Service — Agriculture Dept. 


p. 36-37. @ltem 24-G-2 (microfiche) S/N 001-019-00333-2 
@ GPO $2.00 

1. Farms — United States — Statistics. 2. Rural popula- 
tion — Statistics. I. United States. Dept. of Agriculture. Eco- 
nomic Research Service. II. Title. III. Series. OCLC 
10626770 


84-18544 
A 93.44:AGES 820319 
Hoover, Herbert, 1931- 

Farmer participation in the Hall County ACP special water 
quality project, Nebraska, 1980 / Herbert Hoover, Ruth 
Oscar.— Washington, D.C. : Natural Resource Economics 
Division, Economic Research Service, U.S. Dept. of Agricul- 
ture, [1982] 

24 leaves : ill. ; 28 cm.— (ERS staff report ; no. AGES 
820319) (Staff report / NRE Economic Research Service, 
United States Department of Agriculture) Distributed to de- 
pository libraries in microfiche. “March 1982.” Includes 
bibliographical references. @lItem 42-W-1 (microfiche) 

1. Water quality management — Nebraska. 2. Water con- 
servation — Nebraska. 3. Water— Nitrogen content. I. 
Oscar, Ruth. II. United States. Dept. of Agriculture. Natural 
Resource Economics Division. III. Title. IV. Series. V. 
Series: NRE staff report. OCLC 10868886 


84-18545 
A 93.44:AGES 820827 
Hoppe, Robert A. 

Transfer payments in nonmetropolitan areas / Robert A. 
Hoppe, William E. Saupe. — Washington, D.C. : U.S. Dept. 
of Agriculture, Economic Research Service, Economic De- 
velopment Division, 1982. 

iv, 41 p. : 3 maps ; 28 cm. — (ERS staff report ; no. AGES 
820827) Distributed to depository libraries in microfiche. 
“September 1982.” Bibliography: p. 24-26. @Item 42-W-1 
(microfiche) 

1. Transfer payments — United States. I. Saupe, William 
E. II. United States. Dept. of Agriculture. Economic Re- 
search Service. Economic Development Division. III. Title. 
IV. Series. OCLC 09396055 


84-18546 
A 93.44:AGES 820913 
Gertel, Karl. 

Return to cash rented farmland and stocks : a social per- 
spective / Karl Gertel.— Washington, D.C. : Natural Re- 
source Economics Division, Economic Research Service, 
U.S. Dept. of Agriculture, [1982] 

26 leaves : ill. ; 28 cm.— (NRE staff report) (ERS staff 
report ; no. AGES 820913) Cover title. Distributed to de- 
pository libraries in microfiche. “September 1982.” Bibli- 
ography: leaves 22-23. @lItem 42-W-1 (microfiche) 

1. Farm rents— United States. 2. Real estate invest- 
ment — United States. 3. Dividends— United States. 4. 
Stocks — Prices — United States. 5. Investments, Foreign — 
United States. I. United States. Dept. of Agriculture. Natu- 
ral Resource Economics Division. II. Title. III. Series. 
IV. Series. OCLC 10920902 

84-18547 
A 93.44:AGES 830113 
Parks, John R. (John Rabon), 1908- 

Pesticide use on fall potatoes in the United States, 1979 / 
by John R. Parks. — Washington, D.C. : Natural Resource 
Economics Division, Economic Research Service, U.S. Dept. 
of Agriculture, [1983] 

iii, 33 p. : 1 map ; 28 cm. — (ERS staff report ; no. AGES 
830113) (NRE staff report) Cover title. Distributed to de- 
pository libraries in microfiche. “January 1983.” Bibliogra- 
phy: p. 28. @lItem 42-W-1 (microfiche) 


Page 24 


1. Potatoes — Diseases and pests — United States. 2. Pesti- 
cides — United States — Controlled release. I. United States. 
Dept. of Agriculture. Natural Resource Economics Division. 
Il. Title. III. Series. IV. Series. OCLC 10874323 


84-18548 


A 93.44:AGES 830311 


Daugherty, Arthur B. (Arthur Berry), 1936- 


Farmland ownership in the United States / Arthur B. 
Daugherty, Robert C. Otte. — Washington, D.C. : U.S. Dept. 
of Agriculture, Economic Research Service, Natural Re- 
source Economics Division, {1983] 

vi, 45 p. : ill, 1 map, forms ; 28 cm.— (ERS staff report ; 
no. AGES 830311) Distributed to depository libraries in 
microfiche. “June 1983”—P. ii. Bibliography: p. 38. 
@ltem 42-W-1 (microfiche) 

1. Farm ownership — United States. 2. Farms — United 
States. I. Otte, Robert C. (Robert Charles), 1922- Il. 
United States. Dept. of Agriculture. Natural Resource Eco- 
nomics Division. III. Title. IV. Series. OCLC 10103429 


84-18549 


A 93.44:AGES 830321 


Mukhoti, Bela. 


Measures of economic development : a critical evaluation / 
by Bela Mukhoti. —[Washington, D.C.) : U.S. Dept. of Agri- 
culture, Economic Research Service, International Economics 
Division, [1983] 

iti, 45 leaves : ill. ; 28 cm. — (IED staff report) (ERS staff 
report ; no. AGES 830321) Distributed to depository librar- 
ies in microfiche. “March 1983”—Leaf i. Bibliography: 
leaves 40-42. @lItem 42-W-1 (microfiche) 

1. Gross national product. 2. Social indicators — Econom- 
ic aspects. 3. Economic indicators. I. United States. Dept. 
of Agriculture. Economic Research Service. International Ec- 
onomics Division. II. Title. III. Series. IV. Series. 
OCLC 10901549 


84-18550 


A 93.44:AGES 830328 


Dickason, Clifford. 


Economics of agricultural erosion and sedimentation : a 
selected literature review / Clifford Dickason, Daniel 
Piper. —[Washington, D.C.?] : U.S. Dept. of Agriculture, 
Economic Research Service, Natural Resource Economics 
Division, [1983] 

v, 52 leaves ; 28 cm.— (NRE staff report) (Staff report ; 
no. AGES830328) Distributed to depository libraries in 
microfiche. “April 1983”—Cover. Bibliography: leaves 42- 
46. Includes subject index. @lItem 42-W-1 (microfiche) 

1. Soil erosion — Economic aspects— United States. 2. 
Sedimentation and deposition — Economic aspects — United 
States. I. Piper, Daniel G. II. United States. Dept. of Agri- 
culture. Natural Resource Economics Division. III. Title. 
IV. Series. V. Series: ERS staff report ; no. AGES 830328. 
OCLC 09860500 


84-18551 


A 93.44:AGES 830330 


Roningen, Vernon. 


Computer programs to support the world grain, oilseeds, 
and livestock (GOL) modei / by Vernon Roningen, Karen 
Liu and Francis Garvey. — Washington, D.C. : Policy Sys- 
tems Section, Trade Policy Branch, International Economics 
Division, Economic Research Service, U.S. Dept. of Agricul- 
ture, [1983] 

v, 164 p. : ill. ; 28 cm. — (IED staff report) (Staff report ; 
no. AGES 830330) Distributed to depository libraries in 
microfiche. “March 1983.” Includes bibliographical refer- 
ences. @Item 42-W-1 (microfiche) 





1. Grain Computer programs. 2. Oilseeds — Computer 
programs. 3.- Livestock— Computer programs. 4. TROLL 
(Computer programs) I. Liu, Karen. II. Garvey, Francis. 
Ill. United States. Dept. of Agriculture. Economic Research 
Service. Trade Policy Branch. Policy Systems Section. IV. 
Title. V. Series. VI. Series: ERS staff report ; no. AGES 
830330. OCLC 10874333 


84-18552 
A 93.44:AGES 830916 
Chiang, Shasi Wilson. 

Argentina’s grain marketing system / Shasi Wilson Chiang, 
Oswald P. Blaich. — Washington, D.C. : U.S. Dept. of Agri- 
culture, Economic Research Service, International Economics 
Division, 1983. 

v, 23 p. : ill, 1 map ; 28 cm.— (ERS staff report ; no. 
AGES 830916) Distributed to depository libraries in micro- 
fiche. “November 1983”—T.p. verso. @Item 42-W-1 
(microfiche) 

1. Grain trade— Argentina. 2. Export marketing. 3. 
{Grain — Argentina — Marketing. I. Blaich, Oswald P. II. 
United States. Dept. of Agriculture. Economics Statistics, and 
Cooperatives Services. International Economics Division. 
Ill. Title. IV. Series. OCLC 10670980 

84-18553 
A 93.44:AGES 831007 
Gallo, Anthony E. 

Advertising and promotion in food marketing / Anthony E. 
Gallo. —[Washington, D.C.] : U.S. Dept. of Agriculture, 
Economic Research Service, National Economics Division, 
1984. 

37 p. ; 28 cm.— (ERS staff report ; no. AGES 831007) 
Distributed to depository libraries in microfiche. “January 
1984.” Bibliography: p. 37. @Item 42-W-01 (microfiche) 

1. Advertising — Food — United States. I. United States. 
Dept. of Agriculture. National Economics Division. II. 
Title. Ill. Series. OCLC 10874343 

84-18554 
A 93.44:AGES 831116 
Young, C. Edwin. 

The influence of water quality on the value of recreational 
properties adjacent to St. Albans Bay, Vermont / C. Edwin 
Young, Frank A. Teti.— Washington, D.C. : U.S. Dept. of 
Agriculture, Economic Research Service, Natural Resource 
Economics Division, 1984. 

v, 37 p. : ill., 1 map, forms ; 28 cm.— (ERS staff report ; 
no. AGES 831116) Distributed to depository libraries in 
ro agesey Bibliography: p. 27-28. @ltem 42-W-01 (micro- 
iche) 

1. Water quality management — Vermont — Saint Albans 
Bay. 2. Water — Pollution — Vermont — Saint Albans Bay. 
3. Real property — Valuation — Vermont — Saint Albans 
Bay. I. Teti, Frank A. II. United States. Dept. of Agricul- 
ture. Natural Resource Economics Division. III. Title. IV. 
Series. OCLC 10901538 

84-18555 
A 93.44:AGES 831202 
Jeremias, R. A. 

Combined effective income and property tax rates for farm 
capital / R.A. Jeremias, R.L. Durst, J.M. Hrubovcak. — 
Washington, D.C. : U.S. Dept. of Agriculture, Economic 
Research Service, National Economics Division, [1984] 

iv, 16 p. ; 28 cm. — (ERS staff report ; no. AGES 831202) 
Distributed to depository libraries in microfiche. “January 
1984”"—P. ii. Bibliography: p. 15-16. @Item 42-W-01 
(microfiche) 

1. Farm corporations — Taxation — United States, 2. 
Farms — Taxation — United States. 3. Agriculture — Tax- 
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ation — United States. 4. Real property tax — United States. 
I. Durst, R. L. II. Hrubovcak, J. M. III. United States. 
Dept. of Agriculture. National Economics Division. IV. 
Title. V. Series. OCLC 10942195 


94-18556 
A 93.44:AGES 840319 
Sharples, Jerry A. 

Global stocks of grain : implications for U.S. policy / Jerry 
A. Sharples, Caro! A. Goodloe. — Washington, D.C. : U.S. 
Dept. of Agriculture, Economic Research Service, Interna- 
tional Economics Division, 1984. 

iv, 60 p. : ill. ; 28 cm.— (ERS staff report ; no. AGES 
840319) Cover title. Distributed to depository libraries in 
microfiche. “May 1984”—T.p. verso. Bibliography: p. 58- 
60. @Item 42-W-1 (microfiche) 

1. Grain — United States— Storage. 2. Grain trade — 
United States. 3. Food supply — International cooperation. 
I. Goodloe, Carol A. II. United States. Dept. of Agriculture. 
Economic Research Service. International Economics Divi- 
sion. III. Title. IV. Series. OCLC 10922405 


84-18557 


Price, Charlene C. 

Growth in the health and natural foods industry / Charlene 
C. Price, Judy Brown. — (Washington, D.C.] : U.S. Dept. of 
Agriculture, Economic Research Service, National Econom- 
ics Division, 1984. 

iii, 32 p. : ill., 1 map ; 28 cm.— (ERS staff report ; no. 
AGES 840501) Cover title. Distributed to depository li- 
braries in microfiche. “May 1984”—P. i. Includes biblio- 
graphical references. @lItem 42-W-1 (microfiche) 

1. Food, Natural. 2. Food industry and trade — United 
States. I. Brown, Judy A. II. United States. Dept. of Agri- 
culture. National Economics Division. III. Title. IV. 
Series. OCLC 10922439 


A 93.44:AGES 840501 


FOOD AND NUTRITION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18558 


A 98.9:245 


The Child nutrition labeling program : an overview / [prepared 


by Nutrition and Technical Services Division, Food and Nu- 
trition Service]. —[Washington, D.C.?] : U.S. Dept. of Agri- 
culture, Food and Nutrition Service, [1984] 

11 p.: ill. ; 28 cm. “FNS-245.” “April 1984”—T.p. 
verso. Includes bibliographical references. @Item 74-A-2 

1. Children — United States — Nutrition. 2. Food — La- 
beling — United States. I. United States. Food and Nutrition 
Service. Nutrition and Technical Services Division. OCLC 
10891738 


84-18559 


A 98,.9:253 


Child nutrition labeling for meat and poultry products / [pre- 


pared by Nutrition and Technical Services Division, Food 
and Nutrition Services]. — [Washington, D.C.?] : U.S. Dept. 
of Agriculture, Food and Nutrition Service, [1984] 

27 p. ; 28 cm. “FNS-253.” “April 1984”—T.p. verso. 
@ltem 74-A-2 

1. Children — United States — Nutrition. 2. Meat — La- 
beling — United States. 3. Poultry — Labeling — United 
States. I. United States. Food and Nutrition Service. Nutri- 
tion and Technical Services Division. OCLC 10874353 
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Animal and Plant Health Inspection Service — Agriculture Dept. 


84-18560 
A 98.16:F 73 
Providing food with care : a guide for homes in the child care 
food program. — Rev. Oct. 1982. — [Washington, D.C.] : U.S. 
Dept. of Agriculture, Food and Nutrition Service, 1982. 
1 folded sheet : col. ill., 1 col. form ; 43 x 84 cm. folded to 
22 x 28 cm.— (PA ; 1266) Caption title. @lItem 74-A-6 
1. Children — Nutrition. I. United States. Food and Nutri- 
tion Service. II. Series: Program aid (United States. Dept. of 
Agriculture) ; no. 1266. OCLC 10670595 


ANIMAL AND PLANT HEALTH 
INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18561 
A 101.10/2:81-43 
Pests not known to occur in the United States or of limited 
distribution. — [Washington, D.C.?] : U.S. Dept. of Agricul- 
ture, Animal and Plant Health Inspection Service, Plant Pro- 
tection and Quarantine, [1983- ] 

1 v. (loose-leaf) : ill, maps ; 28 cm. Distributed to deposi- 
tory libraries in microfiche. “September 1983.” Includes 
bibliographies. “APHIS 81-43.” @Item 30-A-1 (micro- 
fiche) 

1. Pests. 2. Pest control — United States. 3. Agricultural 
pests — United States. I. United States. Animal and Plant 
Health Inspection Service. Plant Protection and Quarantine 
Programs. OCLC 10936946 


84-18562 
A 101.10/2:81-44 
Illustrated keys to adult and larval beetles (Coleoptera) found 
associated with wood at ports of entry. —[Washington, 
D.C.?] : U.S. Dept. of Agriculture, Animal and Plant Health 
Inspection Service, Plant Protection and Quarantine, 1984. 

i, 24 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “April 1984.” Bibliography: p. 22-23. In- 
cludes index. “APHIS 81-44.” @lItem 30-A-1 (microfiche) 

i. Beetles — Larvae. 2. Beetles — Classification. I. 
United States. Animal and Plant Health Inspection Service. 
Plant Protection and Quarantine Programs. OCLC 10891750 


GOVERNMENTAL AND PUBLIC AFFAIRS 
OFFICE 
Agriculture Dept. 
Washington, DC 20250 


84-18563 
A 107.2:In 3/984 
How to get information from the United States Department of 
Agriculture. — Rev. March 1984.—[Washington, D.C.?] : 
U.S. Dept. of Agriculture, Office of Information, 1984. 
12 p.; 28cm. Caption title. @lItem 90 
1. United States. Dept. of Agriculture — Directories. 2. 
Agriculture — Information services— United States. I. 


United States. Dept. of Agriculture. Office of Information. 
OCLC 10807830 


AGRICULTURAL COOPERATIVE SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18564 


A 109.10:29 


Gensch, Dennis H. 


Iowa cooperative fertilizer retail outlets : farmers’ attitudes 
and perceptions. — [Washington, D.C.?] : U.S. Dept. of Agri- 
culture, Agricultural Cooperative Service, [1983] 

v, 18, [1] p. : ill. ; 28 cm. — (ACS research report ; no. 29) 
Distributed to depository libraries in microfiche. “August 
1983"—T.p. verso. @lItem 64-A (microfiche) 

1. Agriculture, Cooperative — Iowa. 2. Fertilizers and ma- 
nures— Iowa. 3. Farmers— Attitudes. 4. Stores, retail — 
Iowa. I. Ling, K. Charles. II. United States. Agricultural 
Cooperative Service. III. Title. IV. Series. OCLC 
10864951 


84-18565 


A 109.10:30 
Biser, Lloyd C. 

Cooperative farm machinery operations, 1970-80. — [Wash- 
ington, D.C.?] : U.S. Dept. of Agriculture, Agricultural Co- 
operative Service, [1983] 

v, 27 p. : ill. ; 22 cm.— (ACS research report ; no. 30) 
Distributed to depository libraries in microfiche. “June 
1983”—P. i. @ltem 64-A (microfiche) 

1. Agricultural machinery — United States — Costs of oper- 
ation. 2. Agriculture, Cooperative— United States. I. 
United States. Agricultural Cooperative Service. II. Title. 
III. Series. OCLC 10232385 


FOOD SAFETY AND INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18566 


A 110.2:F 73 


Catalog for the Food Safety and Inspection Service continuing 


education program. —[Washington, D.C.?] : U.S. Dept. of 
Agriculture, Food Safety and Inspection Service, [1983] 

12, [153] p. : ill., forms ; 28 cm. Cover title. “November 
1983.” @Item 31-C 

1. Food adulteration and inspection— United States — 
Study and teaching (Continuing education) — Catalogs. I. 
United States. Food Safety and Inspection Service. OCLC 
10920910 


HUMAN NUTRITION INFORMATION 
SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-18567 
A 111,9;:I-1 
Food intakes : individuals in 48 states, year 1977-78. — Hyatts- 
ville, Md. : U.S. Dept. of Agriculture, Human Nutrition In- 
formation Service, Consumer Nutrition Division, 1983. 

vi, 617 p. : ill. ; 22 x 23 cm. forms in pocket. — (Nation- 
wide food consumption survey 1977-78. Report ; no. I-1) 
Cover title. Distributed to depository libraries in microfiche. 
“Issued August 1983”—T.p. verso. Bibliography: p. 37-40. 
@ltem 125-B (microfiche) 

1. Food consumption— United States — Statistics. 2. 
Food habits — United States — Statistics. 3. Diet — United 





States. I. United States. Dept. of Agriculture. Consumer Nu- 
trition Division. II. Series. OCLC 10502676 


ACTION 
Washington, DC 20525 
84-18568 
AA 1,8/2:4405,90/2 
Foster Grandparent Program (U.S.) 

Foster Grandparent Program handbook. — Rev. 9/83. — 
(Washington, D.C.?] : The National Volunteer Agency, 
ACTION, 1983. 

iv, 135 p. : forms ; 28 cm. Cover title. Includes index. 
4405.90”—P. [4] of cover. @ltem 74-C-5 

1. Grandparent and child— United States. I. Title. 
OCLC 10484816 


84-18569 
AA 1.8/2:4405.92 
Retired Senior Volunteer Program (U.S.). 

Retired Senior Volunteer Program : operations hand- 
book. — Rev. 10/83. — [Washington, D.C.?] : National Volun- 
teer Agency, ACTION, 1983. 

iii, 123 p. : forms ; 28.cm. Cover title. Includes index. 
“4405.92” —P. [4] of cover. [Item 74-C-5; wd/ku/ku; COR- 
RECTED CARD] @ltem 74-C-5 

1. Aged volunteers in social service — United States — 
Handbooks, manuals, etc. I. Title. OCLC 10484824 


84-18570 
AA 1,11:4400.5 
United States. Action. 

Older American volunteer programs : Foster Grandparent 
Program directory.— Rev. 9/83.—[Washington, D.C.?] : 
The National Volunteer Agency, ACTION, 1983. 

i, 76 p. ; 28 cm.— (Action pamphlet ; no. 4400.5) Cover 
title. @lItem 30-A-2 

1. Foster Grandparent Program (U.S.)— Directories. I. 
Title. II. Series. OCLC 10484859 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 
84-18571 
C 3.24/8:MC 82-I-20 B-1 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Creamery butter (industry 2021). — [Washington, D.C. 
: U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-20B-1(P)” @Item 135 S/N 003-024-90157-9 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Cream- 
eries — United States — Statistics. 3. Butter — Statistics. 1. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, creamery butter (industry 2021) IV. Title: 
Creamery butter (industry 2021) OCLC 10867434 

84-18572 
C 3.24/8:MC 82-I-20 B-4 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Ice cream and frozen desserts (industry 2024). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 


1-20B-4(P)" @lItem 135 S/N 003-024-90594-9 @ GPO 
$1.00 
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1. United States — Manufactures — Statistics. 2. Ice cream 
industry — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
ice cream and frozen desserts (industry 2024) IV. Title: Ice 
cream and frozen desserts (industry 2024) OCLC 10867466 


84-18573 


C 3.24/8:MC 82-I-20 F-2 (P) 


Census of manufactures (1982). Preliminary report. 


1982 census of manufactures. Preliminary report. Industry 
series. Cane sugar refining (industry 2062). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-20F-2(P)”  @Item 135 S/N 003-024-90177-3 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Sugar — 
Manufacture and refining— United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, cane sugar refining (industry 2062) IV. Title: 
Cane sugar refining (industry 2062) OCLC 10867539 


84-18574 


C 3.24/8:MC 82-I-20 H-1 (P) 


Census’of manufactures (1982). Preliminary report. 


1982 census of manufactures. Preliminary report. Industry 
series. Malt-beverages (industry 2082). — [Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm.- Caption title. “Issued April 1984.” 
“M@82-1-20H-1(P)” @lItem 135 S/N 003-024-90186-2 @ 
GPO $1.00 

1.. United States — Manufactures — Statistics. 2. Malt liq- 
uors — Statistics. I. United States. Bureau of the Census. 
II. Title: III. Title: Industry series, malt beverages (industry 
2082) .IV. Title: Malt beverages (industry 2082) OCLC 
10867524 


84-18575 


C 3.24/8:MC 82-I-20 H-3 (P) 


Census of manufactures (1982). Preliminary report. 


1982 census of manufactures. Preliminary report. Industry 
series. Wines, brandy, and brandy spirits (industry 2084). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-20H-3(P)” @lItem 135 S/N 003-024-90188-9 @ 
GPO $1.00 

1.. United States — Manufactures — Statistics. 2. Wine and 
wine making — United States — Statistics. 3. Brandy — 
United States — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Industry series, wines, brandy, 
and brandy spirits (industry 2084) IV. Title: Wines, brandy, 
and brandy spirits (industry 2084) OCLC 10867497 


84-18576 


C 3,24/8:MC 82-I-22 B-2 (P) 


Census of manufactures (1982). Preliminary report. 


1982 census of manufactures. Preliminary report. Industry 
series. Hosiery, N.E.C. (industry 2252). — [Washington, D.C. 
: U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-22B-2(P)” @Item 135 S/N 003-024-90206-1 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Hosiery 
industry — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
hosiery, N.E.C. (industry 2252) IV. Title: Hosiery, N.E.C. 
(industry 2252) OCLC 10942238 
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Census Bureau — Commerce Dept. 


84-18577 


C 3.24/8:MC 82-I-25 A-5 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Wood tv and radio cabinets (industry 2517). — [Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-1-25A-5(P)” @Item 135 S/N 003-024-90285-1 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Cabinet- 
work — United States — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, wood tv 
and radio cabinets (industry 2517) IV. Title: Wood tv and 
radio cabinets (industry 2517) OCLC 10852468 


84-18578 


C 3.24/8:MC 82-I-28 D-3 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Surface active agents (industry 2843). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-28D-3(P)” @Item 135 S/N 003-024-90340-7 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Surface 
active agents — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Industry series, surface active 
agents (industry 2843) IV. Title: Surface active agents (in- 
dustry 2843) OCLC 10852422 


84-18579 


C 3.24/8:MC 82-1-29 A-2 (P) rev. 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Paving mixtures and blocks (industry 2951). — [Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Reissued March 1984.” 
“MC82-1-29A-2(P)(revised)” @Item 135 S/N  003-024- 
90355-5 @ GPO $1.00 

1. United States — Manufactures — Statistics. 2. Pave- 


ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-32C-5(P)” @Item 135 S/N 003-024-90388-1 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Pottery — 
United States—-Trade and manufacture — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, pottery products, N.E.C. (industry 3269) IV. 
Title: Pottery products, N.E.C. (industry 3269) OCLC 
10945623 


84-18582 
C 3.24/8:MC 82-I-32 D-1 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Concrete block and brick (industry 3271). — [Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-32D-1(P)”  @Item 135 S/N 003-024-90389-0 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Concrete 
products industry — United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Industry 
series, concrete block and brick (industry 3271) IV. Title: 
Concrete block and brick (industry 3271) OCLC 10852378 


84-18583 
C 3.24/8:MC 82-I-32 D-2 (P) 
Census of manufactures (1982). Pretiminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Concrete products, N.E.C. (industry 3272). — [Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued March 1984.” 
“MC82-I-32D-2(P)”  @Item 135 S/N 003-024-90390-3 @ 
GPO $1.00 
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Census. II. Title. III. Title: Industry series, hand and edge 
tools, N.E.C. (industry 3423) IV. Title: Hand and edge 
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IV. Title: Hand saws and saw blades (industry 3425) OCLC 
10862703 


84-18587 


C 3.24/8:MC 82-I-34 B-2 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Plumbing fittings and brass goods (industry 3432). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-34B-2(P)”  @Item 135 S/N 003-024-90435-7 @ 
GPO $1.00 
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Census of manufactures (1982). Preliminary report. 
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1. United States — Manufactures — Statistics. 2. Convey- 
ing machinery industry— United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, conveyors and conveying equipment (industry 
3535) IV. Title: Conveyors and conveying equipment (indus- 
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1. United States — Manufactures — Statistics. 2. Hoisting 
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United States. Bureau of the Census. II. Title. III. Title: 
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IV. Title: Hoists, cranes, and monorails (industry 3536) 
OCLC 10862829 


84-18596 
C 3.24/8:MC 82-I-35 C-5 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Power driven hand tools (industry 3546). — [Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued March 1984.” 
“MC82-1-35C-5(P)”  @Item 135 S/N 003-024-90479-9 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Power 
tool industry — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
power driven hand tools (industry 3546) IV. Title: Power 
driven hand tools (industry 3546) OCLC 10862857 
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1. United States — Manufactures — Statistics. 2. Pattern- 
making — Statistics. I. United States. Bureau of the Census. 
II. Title. III. Title: Industry series, industrial patterns (indus- 
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1. United States — Manufactures — Statistics. 2. Variable 
speed drive industry — United States — Statistics. 3. Gear 
industry — United States — Statistics. I. United States. 
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1. United States — Manufactures — Statistics. 2. Fur- 
naces — Statistics. I. United States. Bureau of the Census. 
II. Title. III. Title: Industry series, industriai furnaces and 
ovens (industry 3567) IV. Title: Industrial furnaces and 
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Census of manufactures (1982). Preliminary report. 
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1. United States — Manufactures — Statistics. 2. Calculat- 
ing-machines — Statistics. 3. Accounting machines — Statis- 
tics. I. United States. Bureau of the Census. II. Title. III. 
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(industry 3574) IV. Title: Calculating and accounting ma- 
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1. United States — Manufactures — Statistics. 2. Scales 
(Weighing _instruments)— United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, scales and balances, except laboratory (indus- 
try 3576) IV. Title: Scales and balances, except laboratory 
(industry 3576) OCLC 10863056 
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1982 census of manufactures. Preliminary report. Industry 
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1. United States — Manufactures — Statistics. 2. Vending 
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1. United States — Manufactures — Statistics. 2. Laundry 
machinery — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Industry series, commercial 
laundry equipment (industry 3582) IV. Title: Commercial 
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1. United States — Manufactures — Statistics. 2. Pumping 
machine industry— United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Industry 
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1. United States — Manufactures — Statistics. 2. Service 
industries — United States — Equipment and supplies — Statis- 
tics. I. United States. Bureau of the Census. II. Title. III. 
Title: Industry series, service industry machinery, N.E.C. (in- 
dustry 3589) IV. Title: Service industry machinery, N.E.C. 
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Census of manufactures (1982). Preliminary report. 
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1. United States — Manufactures — Statistics. 2. Process 
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1. United States — Manufactures — Statistics. 2. Electric 
household appliances industry — United States — Statistics. 
3. Fans (Machinery)— Trade and manufacture — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
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1. United States — Manufactures — Statistics. 2. Electric 
industries — United States — Equipment and supplies — Statis- 
tics. I. United States. Bureau of the Census. II. Title. III. 
Title: Industry series, electrical equipment and supplies, 
N.E.C. (industry 3699) IV. Title: Electrical equipment and 
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1. United States — Manufactures — Statistics. 2. Aircraft 
industry — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
aircraft (industry 3721) IV. Title: Aircraft (industry 3721) 
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Census of manufactures (1982). Preliminary report. 
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1. United States — Manufactures — Statistics. 2. Aircraft 
industry — United States — Equipment and supplies — Statis- 
tics. I. United States. Bureau of the Census. II. Title. III. 
Title: Industry series, aircraft equipment, N.E.C. (industry 
3728) IV. Title: Aircraft equipment, N.E.C. (industry 3728) 
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7 p. ; 28 cm. Caption title. “Issued March 1984.” 
“MC82-I-38B-3(P)” @Item 135 S/N 003-024-90571-0 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Dental in- 
struments and apparatus industry — United States — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
Industry series, dental equipment and supplies (industry 3843) 
IV. Title: Dental equipment and supplies (industry 3843) 
OCLC 10945653 
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Census of manufactures (1982). Preliminary report. 


1982 census of manufactures. Preliminary report. Industry 


C 3.24/8:MC 82-I-39 B-2 (P) 
Census of manufactures (1982). Preliminary report. 


series. Guided missiles and space vehicles (industry 3761). — 
[Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-37B-4(P)”  @Item 135 S/N 003-024-90552-3 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Guided 
missile industries — United States — Statistics. 3. Space vehi- 
cles — Trade and manufacture — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
guided missiles and space vehicles (industry 3761) IV. Title: 
Guided missiles and space vehicles (industry 3761) OCLC 
10942289 
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Census of manufactures (1982). Preliminary report. 

1982 census of manufactures. Preliminary report. Industry 
series. Space vehicle equipment, N.E.C. (industry 3769). — 
[Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
I-37B-6(P)” @ltem 135 S/N 003-024-90554-0 @ GPO 
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1. United States — Manufactures — Statistics. 2. Space ve- 
hicles — Equipment and supplies — Trade and manufacture — 
Statistics. I. United States. Bureau of the Census. II. Title. 
Ill. Title: Industry series, space vehicle equipment, N.E.C. 
(industry 3769) IV. Title: Space vehicle equipment, N.E.C. 
(industry 3769) OCLC 10942300 
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GPO $1.00 

1. United States — Manufactures — Statistics. 2. Dolls — 
United States—Trade and manufacture — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, dolls (industry 3942) IV. Title: Dolls (indus- 
try 3942) OCLC 10945657 
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Census of manufactures (1982). Preliminary report. 


1982 census of manufactures. Preliminary report. Industry 
series. Needles, pins, and fasteners (industry 3964). — [Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984] 
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“MC82-I-39C-8(P)”  @Item 135 S/N 003-024-90589-2 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Pins and 
needles — Trade and manufacture — Statistics. 3. Fasteners 
industry — United States— Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
needles, pins, and fasteners (industry 3964) IV. Title: Nee- 
dies, pins, and fasteners (industry 3964) OCLC 10945663 
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1982 census of manufactures. Preliminary report. Industry 
series. Motorcycles, bicycles, and parts (industry 3751). — 
[{Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 
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GPO $1.00 

1. United States — Manufactures — Statistics. 2. Motorcy- 
cle industry — United States. 3. Bicycle industry — United 
States — Statistics. I. United States. Bureau of the Census. 
II. Title. III. Title: Industry series, motorcycles, bicycles, 
and parts (industry 3751) IV. Title: Motorcycles, bicycles, 
and parts (industry 3751) OCLC 10945640 
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U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-39D-3(P)” @Item 135 S/N 003-024-90592-2 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Coffin in- 
dustry — United States — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, burial 
caskets (industry 3995) IV. Title: Burial caskets (industry 
3995) OCLC 10852391 
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1982 census of agriculture. Volume 1, Geographic area 
series. Part 17, Kentucky, state and county data. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984. 

550 p. in various pagings : 1 form, 1 map ; 28 cm. “Issued 
May 1984.” Includes index. “AC82-A-17.” @lItem 152-A- 
19 S/N 003-024-91197-3 @ GPO $16.00 

1. Agriculture — Kentucky — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Kentucky, state and county data. IV. Title: Ken- 
tucky, state and county data. OCLC 10881386 
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Census of agriculture (1982) 

1982 census of agriculture. Volume 1, Geographic area 
series. Part 27, Nebraska, state and county data. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984. 
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May 1984.” Includes index. “AC82-A-27.” @Item 152-A- 
12 S/N 003-024-91207-4 @ GPO $12.00 

1. Agriculture — Nebraska — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Nebraska, state and county data. IV. Title: Nebraska, 
state and county data. OCLC 10915853 


84-18620 
C 3.31/4:982/v.1/pt.33 
Census of agriculture (1982) 

1982 census of agriculture. Volume 1, Geographic area 
series. Part 33, North Carolina, state and county data. — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984. 

493 p. in various pagings : 1 form, 1 map ; 28cm. “Issued 
May 1984.” Includes index. “AC82-A-33.” @ltem 152-A- 
16 S/N 003-024-91213-9 @ GPO $12.00 

1. Agriculture— North Carolina — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Geo- 
graphic area series, North Carolina, state and county data. 


IV. Title: North Carolina, state and county data. OCLC 
10881402 
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Census of agriculture (1982) 

1982 census of agriculture. Volume 1, Geographic area 
series. Part 41, South Dakota, state and county data. — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984. 

376 p. in various pagings : 1 form, 1 map ; 28 cm. “Issued 
May 1984.” Includes index. ‘“AC82-A-41.” @ltem 152-A- 
11 S/N 003-024-91221-0 @ GPO $10.00 

1. Agriculture— South Dakota— Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Geo- 
graphic area series, South Dakota, state and county data. 
IV. Title: South Dakota, state and county data. OCLC 
10915875 


84-18622 
C 3,.31/4:982/v,.1/pt.45 
Census of agr.culture (1982) 

1982 census of agriculture. Volume 1, Geographic area 
series. Part 45, Vermont, state and county data. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984. 
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June 1984.” Includes index. “AC82-A-45.” @lItem 152-A- 
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1. Agriculture — Vermont — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Vermont, state and county data. IV. Title: Vermont, 
state and county data. OCLC 10915899 
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Census of agriculture (1982) 

1982 census of agriculture. Preliminary report. United 
States. — Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O.], 1984. 

1 folded sheet (5 p.) ; 28 cm. Caption title. “Issued May 
1984.” “AC82-A-00-000(P)” @Item 152-B-52 S/N 003- 
024-90051-3 @ GPO $1.00 

1. Agriculture— United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Prelimi- 
nary report, United States. OCC 10903834 
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Census of agriculture (1982) 

1982 census of agriculture. Preliminary report. Texas. — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O.], 1984. 

1 folded sheet (5 p.) ; 28 cm. 254 county reports. Caption 
title. “Issued April 1984.” “AC82-A-48-000(P)” @Item 
152-B-43 S/N 003-024-90047-5 @ GPO $28.00 

1. Agriculture — Texas — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Preliminary 
report, Texas. OCLC 10881361 
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United States. Bureau of the Census. Geograpky Division. 
Congressional districts of the 98th Congress of the United 
States (January 1983 to January 1985) / prepared by Geogra- 
phy Division, Bureau of the Census, U.S. Department of 
Commerce. Scale 1:5,000,000. ; Albers equal area proj., stand- 
ard parallels 29 1/2°and 45 1/2° (W 125°—W 70°/N 50°—N 
25°), —— [Washington, D.C.?] : The Division, [19837] 
1 map : col. ; 66 x 99 cm. (United States maps, GE-50 ; no. 
77) Includes insets of Guam, American Samoa, Hawaiian 
Islands, Alaska. Puerto Rico, and U.S. Virgin Islands. 
@ltem 146-K S/N 003-024-05006-4 @ GPO $4.00 
1. United States. Congress — Election districts — Maps. I. 
Title. II. Series. OCLC 09504456 
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Department of Commerce, Bureau of the Census. Washington 
: The Bureau : For sale by the Supt. of Docs., U.S. G.P.O., 
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1. Propellers, Aerial — Statistics — Periodicals. [. United 
States. Bureau of the Census. Key Title: Aircraft propellers 
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1. United States. Bureau of the Census. Z7554.U5U32 74- 
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D.C. : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O., 1984] 

3 p.: L map ; 28 cm.— (Current population reports. Series 
P-26, Local population estimates ; no. 82-11-C) Caption title. 
“Issued May 1984.” @ltem 142-C-4 S/N 003-024-05851-1 
@GPO $1.00 

1. Hawaii — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Hawaii coun- 
ties and metropolitan areas. III. Series. OCLC 10908559 
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areas : July 1, 1981, and 1982 (provisional). — [Washington, 
D.C.) : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O., 1984] 

6 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-13-C) Caption title. 
“Issued June 1984.” @ltem 142-C-4 S/N 003-024-05853-7 
@ GPO $1.00 

1. Illinois — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Illinois coun- 
ties and metropolitan areas. III. Series. OCLC 10935341 
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C 3.186:P-26/82-15-C 
Estimates of the population of Iowa counties and metropolitan 
areas : July 1, 1981, and 1982 (provisional). — [Washington, 
D.C.] : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O., 1984] 

5 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-15-C) Caption title. 
“Issued June 1984.” @ltem 142-C-4 S/N 003-024-05855-3 
@GPO $1.00 

1. lowa — Population — Statistics. I. 
Bureau of the Census. 
and metropolitan areas. 


United States. 
II. Title: Population of lowa counties 
III. Series. OCLC 10935368 


Page 34 


84-18631 


C 3.186:P-26/82-17-C 


Estimates of the population of Kentucky counties and metropol- 


itan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
(For sale by the Supt. of Does., U.S. G.P.O.], 1984. 

6 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-17-C) Caption title. 
“Issued June 1984.” @Item 142-C-4 S/N 003-024-05857-0 
@ GPO $1.00 

1. Kentucky — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Kentucky 
counties and metropolitan areas. III. Series. OCLC 
10935388 
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Estimates of the population of Minnesota counties and metro- 


politan areas : July 1, 1981, and 1982 (provisional). — [Wash- 
ington, D.C.) : U.S. Dept. of Commerce, Bureau of the 
Census : [For sale by the Supt. of Does., U.S. G.P.O.), 1984. 
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“Issued June 1984.” @lItem 142-C-4 S/N 003-024-05863-4 
@GPO $1.00 

1. Minnesota — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Minnesota 
counties and metropolitan areas. III. Series. OCLC 
10935401 
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Estimates of the population of New Jersey counties and metro- 


politan areas : July 1, 1981, and 1982 (provisional), — [Wash- 
ington, D.C.] : U.S. Dept. of Commerce, Bureau of the 
Census : (For sale by the Supt. of Docs., U.S. G.P.O., 1984] 
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P-26, Local population estimates ; no. 82-30-C) Caption title. 
“Issued June 1984.” @ltem 142-C-4 S/N 003-024-05870-7 
@ GPO $1.00 

1. New Jersey — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of New Jersey 
counties and metropolitan areas. III. Series. OCLC 
10915821 


84-18634 
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Estimates of the population of North Carolina counties and 


metropolitan areas : July 1, 1981, and 1982 (provisional). — 
(Washington, D.C.] : U.S. Dept. of Commerce, Bureau of the 
Census : [For sale by the Supt. of Docs., U.S. G.P.O., 1984] 
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P-26, Local population estimates ; no. 82-33-C) Caption title. 
“Issued June 1984.” @lItem 142-C-4 S/N 003-024-05873-1 
@ GPO $1.00 

1. North Carolina — Population — Statistics. I. United 
States. Bureau of the Census. II. Title: Population of North 
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OCLC 10935412 
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Estimates of the population of Pennsylvania counties and metro- 

politan areas : July 1, 1981, and 1982 (provisional). — [Wash- 

ington, D.C.) : U.S. Dept. of Commerce, Bureau of the 
Census : [For sale by the Supt. of Docs., U.S. G.P.O., 1984] 
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States. Bureau of the Census. II. Title: Population of Penn- 
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OCLC 10881328 
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C 3.186:P-26/82-43-C 
Estimates of the population of Texas counties and metropolitan 
areas : July 1, 1981, and 1982 (provisional). — [Washington, 
D.C.] : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O., 1984] 
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Bureau of the Census. 
and metropolitan areas. 


United States. 
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IIL. Series. OCLC 10881343 
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ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O., 1984] 
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1. Vermont — Population — Statistics. I. United States. 
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counties and metropolitan areas. III. Series. OCLC 
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County business patterns, lowa. Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v. : ill. ; 28 cm. 
Annual 
$4.75 
Began with 1964. “CBP-82-17” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-15 S/N 
003-024-05790-5 Continues in part: County business patterns. 
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1. Iowa — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 07537404 
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C 3.204:82-18 
County business patterns, Kansas. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 
v. : ill. ; 24-28 cm. 
Annual 
$4.50 
Began with 1964. “CBP-82-18” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-16 S/N 
003-024-05791-3 Continues in part: County business patterns. 
Pt. 5B, West North Central states. Kansas, Nebraska, North 
Dakota, South Dakota 
1. Kansas — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 06549900 
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C 3.204:82-25 
County business patterns, Minnesota. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 
v. : ill. ; 28 cm. 
Annual 
$4.75 
Began with 1964. “CBP-82-25.” 1982. Description 
based on: 1979. @Item 133-A-23 S/N 003-024-05798-1 
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1. Minnesota — Industries — Periodicals. 1. United States. 
Bureau of the Census. OCLC 06996547 


84-18641 
C 3.204:82-27 
County business patterns, Missouri. Washington, D.C. : Dept. of 
Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 
v.: ill. ; 24-28 cm. 
Annual 
$5.00 
Began with 1964. “CBP-82-27” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-25 S/N 
003-024-05800-6 Continues in part: County business patterns. 
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1. Missouri — Industries — Periodicals. I. United States. 
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C 3.204:82-29 
County business patterns, Nebraska. Washington, D.C. : US. 
Dept. of Commerce, Bureau of the Census : For sale by the 
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Print. Off., Washington, D.C. 20402 
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Annual 
$5.00 
Began with 1964. “CBP-82-29” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-27 S/N 
003-024-04033-6 Continues in part: County business patterns. 
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1. Nebraska — Industries — Periodicals. 
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U.S. Dept. of Commerce, Bureau of the Census : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C., 20402 
v. : ill. ; 28 cm. 
Annual 
$2.25 
Began with 1964. “CBP-82-36" 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-34 S/N 
003-024-05809-0 Continues in part: County business patterns. 
Pt. 5B, West North Central states, Kansas, Nebraska, North 
Dakota, South Dakota 
1. North Dakota — Industries — Periodicals. I. 
States. Bureau of the Census. OCLC 07541523 


United 
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Census Bureau — Commerce Dept. 


84-18644 


C 3.204:82-43 
County business patterns, South Dakota. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. : ill. ; 28 cm. 

Annual 

$2.25 

Began with 1964. “CBP-82-43” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-41 S/N 
003-024-05816-2 Continues in part: County business patterns. 
Pt. 5B, West North Central states, Kansas, Nebraska, North 
Dakota, South Dakota 

1. South Dakota — Industries — Periodicals. I. United 
States. Bureau of the Census. OCLC 07541489 


84-18645 


C 3.215:H-111-83-5 
Current housing reports. Series H-111, Housing vacancies. Va- 
cancy rates and characteristics of housing in the United 
States, annual statistics. Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs, U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. : ill. ; 28 cm. 

Annual 

$11.00 (U.S., sold with quarterly issues and with Housing 
characteristics, H-121) $13.75 (foreign) $4.50 (single copy, 
U.S.) $5.65 (single copy, foreign) Vols. for 1971-1975 were 
classed: C 56.214:H-111/ 1983. Description based on: 1980. 
@ltem 141-A S/N 003-001-80006-3 Related records: t Cur- 
rent housing reports. H-111, Housing vacancies ISSN 0498- 
8469 

1. Housing — United States — Statistics — Periodicals. I. 
United States. Bureau of the Census. OCLC 03891104 


84-18646 


C 3.215:H-170-81-2 
Current housing reports. H-170, Annual housing survey, Ana- 
heim-Santa Ana-Garden Grove, Calif., standard metropolitan 
Statistical area. Housing characteristics for selected metropoli- 
tan areas. Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Data User Services Divi- 
sion, Customer Services (Publications), Bureau of the Census, 
Data User Services Division, Customer Services (Publica- 
tions), Bureau of the Census, Washington, D.C. 20233 

v. : maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 1981. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 

1. Housing — California— Anaheim Metropolitan Area — 
Statistics — Periodicals. 2. | Housing — California — Santa 
Ana Metropolitan Area — Statistics — Periodicals. 3. Hous- 
ing — California —- Garden Grove Metropolitan Area — Sta- 
tistics — Periodicals. I. United States. Bureau of the Census. 
II. United States. Dept. of Housing and Urban Development. 


Office of Policy Development and Research. OCLC 
10945323 


84-18647 


C 3.215:H-170-81-4 


Current housing reports. H-170, Annual housing survey, Dallas, 


Tex., standard metropolitan statistical area. Housing charac- 
teristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publica- 
tions), Bureau of the Census, Data User Services Division, 
Customer Service (Publications), Bureau of the Census, Wash- 
ington, D.C. 20233 

v. : maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 1981. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 

1. Housing — Texas — Dallas Metropolitan Area — Statis- 
tics — Periodicals. I. United States. Bureau of the Census. 
II. United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research, OCLC 
10945420 


84-18648 


C 3.215:H-170-81-10 


Current housing reports. H-170, Annual housing survey, 


Newark, N.J., standard metropolitan statistical area. Housing 
characteristics for selected metropolitan areas. Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Data User Services Division, Customer Services (Pub- 
lications), Bureau of the Census, Data User Services Divi- 
sion, Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 

v. : maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 1981. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 

1. Housing — New Jersey — Newark Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of the 
Census. II. United States. Dept. of Housing and Urban De- 
velopment. Office of Policy Development and Research. 
OCLC 10945505 


84-18649 


C 3.215:H-170-81-20 


Current housing reports. H-170, Annual housing survey, Madi- 


son, Wis., standard metropolitan statistical area. Housing 
characteristics for selected metropolitan areas. Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Data User Services Division, Customer Services (Pub- 
lications), Bureau of the Census, Data User Services Divi- 
sion, Customer Services (Publications), Bureau of the Census, 
Washington, D.C., 20233 

v. : maps ; 28 cm. 

Triennial 

Began with 1974. 1981. Description based on: 1977. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @Item 141-A 

1. Housing — Wisconsin — Madison Metropolitan area — 
Statistics — Periodicals. I. United States. Bureau of the 
Census. II. United States. Dept. of Housing and Urban De- 
velopment. Office of Policy Development and Research. 
OCLC 08342134 





84-18650 
C 3.223/10:980/v.2/pt.7 C 
Census of population (1980). Subject reports. 

1980 census of population. Volume 2, Subject reports. 7C, 
Occupation by industry. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by Supt. of 
Docs., U.S. G.P.O., 1984. 

711 p. in various pagings : forms ; 28 cm. “Issued May 
1984.” “PC80-2-7C.” @Item 159-G S/N 003-024-05666-6 
@ GPO $14.00 

1. Occupations — Statistics. 2. United States — Occupa- 
tions — Statistics. 3. Labor supply — United States — Statis- 
tics. I. United States. Bureau of the Census. II. Title. III. 
Title: Subject reports, occupation by industry. IV. Title: Oc- 
cupation by industry. OCLC 10944697 


84-18651 
C 3.223/10:980/v.2/pt.8 B 
Census of population (1980). Subject reports. 

1980 census of population. Volume 2, Subject reports. 8B, 
Earnings by occupation and education. — Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs., U.S. G.P.O., 1984. 

540 p. in various pagings : forms ; 28 cm. “Issued May 
1984.” “PC80-2-8B.” @Item 159-G S/N 003-024-05657-7 
@ GPO $13.00 

1. Wages— United States — Statistics. 2. Income — 
United States — Statistics. 3. Occupations — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Subject reports, earnings by occupation and education. IV. 
Title: Earnings by occupation and education. OCLC 
10915571 


84-18652 
C 3.223/12:80-S 1-12 
Census of population (1980). Supplementary report. 

1980 census of population. Supplementary report. Asian and 
Pacific Islander population by state, 1980.— Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by the Supt. of Docs., U.S. G.P.O., [1983] 

iv, 22 p.: 1 col. map ; 28 cm. “Issued December 1983.” 
“PC80-S1-12.” @Item 154 S/N 003-024-05832-4 @ GPO 
$1.50 

1. Asian Americans — Statistics. 2. Oceanian Americans — 
Statistics. 3. United States — Population — Statistics. 4. 
United States — Census, 20th, 1980. I. United States. Bureau 
of the Census. II. Title. III. Title: Asian and Pacific Island- 
er population by state, 1980. OCLC 10392197 


84-18653 
C 3.224/3:980/B 53 B 
Censo de vivienda (1980). Caracteristicas detalladas de la vi- 
vienda. 

1980 censo de vivienda. Volumen 1, Caracteristicas de las 
unidades de vivienda. Capitulo B, Caracteristicas detalladas de 
la vivienda. Parte 53B, Puerto Rico. — Washington, D.C. : 
Departamento de Comercio de los Estados Unidos, Nego- 
ciado del Censo : A la venta por el Superintendente de 
Documentos, Oficina de Imprenta del Gobierno de los Esta- 
dos Unidos, 1984. 

131 p. in various pagings : forms, maps ; 28 cm. ‘“Publi- 
cado en abril de 1984.” Includes index. ‘“HC80-1-B53B.” 
@ltem 156-B-53 S/N 003-024-05658-5 @ GPO $4.75 

1. Housing — Puerto Rico — Statistics. 2. Puerto Rico — 
Census, 1980. 3. United States— Census, 20th, 1980. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Caracteristicas detalladas de la vivienda, Puerto Rico. 
OCLC 10909175 
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84-18554 


C 3.224/3:980/B 54 


Census of housing (1980). Detailed housing characteristics. 


1980 census of housing. Volume 1, Characteristics of hous- 
ing units. Chapter B, Detailed housing characteristics. Part 54, 
Guam. — Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O., [1984] 

51 p. in various pagings : forms, 2 maps ; 28 cm. “Issued 
June 1984.” “HC80-1-B54.” @Item 156-B-53 S/N 003- 
024-03606-1 @ GPO $2.25 

1. Housing — Guam — Statistics. 2. Guam — Census, 
1980 3. United States— Census, 20th, 1980. I. United 
States. Bureau of the Census. II. Title. III. Titie: Detailed 
housing characteristics, Guam. OCLC 10935434 


84-18655 
C 3.224/3:980/B 57 A 
Census of housing (1980). Detailed housing characteristics. 

1980 census of housing. Volume 1, Characteristics of hous- 
ing units. Chapter B, Detailed housing characteristics. Part 
57A, Northern Mariana Islands. — Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by Supt. 
of Docs., U.S. G.P.O., 1984. 

36 p. in various pagings : forms, maps ; 28 cm. “Issued 
June 1984.” “HC80-1-B57A.” @lItem 156-B-53 S/N 003- 
024-03616-9 @ GPO $2.25 

1. Housing — Northern Mariana Islands — Statistics. 2. 
Northern Mariana Islands—Census, 1980. 3. United 
States — Census, 20th, 1980. I. United States. Bureau of the 
Census. II. Title. III. Title: Detailed housing characteris- 
tics, Northern Mariana Islands. OCLC 10886326 


84-18656 
C 3.224/7:980/v.5 
Census of housing (1980). Residential finance. 

1980 census of housing. Volume 5, Residential finance. — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., [1983] 

878 p. in various pagings : ill., forms, maps ; 28 cm. 
“Issued November 1983.” Includes index. ‘“HC-80-5.” 
@ltem 155-A S/N 003-024-05834-1 @ GPO $16.00 

1. Housing— United States — Finance — Statistics. 2. 
United States — Census, 20th, 1980. I. United States. Bureau 
of the Census. II. Title. III. Title: Residential finance. 
HD7293.C42  1983b 81-607952 332.7/22/0973 ¢2 19 
OCLC 07463368 


84-18657 
C 3.255/2:RC 82-A-51 
Census of retail trade (1982). Geographic area series. 

1982 census of retail trade. Geographic area series. Wyo- 
ming. — Washington, D.C. : U.S. Dept. of Commerce, Bureau 
of the Census : For sale by Supt. of Docs., U.S. G.P.O., 
[1984] 

41 p. in various pagings : 1 form ; 28 cm. “Issued April 
1984.” “RC82-A-51” @Item 132-A-50 S/N  003-024- 
91001-2 @ GPO $2.25 

1. Retail trade — Wyoming — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Wyoming. OCLC 10909316 


84-18658 
C 3.256/2:WC 82-A-51 
Census of wholesale trade (1982). Geographic area series. 

1982 census of wholesale trade. Geographic area series. 
Wyoming. — Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O., [1984] 
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National Bureau of Standards — Commerce Dept. 


39 p. in various pagings : 1 form ; 28 cm. “Issued April livestock (industry 5154) IV. Title: Livestock (industry 
1984.” “WC82-A-51.”. @Item 132-B-50 S/N  003-024- 5154) OCLC 10915800 
90901-4 @ GPO $2.25 
1. Wholesale trade — Wyoming — Statistics. I. United : 
States. Bureau of the Census. Il. Title. Ill. Title: Geo- NATIONAL BUREAU OF STANDARDS 
graphic area series, Wyoming. OCLC 10915536 Commerce Dept. 
84-18659 Washington, DC 20234 


C 3.256/3-2:WC 82-I-25 (P) 84-18663 
Census of wholesale trade (1982). Preliminary report. 
1982 census of wholesale trade. Preliminary report. Indus- 
‘ x , - ‘ ; 3 Albers, John. 
try series. Women’s, children’s, and infants’ clothing and ac- TXYZ fi asad IC thermal ‘ 
cessories (industry 5137). — [Washington, D.C. : U.S. Dept. of v& pragneader eeninanduator IC thanmedi-enciyan: / 
: John Albers. — Washington, DC : U.S. Dept. of Commerce, 
Commerce, Bureau of the Census : For sale by Supt. of : 
Docs., U.S. G.P.O., 1984] National Bureau of Standards : For sale by the Supt. of 
4p.; 28cm. Caption title. “Issued May 1984.” “WC82- Docs., U.S. G.P.O., 1984. : 
1-25(P)” @ltem 133-B-1 S/N 003-024-90776-3 @ GPO iv, 61 p. : ill. : 28 cm. — (Semiconductor measurement 
$1.00 technology) (NBS special publication ; 400-76) Final. Dis- 
1. Wholesale trade — United States — Statistics. 2. Cloth- tributed to depository libraries in microfiche. ‘Issued April 
ing trade — United States — Statistics. I. United States. 1984.” Includes bibliographical references. @Item 247 
Bureau of the Census. II. Title. III. Title: Industry series, (microfiche, 
women’s, children’s, and infants’ clothing and accessories (in- 1. Semiconductors — Thermal properties. 2. Thermal anal- 
dustry 5137) IV. Title: Women’s, children’s, and infants’ ysis — Data processing. 3. Integrated circuits. I. United 
clothing and accessories (industry 5137) OCLC 10915737 States. National Bureau of Standards. II. Title. III. Series. 
948 IV. Series. 84-601026 OCLC 10868914 


C 3.256/3-2:WC 82-I-27 (P) 84-18664 
Census of wholesale trade (1982). Preliminary report. 


1982 census of wholesale trade. Preliminary report. Indus- National B f P : 3 
Visite. Goteaaeh tent quobecien Caluanry S141). — (Washing- ational Bureau of Standards/National Security Agency Work 


: 4 shop on Standardization Issues for Optical Digital Data Disk 
oo sal ne —_ of UR OPEL wea of the Census : (OD*) Technology (1983 : National Bureau of Standards) 
rig co en Doggy si ed May ea” “woe. Proceedings of the National Bureau of Standards/National 
1-27(P)” ys aes 133-Bel S /N 003-024-90778 0 @ GPO Security Agency Workshop on Standardization Issues for Op- 
$1.00 tical Digital Data Disk (OD*) Technology / Jean B. Freed- 
1. Wholesale trade — United States — Statistics. 2. Gro- man, editor ; mejor comsributors, Mack W. Goldberg, W. 
cery trade —United States —Statistics. I. United States. Mike Decee, Edward LaBudde ; cosponsored by National 
Bureau of the Census. II. Title. III. Title: Industry series, Security Agency, Dept. of Defense. — Washington, D.C. : 
general-line groceries (industry 5141) IV. Title: General-line pi fas = a Pept eon | Standards : For 
roceries (industry 5141 upt. of Docs., U.S. G.P.O., . 
ee rn are ix, 227 p. : ill. ; 28 cm.— (NBS special publication ; 500- 
84-18661 111) (Computer science and technology) Final. Distributed 
C 3.256/3-2:WC 82-I-29 (P) to depository libraries in microfiche. “Issued April 1984.” 
Census of wholesale trade (1982). Preliminary report. Includes bibliographical references. @lItem 247 (microfiche) 
1982 census of wholesale trade. Preliminary report. Indus- S/N 003-003-02573-9 @ GPO $7.00 
try series. Dairy products (industry 5143). — [Washington, 1. Optical data processing — Congresses. I. Goldberg, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For Mark W. II. Freedman, Jean B. III. Deese, W. Mike. IV. 


sale by Supt. of Docs., U.S. G.P.O., 1984] i i 
4p.;28cm. Caption title. “Issued May 1984.” “WC82- LaBudde, Edward. V. United States. National Bureau of 


e ” Standards. VI. United States. National Security Agency. 
L29(P)" @ltem 133-B-1 S/N 003-024-90780-1 @ GPO VI. Title. VIII. Series. IX. Series: Computer science & 


1. Wholesale trade — United States — Statistics. 2. Dairy ee ee 
products — United States — Statistics. I. United States. 84-18665 
Bureau of the Census. II. Title. III. Title: Industry series, 


A > C 13,10:637/v.2 
dairy products (industry 5143) IV. Title: Dairy products (in- ; soati : ‘ 
dustry 5143) OCLC 10915721 Optical fiber characterization. — Washington, D.C. : U.S. Dept. 


of Commerce, National Bureau of Standards ; [Springfield, 
84-18662 Va. : National Technical Information Service, distributor], 
C 3.256/3-2:WC 82-1-34 (P) 1982- 

Census of wholesale trade (1982). Preliminary report. v. : ill. ; 28 cm.— (NBS special publication ; 637) “Elec- 

1982 census of wholesale trade. Preliminary report. Indus- tromagnetic Technology Division, Center for Electronics and 

try series. Livestock (industry 5154). —[Washington, D.C. : Electrical Engineering, National Bureau of Standards.” Dis- 

U.S. Dept. of Commerce, Bureau of the Census : For sale by tributed to depository libraries in microfiche. Includes bib- 

Supt. of Docs., U.S. G.P.O., 1984] liographical references. Contents: v. 2. Attenuation, frequen- 

4p.; 28cm. Caption title. “Issued May 1984.” “WC82- cy domain bandwidth, and radiation patterns / G.E. Cham- 
1-34(P)” @Item 133-B-1 S/N 003-024-90784-4 @ GPO berlain «.. [et-al.] ‘@Item 247 (microfiche) 

$1.00 1. Optical fibers. I. National Engineering “Laboratory 

be Wholesale trade — United States — Statistics. .2. Animal (U.S.). Electromagnetic Technology Division. II. Series. 

industry — United States — Statistics. I. United - States. QC100.U57 no. 637 82-600563 //r84 [TA1800] 602/.18 s 

Bureau of the Census. II. Title. III. Title: Industry series, [621.36/92 ¢2 19] OCLC 08842666 
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84-18666 
C 13.10:677 
NVLAP (Program : U.S.) 

Annual report and directory of accredited laboratories / 
NVLAP. Washington, D.C. : Office of Product Standards 
Policy, National Bureau of Standards, U.S. Dept. of Com- 
merce, Office of Product Standards Policy, National Bureau 
of Standards, Washington, DC 20234 

v. ; 28 cm. (NBS special publication ; 677) 

Annual 7th, May 1984. Description based on: Sth (1981) 
Vols. for (1983-) distributed to depository libraries in micro- 
fiche. @lItem 247 (microfiche) 

1. Testing laboratories — United States — Accreditation — 
Periodicals. 2. NVLAP (Program : U.S.) — Periodicals. I. 
United States. Office of Product Standards Policy. II. Title. 
III. Series. OCLC 09004835 


84-18667 
C 13.46:1073 
Daywitt, William C. 

An error analysis for the use of presently available lunar 
radio flux data in broadbeam antenna-system measurements / 
William C. Daywitt.— Washington, D.C. : U.S. Dept. of 
Commerce, National Bureau of Standards : For sale by the 
Supt. of Docs., U.S. G.P.O., 1984. 

31 p. : ill. ; 28 cm. — (NBS technical note ; 1073) Distrib- 
uted to depository libraries in microfiche. “Issued February 
1984.” Includes bibliographical references. @Item 249-A 
(microfiche) S/N 003-003-02555-1 @ GPO $2.00 

1. Radio astronomy. 2. Antennas (Electronics) I. United 
States. National Bureau of Standards. II. Title. III. Series. 
OCLC 10859809 


84-18668 
C 13.46:1191 
Misakian, M. 

Electrical parameters in 60-Hz biological exposure systems 
and their measurement : a primer / M. Misakian ; prepared 
for Division of Electric Energy Systems, Department of 
Energy. — Washington, D.C. : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards : For sale by the Supt. of Docs., 
U.S. G.P.O., 1984. 

vi, 36 p. : ill. ; 28 cm.— (NBS technical note ; 1191) 
Distributed to depository libraries in microfiche. “Issued 
April 1984.” Includes bibliographical references. @lItem 
249-D (microfiche) S/N 003-003-02581-0 @ GPO $2.25 

1. Magnetic fields — Physiological effect. I. United States. 
Division of Electric Energy Systems. II. United States. Na- 
tional Bureau of Standards. III. Title. IV. Series. OCLC 
10859861 


84-18669 
C 13.58:84-2871 
Fire research publications / U.S. Department of Commerce, 
National Bureau of Standards, National Engineering Labora- 
tory, Center for Fire Research. Washington, D.C. : The 
Center ; [Springfield, Va. : National Technical Information 
Service, distributor, National Technical Information Service, 
Springfield, Va. 22161 
v ; 28 cm. (NBSIR ; 84-2871) 
Annual 
Began with 1969/72. 1983. Description based on: 1981. 
Vols. for (1981-) distributed to depository libraries in micro- 
fiche. @lItem 247-D (microfiche) 
1. Fire prevention — Research — Bibliography — Periodi- 
cals. I. Center for Fire Research (U.S.) II. Series. OCLC 
05143642 
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NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, Md. 20852 


84-18670 
C 55.12:P 12-1984 

National hurricane operations plan / U.S. Department of Com- 
merce, National Oceanic and Atmospheric Administration. . 
Washington, D.C. : U.S. Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Federal Coordinator 
for Meteorological Services and Supporting Research, Fed- 
eral Coordinator for Meteorological Services and Supporting 
Research, NOAA, Dept. of Commerce, Washington, D.C. 
20230 

v. : ill., forms, map ; 28 cm. 

Annual “FCM-P_ 12-1984” May 1984. Description 
based on: May 1982. Vols. for (1981-) distributed to deposi- 
tory libraries in microfiche. @Item 250-E (microfiche) 
ISSN 0092-2056 

1. United States — Hurricanes — Periodicals. 2. Weather 
forecasting — Periodicals. 1. United States. Office of Federal 
Coordinator for Meteorological Services and Supporting Re- 
search. II. United States. National Oceanic and Atmospheric 
Administration. QC851.U485  subser 73-644714 //r83 
[QC959.U6] 551.5/0973 s [353.008/1] OCLC 01787566 


84-18671 
C 55.13:NESDIS 1 
Dewey, Kenneth F. (Kenneth Frederic), 1947- 

Satellite observations of variations in Southern Hemisphere 
snow cover / Kenneth F. Dewey and Richard Heim, Jr. — 
Washington, D.C. : U.S. Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, National Earth Satel- 
lite, Data, and Information Service, [1983] 

iii, 20 p. : ill. ; 28 cm. — (NOAA technical report NESDIS 
; 1) Distributed to depository libraries in microfiche. “June 
1983.” Bibliography: p. 16-17. @lItem 208-C-12 (micro- 
fiche) 

1. Snow — Remote sensing — Data processing. 2. Meteor- 
ological satellites — Data processing. I. Heim, Richard. II. 
United States. National Environmental Satellite, Data, and 
Information Service. III. Title. IV. Series. OCLC 
10200646 


84-18672 
C 55,13:NESDIS 5 
Keller, David L. 

A statistical technique for forecasting severe weather from 
vertical soundings by satellite and radiosonde / David L. 
Keller and William L. Smith. — Washington, D.C. : U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministation, National Environmental Satellite, Data, and In- 
formation Service, [1983] 

iv, 35 p. : ill. ; 28 cm. — (NOAA technical report NESDIS 
; 5) Distributed to depository libraries in microfiche. “June 
1983.” Bibliography: p. 17-18. “NOAA—S/T 83-136”—P. 
[4] of cover. @Item 208-C-12 (microfiche) 

1. Radiosondes. 2. Statistical weather forecasting. 3. Me- 
teorological satellites. 4. Weather forecasting. I. Smith, 
William L. II. United States. National Environmental Satel- 
lite, Data, and Information Service. III. Title. IV. Series. 
OCLC 10512146 


84-18673 
C 55.13:OTES-9 
Pryor, Donald. 
Performance characteristics of the bathymetric swath 
survey system / Donald Pryor. — Rockville, Md. : U.S. Dept. 
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National Climatic Data Center — Commerce Dept. 


of Commerce, National Oceanic and Atmospheric Adminis- 
tration, Ocean Technology and Engineering Services, [1982] 


vi, 206 p. : ill. ; 28 cm.— (NOAA technical report OTES ; 
9) Distributed to depository libraries in microfiche. “May 
1982.” Bibliography: p. 95-96. “NOAA—S/T-82-168”—P. 
[4] of cover. @lItem 208-C-10 (microfiche) 

1. Hydrographic surveying — Equipment and supplies. 2. 
Oceanographic instruments. I. United States. Ocean Tech- 
nology and Engineering Services. II. Title. III. Series. 
OCLC 08684887 


84-18674 


C 55.13/2:NMFS F/NWC-50 


Knechtel, Charles D. 


A numerical simulation model of the population dynamics 
of walleye pollock, Theragra chalcogramma (Pallas 1811), in 
a simplified ecosystem / by Charles D. Knechtel and Lewis J. 
Bledsoe. — Seattle, Wash. : U.S. Dept. of Commerce, Nation- 
al Oceanic and Atmospheric Administration, National Marine 
Fisheries Service ; Springfield, Va. : National Technical In- 
formation Service [distributor, 1981- ] 

v. : ill. ; 28 cm. — (NOAA technical memorandum NMFS 
F/NWC ; 50) “Resource Assessment and Conservation E1- 
gineering Division, Northwest and Alaska Fisheries Center, 
National Marine Fisheries Service, National Oceanic and At- 
mospheric Administration.” Distributed to depository librar- 
ies in microfiche. “October 1983”—Pt. 2. Bibliography: pt. 
2, p. 207-216. Contents: pt. 2. Model calibration, validation, 
and exercise. @lItem 208-C-4 (microfiche) 

1. Fish populations — Bering Sea — Mathematical models. 
2. Marine ecology — Bering Sea — Mathematical models. I. 
Bledsoe, Lewis J. II. Northwest and Alaska Fisheries Center 
(U.S.). Resource Assessment and Conservation Engineering 
Division. III. Title. IV. Title: Model calibration, valida- 
tion, and exercise. V. Series. OCLC 08101175 


84-18675 


C 55,.13/2: NMFS-SEFC-100 
Poffenberger, J. 

A report on the available economic data for the shrimp 
fisheries in the southeastern United States / John R. Poffen- 
berger. — Miami, Fla. : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Marine 
Fisheries Service, Southeast Fisheries Center, [1982] 

1 v. ; 28 cm.— (NOAA technical memorandum NMFS 
SEFC ; 100) Distributed to depository libraries in micro- 
fiche. “May 1982.” Bibliography: p. [13-21] @lItem 208- 
C-4 (microfiche) 

1. Shrimp fisheries —- Southeastern States. I. Southeast 


Fisheries Center (U.S.) II. Title. III. Series. OCLC 
09264181 


NATIONAL CLIMATIC DATA CENTER 
Commerce Dept. 
Washington, DC 20230 


84-18676 


C 55.287/09:(date) 
Delaware monthly local climatological data [microform] [Ashe- 
ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 
microfiches ; 11 x 15 cm. 
Monthly 
Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper. @lItem 274-E-08 
(microfiche) 
1. Meteorology — Delaware — Wilmington — Statistics — 
Periodicals. 2. Wilmington (Del.) — Climate — Statistics — 
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Periodicals. I. National Climatic Data Center (U.S.) 
OCLC 10829013 


84-18677 
C 55.287/35:(date) 

North Carolina monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-33 (microfiche) 

1. Meteorology — North Carolina — Statistics — Periodi- 
cals. 2. North Carolina — Climate — Statistics — Periodicals. 
I. National Climatic Data Center (U.S.) OCLC 10852781 


84-18678 
C 55.287/36:(date) 

North Dakota monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-34 (microfiche) 

1. Meteorology — North Dakota — Statistics — Periodicals. 
2. North Dakota — Climate — Statistics — Periodicals. I. 
National Climatic Data Center (U.S.) OCLC 10852820 


84-18679 
C 55.287/37:(date) 

Ohio monthly local climatological data [microform] [Asheville, 
N.C.] : DOC, NOAA, NESDIS, NCDC, National Climatic 
Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-35 (microfiche) 

1. Meteorology — Ohio — Statistics — Periodicals. 2. 
Ohio — Climate — Statistics — Periodicals. I. National Cli- 
matic Data Center (U.S.) OCLC 10852871 


84-18680 
C 55.287/38:(date) 

Oklahoma monthly local climatological data [microform] [Ashe- 
ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-36 (microfiche) 

1. Meteorology — Oklahoma — Statistics — Periodicals. 2. 
Oklahoma — Climate — Statistics — Periodicals. I. National 
Climatic Data Center (U.S.) OCLC 10852934 


84-18681 
C 55,287/39:(date) 

Oregon monthly local climatological data [microform] [Ashe 
ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 
Monthly 





Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-37 (microfiche) 

1. Meteorology — Oregon — Statistics — Periodicals. 2. 
Oregon — Climate — Statistics — Periodicals. I. National 
Climatic Data Center (U.S.) OCLC 10853014 

84-18682 

C 55.287/40:(date) 

Pacific Islands monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for various islands. 
@ltem 274-E-53 (microfiche) 

1. Meteorology — Pacific Islands (Trust Territory) — Statis- 
tics — Periodicals. 2. Pacific Islands (Trust Territory) — Cli- 
mate — Statistics — Periodicals. 3. Meteorology — Guam — 
Statistics — Periodicals. 4. Guam — Climate — Statistics — 
Periodicals. 5. Meteorology— American Samoa — Pago 
Pago — Statistics — Periodicals. 6. Pago Pago (American 
Samoa) — Climate — Statistics — Periodicals. I. National 
Climatic Data Center (U.S.) OCLC 10858420 

84-18683 

C 55,287/41:(date) 

Pennsylvania monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-38 (microfiche) 

1. Meteorology — Pennsylvania — Statistics — Periodicals. 
2. Pennsylvania — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Data Center (U.S.) OCLC 10857379 

84-18684 

C 55.287/42:(date) 

Rhode Island monthly local climatological data [microform] 

[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 


al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 


microfiches ; 11 x 15 cm. 
Monthly 
Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper. @lItem 274-E-35 
(microfiche) 
1. Meteorology — Rhode Island — Statistics — Periodicals. 
2. Rhode Island — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Data Center (U.S.) OCLC 10858747 
84-18685 
C 55.287/43:(date) 
South Carolina monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 


al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 


microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper. @lItem 274-E-40 
(microfiche) 

1. Meteorology — South Carolina — Statistics — Periodi- 
cals. 2. South Carolina — Climate — Statistics — Periodicals. 
I. National Climatic Data Center (U.S.) OCLC 10859025 


Government Publications — September 1984 


84-18686 
C 55.287/44:(date) 

South Dakota monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper. @Item 274-E-41 
(microfiche) 

1. Meteorology — South Dakota — Statistics — Periodicals. 
2. South Dakota — Climate — Statistics — Periodicals. 1. Na- 
tional Climatic Data Center (U.S.) OCLC 10859124 


84-18687 
C 55.287/45:(date) 
Tennessee monthly local climatological data [microform] [Ashe- — 
ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 
microfiches ; 11 x 15 cm. 
Monthly 
Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-42 (microfiche) 
1. Meteorology — Tennessee — Statistics — Periodicals. 2. 
Tennessee —— Climate — Statistics — Periodicals. I. National 
Climatic Data Center (U.S.) OCLC 10863245 


84-18688 
C 55.287/46:(date) 

Texas monthly local climatological data [microform] [Asheville, 
N.C.] : DOC, NOAA, NESDIS, NCDC, National Climatic 
Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-43 (microfiche) 

1. Meteorology — Texas — Statistics — Periodicals. 2. 
Texas — Climate — Statistics — Periodicals. I. National Cli- 
matic Data Center (U.S.) OCLC 10863287 


84-18689 
C 55.287/47:(date) 

Utah monthly local climatological data [microform] [Asheville, 
N.C.] : DOC, NOAA, NESDIS, NCDC, National Climatic 
Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-44 (microfiche) 

1. Meteorology — Utah — Statistics — Periodicals. 2. 
Utah — Climate — Statistics — Periodicals. I. National Cli- 
matic Data Center (U.S.) OCLC 10863320 


84-18690 
C 55.287/48:(date) 

Vermont monthly local climatological data [microform] [Ashe- 
ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper. @Item 274-E-45 
(microfiche) 

1. Meteorology — Vermont — Burlington — Statistics — 
Periodicals. 2. Burlington (Vt.) — Climate — Statistics — 
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Periodicals. I. National Climatic Data Center (U.S.) 
OCLC 10858713 


84-18691 
C 55.287/49:(date) 

Virginia monthly local climatological data [microform] [Ashe- 
ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-46 (microfiche) 

1. Meteorology — Virginia — Statistics — Periodicals. 2. 
Virginia — Climate — Statistics — Periodicals. I. National 
Climatic Data Center (U.S.) OCLC 10863366 


84-18692 
C 55.287/50:(date) 

Washington monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-47 (microfiche) 

1. Meteorology — Washington (State) — Statistics — Peri- 
odicals. 2. Washington (State) — Climate — Statistics — Peri- 
odicals. I. National Climatic Data Center (U.S.) OCLC 
10863402 


84-18693 
C 55.287/51:(date) 

West Indies monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 

microfiches ; 11 x 15 cm. e 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper. @lItem 274-E-53 
(microfiche) 

1. Meteorology — Puerto Rico —San Juan — Statistics — 
Periodicals. 2. San Juan (P.R.)— Climate — Statistics — 
Periodicals. I. National Climatic Data Center (U.S.) 
OCLC 10858579 


84-18694 
C 55.287/52:(date) 

West Virginia monthly local climatological data [microform] 
[Asheville, N.C.] : DOC, NOAA, NESDIS, NCDC, Nation- 
al Climatic Data Center, Federal Building, Asheville, N.C. 
28801 


microfiches ; 11 x 15 cm. 
Monthly 
Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-48 (microfiche) 
1. Meteorology — West Virginia — Statistics — Periodicals. 
2. West Virginia — Climate — Statistics — Periodicals. 1. Na- 
tional Climatic Data Center (U.S.) OCLC 10864296 
84-18695 
C 55.287/53:(date) 
Wisconsin monthly local climatological data [microform] [Ashe- 
ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 


microfiches ; 11 x 15 cm. 
Monthly 
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Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-49 (microfiche) 

1. Meteorology — Wisconsin — Statistics — Periodicals. 2. 
Wisconsin — Climate — Statistics — Periodicals. I. National 
Climatic Data Center (U.S.) OCLC 10864334 


84-18696 


C 55.287/54:(date) 


Wyoming monthly local climatological data [microform] [Ashe- 


ville, N.C.] : DOC, NOAA, NESDIS, NCDC, National Cli- 
matic Data Center, Federal Building, Asheville, N.C. 28801 

microfiches ; 11 x 15 cm. 

Monthly 

Began with Oct. 1983. Title from header. Description 
based on: Nov. 1983. Available in paper for individual cities. 
@ltem 274-E-50 (microfiche) 

1. Meteorology — Wyoming — Statistics — Periodicals. 2. 
Wyoming — Climate — Statistics — Periodicals. I. National 
Climatic Data Center (U.S.) OCLC 10864364 


84-18697 


C 55.287/59:4-1/931-82 


State, regional, and national monthly and annual temperatures 


weighted by area / U.S. Department of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service. Asheville, N.C. : National 
Climatic Center, National Climatic Center, Federal Bldg., 
Asheville, N.C. 28801 

v. ; 22 x 28 cm. (Historical climatology series ; 4-1) Title 
from cover. Jan. 1931-Dec. 1982. Description based on: 
Jan. 1931-Dec. 1980. Vols. for (- Jan. 1931-Dec. 1980) 
issued by U.S. Dept. of Commerce, NOAA, Environmental 
Data and Information Service; (Jan. 1931-Dec. 1982 -) by the 
U.S. Dept. of Commerce, NOAA, National Environmental 
Satellite, Data, and Information Service. 

1. Atmospheric temperature — United States — Statistics — 
Periodicals. 2. United States — Climate — Statistics — Peri- 
odicals. I. National Climatic Center. II. United States. En- 
vironmental Data and Information Service. III. United 
States. National Environmental Satellite, Data, and Informa- 
tion Service. IV. Series. OCLC 05140145 


84-18698 


C 55.287/60:5-1/931-83 


State, regional, and national monthly and seasonal heating 


degree days weighted by population / U.S. Department of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Data and Information Service. Asheville, 
N.C. : National Climatic Center, National Climatic Center, 
Federal Bidg., Asheville, N.C. 28801 

v. ; 22 x 28 cm. (Historical climatology series ; 5-1) Title 
from cover. July 1931-June 1983. Description based on: 
July 1931-June 1981. Reports for (July 1931-June 1981—) 
are derived from the (1980-) census. Vols. for (- July 1931- 
June 1981) were issued by U.S. Dept. of Commerce, NOAA, 
Environmental Data and Information Service; (July 1931- 
June 1983 -) by the U.S. Dept. of Commerce, NOAA, Na- 
tional Environmental Satellite, Data; and Information Service. 

1. Degree days — United States — Statistics — Periodicals. 
2. Atmospheric temperature — United States — Statistics — 
Periodicals. 3. United States — Climate — Statistics — Peri- 
odicals. I. National Climatic Center. II. United States. En- 
vironmental Data and Information Service. III. United 
States. National Environmental Satellite, Data, and Informa- 
tion Service. IV. Series. OCLC 05140214 





84-18699 
C 55.287/61:Al 1 b/884-982 
Statewide average climatic history. Alabama. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1884-1982- Title from cover. 1884-1982. 
1. Atmospheric temperature — Alabama — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Alatama — 
Tables — Periodicals. 3. Degree days — Alabama — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10880049 


84-18700 
C 55.287/61:C 12/897-982 
Statewide average climatic history. California. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1897-1982- Title from cover. 1897-1982. 

1. Atmospheric temperature — California — Tables — Peri- 
Odicals. 2. Precipitation (Meteorology) — California — 
Tables — Periodicals. 3. Degree days — California — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10919757 


84-18701 
C 55.287/61:C 71/888-982 
Statewide average climatic history. Colorado. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1888-1982- Title from cover. 1888-1982. 

1. Atmospheric temperature — Colorado — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Colorado — 
Tables — Periodicals. 3. Degree days — Colorado — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10917036 


84-18702 
C 55.287/61:D 37/895-982 
Statewide average climatic history. Delaware. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1895-1982- Title from cover. 1895-1982. 

1. Atmospheric temperature — Delaware — Tables — Peri- 
Odicals. 2. Precipitation (Meteorology) — Delaware — 
Tables — Periodicals. 3. Degree days — Delaware — 
Tables — Periodicals. 1. National Climatic Data Center 
(U.S.) II. Series. OCLC 10901583 


Government Publications — September 1984 


84-18703 
C 55.287/61:F 66/891-982 
Statewide average climatic history. Florida. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1891-1982- Title from cover. 1891-1982. 

1. Atmospheric temperature — Florida — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Florida — Tables — 
Periodicals. 3. Degree days — Florida — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10904959 


84-18704 
C 55.287/61:G 2$/892-982 
Statewide average climatic history. Georgia. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1892-1982- Title from cover. 1892-1982. 

1. Atmospheric temperature — Georgia — Tables — Peri- 
Odicals. 2. Precipitation (Meteorology) — Georgia — 
Tables — Periodicals. 3. Degree days — Georgia — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10905008 


84-18705 
C 55.287/61:Id 1/893-982 
Statewide average climatic history. Idaho. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1893-1982- Title from cover. 1893-1982. 

1. Atmospheric temperature — Idaho — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Idaho — Tables — 
Periodicals. 3. Degree days — Idaho — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10901186 


84-18706 


C 55.287/61:11 6/890-982 


Statewide average climatic history. Illinois. Asheville, N.C. : 


National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- Nationai Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1890-1982- Title from cover. 1890-1982. 

1. Atmospheric temperature — Illinois — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Illinois — Tables — 
Periodicals. 3. Degree days — Illinois — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10901245 
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84-18707 
C 55.287/61:In 2/887-982 
Statewide average climatic history. Indiana. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1887-1982- Title from cover. 1887-1982. 

1. Atmospheric temperature —- Indiana — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Indiana — Tables — 
Periodicals. 3. Degree days — Indiana — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10901347 


84-18708 
C 55.287/61:lo0 9/873-982 
Statewide average climatic history. lowa. Asheville, N.C. : Na- 
tional Oceanic and Atmospheric Administration, Nationa) En- 
vironmental Satellite, Data, and Information Service, National 
Climatic Data Center, [1983- National Climatic Data Center, 
Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1873-1982- Title from cover. 1873-1982. 
1. Atmospheric temperature — lowa — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Iowa — Tables — 
Periodicals. 3. Degree days — lowa — Tables — Periodicals. 
I. National Climatic Data Center (U.S.) II. Series. OCLC 
10890146 


84-18709 
C 55.287/61:K 13/887-982 
Statewide average climatic history. Kansas. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1887-1982- Title from cover. 1887-1982. 

1. Atmospheric temperature — Kansas — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Kansas — Tables — 
Periodicals. 3. Degree days — Kansas — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10890065 


84-18710 
C $5.287/61:K 41/889-982 
Statewide average climatic history. Kentucky. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1889-1982- Title from cover. 1889-1982. 

1. Atmospheric temperature — Kentucky — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Kentucky — 
Tables — Periodicals. 3. Degree days — Kentucky — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10887160 
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84-18711 
C 55.287/61:L 93/891-982 
Statewide average climatic history. Louisiana. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1891-1982- Title from cover. 1891-1982. 

1. Atmospheric temperature — Louisiana — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Louisiana — 
Tables — Periodicals. 3. Degree days — Louisiana — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) IL. Series. OCLC 10886961 


84-18712 


C 55.287/61:M 28/895-982 


Statewide average climatic history. Maine. Asheville, N.C. : 


National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1895-1982- Title from cover. 1895-1982. 

1. Atmospheric temperature — Maine — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Maine — Tables — 
Periodicals. 3. Degree days — Maine — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10879996 


84-18713 


C 55.287/61:M 36/895-982 


Statewide average climatic history. Maryland Asheville, N.C. : 


National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1895-1982- Title from cover. 1895-1982. 

1. Atmospheric temperature — Maryland — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Maryland — 
Tables — Periodicals. 3. Degree days —— Maryland — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10872308 


84-18714 


C 55.287/61:M 38/895-982 
Statewide average climatic history. Massachusetts. Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1895-1982- Title from cover. 1895-1982. 
1. Atmospheric temperature — Massachusetts — Tables — 
Periodicals. 2. Precipitation (Meteorology) — Massachu- 
setts — Tables — Periodicals. 3. Degree days — Massachu- 
setts — Tables — Periodicals.. I. National Climatic Data 
Center (U.S.) II. Series. OCLC 10872395 





84-18715 
C 55.287/61:M 58/887-982 
Statewide average climatic history. Michigan. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1887-1982- Title from cover. 1887-1982. 

1. Atmospheric temperature — Michigan — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Michigan — 
Tables — Periodicals. 3. Degree  days— Michigan — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10872434 


84-18716 
C 55.287/61:M 66/891-982 
Statewide average climatic history. Minnesota. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1891-1982- Title from cover. 1891-1982. 
1. Atmospheric temperature — Minnesota — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Minnesota — 
Tables — Periodicals. 3. Degree days — Minnesota — 
Tables — Periodicals. I. National Climatic Data Center 
U.S.) II. Series. OCLC 10872470 


84-18717 
C 55.287/61:M 69 i/888-982 
Statewide average climatic history. Mississippi. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1888-1982- Title from cover. 1888-1982. 
1. Atmospheric temperature — Mississippi — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Mississippi — 
Tables — Periodicals. 3. Degree days — Mississippi — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) Il. Series. OCLC 10872710 


84-18718 
C 55.287/61:M 69 0/888-982 
Statewide average climatic history. Missouri. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1888-1982- Title from cover. 1888-1982. 
1. Atmospheric temperature — Missouri — Tables — Peri- 
Odicals. 2. Precipitation (Meteorology) — Missouri — 
Tables — Periodicals. 3. Degree days — Missouri — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10872654 


Government Publications — September 1984 


84-18719 
C 55.287/61:N 42 j/885-982 
Statewide average climatic history. New Jersey. Asheville, N.C. 
: National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1885-1982- Title from cover. 1885-1982. 

1. Atmospheric temperature—New Jersey — Tables — 
Periodicals. 2. Precipitation (Meteorology) — New Jersey — 
Tables — Periodicals. 3. Degree days—New Jersey — 
Tables — Periodicais.. I. National Climatic Data Center 
(U.S.) IL. Series. OCLC 10937789 


84-18720 
C 55.287/61:N 42 m/892-982 
Statewide average climatic history. New Mexico. Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1892-1982- Title from cover. 
1. Atuospheric temperature— New Mexico — Tables — 
Periodicals. 2. Precipitation (Meteorology) — New 
Mexico — Tables — Periodicals. 3. Degree days —New 
Mexico — Tables — Periodicals. I. National Climatic Data 
Center (U.S.) II. Series. OCLC 10937749 


84-18721 
C 55.287/61:N 42 y/890-982 
Statewide average climatic history. New York. Asheville, N.C. : 
Nationa) Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1890-1982- Title from cover. 1890-1982. 

1. Atmospheric temperature—New York (State) — 
Tables — Periodicals. 2. Precipitation (Meteorology) — 
New York (State) — Tables — Periodicals. 3. Degree 
days — New York (State) — Tables — Periodicals. 1, Nation- 
al Climatic Data Center (U.S.) II. Series. OCLC 10937884 


84-18722 
C 55,287/61:N 81 d/892-982 
Statewide average climatic history. North Dakota. Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical «‘imatology series ; 6-1) 

Irregular 

1892-1982- Title from cover. 1892-1982. 

1. Atmospheric temperature — North Dakota — Tables — 
Periodicals. 2. Precipitation (Meteorology) — North 
Dakota — Tables — Periodicals. 3. Degree days— North 
Dakota — Tables — Periodicals. I. National Climatic Data 
Center (U.S.) II. Series. OCLC 10872145 
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National Climatic Data Center — Commerce Dept. 


84-18723 


C 55.287/61:Oh 3/883-982 
Statewide average climatic history. Ohio. Asheville, N.C. : Na- 
tional Oceanic and Atmospheric Administration, National En- 
vironmental Satellite, Data, and Information Service, National 
Climatic Data Center, [1983- National Climatic Data Center, 
Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1883-1982- Title from cover. 1883-1982. 

1. Atmospheric temperature — Ohio — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Ohio — Tables — 
Periodicals. 3. Degree days — Ohio — Tables — Periodicals. 
I. National Climatic Data Center (U.S.) II. Series. OCLC 
10872099 


84-18724 


C 55.287/61:Ok 4/892-982 
Statewide average climatic history. Oklahoma. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1892-1982- Title from cover. 1892-1982. 

1. Atmospheric temperature — Oklahoma — Tables — Peri- 
Odicals. 2. Precipitation (Meteorology) — Oklahoma — 
Tables — Periodicals. 3. Degree days — Oklahoma — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10872053 


84-18725 


C 55.287/61:Or 3/890-982 

Statewide average climatic history. Oregon. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1890-1982- Title from cover. 1890-1982. 

1. Atmospheric temperature — Oregon — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Oregon — Tables — 
Periodicals. 3. Degree days — Oregon — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10871779 


84-18726 


C 55.287/61:P 38/888-982 

Statewide average climatic history. Pennsylvania. Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1888-1982- Title from cover. 1888-1982. 

1. Atmospheric temperature — Pennsylvania — Tables — 
Periodicals. 2. -Precipitation - (Meteorology) — Pennsylva- 
nia-— Tables — Periodicals. 3. Degree days — Pennsylva- 
nia — Tables — Periodicals. I. --National Climatic Data 
Center (U.S.) II. Series. OCLC 10871728 
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84-18727 


C 55.287/61:R 34/895-982 


Statewide average climatic history. Rhode Island. Asheville, 


N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1895-1982- Title from cover. 1895-1982. 

1. Atmospheric temperature — Rhode Island — Tables — 
Periodicals. 2. Precipitation (Meteorology) — Rhode 
Island — Tables — Periodicals. 3. Degree days — Rhode 
Island — Tables — Periodicals. I. National Climatic Data 
Center (U.S.) II. Series. OCLC 10868103 


84-18728 


C 55.287/61:So 8 c/887-982 


Statewide average climatic history. South Carolina. Asheville, 


N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1887-1982- Title from cover. 1887-1982. 

1. Atmospheric temperature — South Carolina — Tables — 
Periodicals. 2. Precipitation (Meteorology) — South Caroli- 
na — Tables — Periodicals. 3. Degree days — South Caroli- 
na — Tables — Periodicais. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10868032 


84-18729 


C 55.287/61:So 8 d/890-982 


Statewide average climatic history. South Dakota. Asheville, 


N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1890-1982- Title from cover. 1890-1982. 

1. Atmospheric temperature — South Dakota — Tables — 
Periodicals. 2. Precipitation (Meteorology) — South 
Dakota — Tables — Periodicals. 3. Degree days — South 
Dakota — Tables — Periodicals. I. National Climatic Data 
Center (U.S.) II. Series. OCLC 10867968 


84-18730 


C 55.287/61:T 25/883-982 


Statewide average climatic history. Tennessee. Asheville, N.C. : 


National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1883-1982- Title from cover. 1883-1982. 

1. Atmospheric: temperature — Tennessee — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Tennessee — 
Tables — Periodicals. 3. Degree © days — Tennessee — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10868281 





84-18731 


C 55.287/61:T 31/888-982 
Statewide average climatic history. Texas. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1888-1982- Title from cover. 1888-1982. 

1. Atmospheric temperature — Texas — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Texas — Tables — 
Periodicals. 3. Degree days — Texas — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 10868342 


84-18732 
C 55.287/61:Ut 1/891-982 
Statewide average climatic history. Utah. Asheville, N.C. : Na- 
tional Oceanic and Atmospheric Administration, National En- 
vironmental Satellite, Data, and Information Service, National 
Climatic Data Center, [1983- National Climatic Data Center, 
Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1891-1982- Title from cover. 1891-1982. 
1. Atmospheric temperature — Utah — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Utah — Tables — 
Periodicals. 3. Degree days — Utah — Tables — Periodicals. 
I. National Climatic Data Center (U.S.) II. Series. OCLC 
10868418 


84-18733 
C 55.287/61:V 59/895-982 
Statewide average climatic history. Vermont. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1895-1982- Title from cover. 
1. Atmospheric temperature — Vermont — Tables — Peri- 
odicals. 2. Precipitation | (Meteorology) — Vermont — 
Tables — Periodicals. 3. Degree days — Vermont — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10869835 


84-18734 


C 55.287/61:V 81/891-982 
Statewide average climatic history. Virginia. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1891-1982- Title from cover. 1891-1982. 

1. Atmospheric temperature — Virginia — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Virginia — 
Tables — Periodicals. 3. Degree days — Virginia — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10869751 


Government Publications — September 1984 


84-18735 
C 55.287/61:W 27/890-982 
Statewide average climatic history. Washington. Asheville, N.C. 
: National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1890-1982- Title from cover. 1890-1982. 

1. Atmospheric temperature— Washington (State) — 
Tables — Periodicals. 2. Precipitation (Meteorology) — 
Washington (State)— Tables — Periodicals. 3. Degree 
days — Washington (State)— Tables — Periodicals. I. Na- 
tional Climatic Data Center (U.S.) II. Series. OCLC 
10879900 


84-18736 
C 55.287/61:W 52 v/891-982 
Statewide average climatic history. West Virginia. Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1891-1982- Title from cover. 1891-1982. 

1. Atmospheric temperature— West Virginia — Tables — 
Periodicals. 2. Precipitation (Meteorology) — West Virgin- 
ia — Tables — Periodicals. 3. Degree days— West Virgin- 
ia — Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10869598 


84-18737 
C 55,287/61:W 75/891-982 
Statewide average climatic history. Wisconsin. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1891-1982- Title from cover. 1891-1982. 

1. Atmospheric temperature — Wisconsin — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Wisconsin — 
Tables — Periodicals. 3. Degree days — Wisconsin — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10869679 


84-18738 
C 55.287/61:W 99/892-982 
Statewide average climatic history. Wyoming. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1892-1982- Title from cover. 
Historical climatology series 
1. Atmospheric temperature — Wyoming — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Wyoming — 
Tables — Periodicals. 3. Degree days — Wyoming — 
Tables — Periodicals. 1. National Climatic Data Center 
(U.S.) II. Series. OCLC 10880106 


1892-1982. Main series: 
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National Ocean Service — Commerce Dept. 


NATIONAL OCEAN SERVICE 
Commerce Dept. 
Washington, DC 20230 


84-18739 


C 55.402:M 32 
World, United States and historical maps / prepared by Distri- 
bution Branch, Physical Science Services Section. — 12th 
ed. —[Washington, D.C.?] : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Ocean Service, [1983] 
12 p.: ill. ; 28cm. Cover title. “May 1983.” @lItem 192 
1. Maps—Catalogs. 2. World maps—Catalogs. 3. 
United States — Maps— Catalogs. 4. United States — His- 
torical geography — Maps. I. United States. National Ocean 
Service. Distribution Branch. Physical Science Services Sec- 
tion. OCLC 10874660 


84-18740 


C 55.421/3:985 
Tide tables ... high and low water predictions, Europe and West 
Coast of Africa, including the Mediterranean Sea. Rockville, 
Md. : U.S. Dept. of Commerce, National Oceanic and Atmos- 
pheric Administration, National Ocean Survey, National 
Ocean Service, Rockville, Md. 20852 

v. : ill. ; 24-27 cm. 

Annual 

Began with 1958. Spine title: Tide tables ... Europe and 
West Coast of Africa, including the Mediterranean Sea 
{1982)- “NOAA—S/T 84-182”—P. [4] of cover. 1985. 
Description based on: 1982. Tables for 1958-1971 were 
issued by the Coast and Geodetic Survey; 1972-1983 by the 
National Ocean Survey; 1984- by the National Ocean Service. 
@ltem 198 ISSN 0748-1047 Continues: Tide tables, high 
and low water predictions, Europe and West Coast of Africa 
(including Mediterranean Sea) 

1. Tides — Europe — Tables — Yearbooks. 2. Tides — At- 
lantic Coast (Africa) — Tables — Yearbooks. 3. Tides — 
Mediterranean Sea — Tables — Yearbooks. I. United States. 
National Ocean Service. II. National Ocean Survey. III. 


U.S. Coast and Geodetic Survey. PAR 73-615673 OCLC 
02458510 


ENVIRONMENTAL RESEARCH 
LABORATORIES 
Commerce Dept. 

Boulder, CO 80302 


84-18741 


C 55.608:R 11 
Blair, Byron E. (Byron Emerson), 1920-1982. 

Handbook, federal radio use, Boulder support / Byron E. 
Blair. — Rev. April 5, 1982. — Boulder, Colo. : Boulder Lab- 
oratories, Radio Frequency Management Office, Environmen- 
tal Research Laboratories, Research Support Services-R5x3, 
1982. 

1 v. (various pagings) : ill. ; 28cm. “July 1974.” Includes 
bibliographical references and index. @lItem 207-C-4 

1. Radio — Law and legislation — United States. 2. Radio 
frequency allocation — United States. I. Environmental Re- 
search Laboratories (U.S.). Research Support Services. Radio 
Frequency Management Office. II. Title. OCLC 09172397 
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84-18742 
C 55.618:11 
Geophysical Monitoring for Climatic Change. Summary report. 
Boulder, Colo. : U.S. Dept. of Commerce, National Oceanic 
and Atmospheric Administration, Environmental Research 
Laboratories, Environmental Research Laboratories, Boul- 
der, CO 80302 

v. : ill., maps ; 28 cm. 

Began with 1972. No. 11, 1982. Description based on: 
No. 8 (1979) Vols. for 1980- distributed to depository librar- 
ies in microfiche. @lItem 207-C-5 (microfiche) ISSN 0360- 
1838 

1. Geophysical Monitoring for Climatic Change — Periodi- 
cals. 2. Meteorology — Research — United States — Periodi- 
cals. I. Environmental Research Laboratories (U.S.) Key 
Title: Geophysical monitoring for climatic change 
QC981.8.CSES8a 75-645769 //r83 551.5/07/2073 OCLC 
02242655 


NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 
Commerce Dept. 

Washington, DC 20504 


84-18743 
C 60.10:84-143 
Flynn, Francis P. 

Spectrum resource assessment in the 162-174 MHz frequen- 
cy band / Francis P. Flynn, William M. Moran. — [Annap- 
olis, Md.] : U.S. Dept. of Commerce, National Telecommuni- 
cations and Information Administration, [1984] 

vi, 71 p. : ill, maps ; 28 cm.— (NTIA report ; 84-143) 
Distributed to depository libraries in microfiche. “February 
1984.” Bibliography: p. 40-41. Project No.: 9014101. 
@ltem 126-D-3 (microfiche) 

1. Radio frequency allocation — United States. I. Moran, 
William M. II. United States. National Telecommunications 
and Information Administration. III. Title. IV. Series. 
OCLC 10874722 


INTERNATIONAL TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


84-18744 
C 61.2:Ex 7/9 
Export trading companies : contact facilitation service directo- 
ry. — Washington, D.C. : U.S. Dept. of Commerce, Interna- 
tional Trade Administration, 1984. 
354 p. ; 28 cm. Spine title: Contact facilitation service 
directory. “June 1984.” Includes index. @lItem 231-B-1 
1. Export trading companies — United States — Directories. 
2. Export associations — United States — Directories. I. 
United States. International Trade Administration. II. Title: 
Contact facilitation service directory. OCLC 10880255 


84-18745 
C 61.2:F 76/3 
Foreign investment and licensing checklist for U.S. firms. — 
Rev. May 1983.— Washington, D.C. : U.S. Dept. of Com- 
merce, International Trade Administration, 1984. 

ii, 10 p. ; 23 cm.— (International marketing information 
series) Cover title. “Reprinted April 1984”—P. ii. @Item 
231-B-1 

1. Investments, American. 2. Foreign licensing agree- 
ments. I. United States. International Trade Administration. 
II. Series. OCLC 10910582 





84-18746 
C 61.2:In 8/5/v.2 
Investment climate in foreign countries. — [Washington, D.C.?] : 
U.S. Dept. of Commerce, International Trade Administration, 
1983- 
v. ; 28 cm. “August 1983.” Contents: v. 2. Africa. 
@ltem 231-B-1 
1. Investments, Foreign — Africa. I. United States. Inter- 
national Trade Administration. OCLC 10127264 


84-18747 
C 61.2:In 8/5/v.4 
Investment climate in foreign countries. — [Washington, D.C.?] : 
U.S. Dept. of Commerce, International Trade Administration, 
1983- 
v. : ill. ; 28 cm. “August 1983.” Contents: v. 4. Western 
Hemisphere (excluding Canada) @lItem 231-B-1 
1. Investments, Foreign. I. United States. International 
Trade Administration. OCLC 10127264 


84-18748 
C 61.9:CPE/401/84 
Computers and peripheral equipment, Sweden. — [Washington, 
D.C.] : U.S. Dept. of Commerce, International Trade Admin- 
istration, 1984. 

8 p. ; 28 cm. — (International marketing information series) 
(Country market survey ; CMS/CPE/401/84) “May 1984.” 
@ltem 231-G-1 

1. Computer industry — Sweden. I. United States. Interna- 
tional Trade Administration. II. Series. III. Series. OCLC 
10944631 


84-18749 
C 61.9:CPE/479/84 
Computers and peripheral equipment, Yugoslavia. — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, International Trade 
Administration, 1984. 

9 p. ; 28 cm. — (International marketing information series) 
(Country market survey ; CMS/CPE/479/84) “May 1984.” 
@ltem 231-G-1 

1. Computer industry — Yugoslavia. I. United States. 
International Trade Administration. II. Series. III. Series. 
OCLC 10944749 


84-18750 
C 61.9:CPE/520/84 
Computers and peripheral equipment, United Arab Emirates. — 
(Washington, D.C.] : U.S. Dept. of Commerce, International 
Trade Administration, 1984. 

8 p. ; 28 cm. — (International marketing information series) 
(Country market survey ; CMS/CPE/520/84) “May 1984.” 
@ltem 231-G-1 

1. Computer industry — United Arab Emirates. I. United 
States. International Trade Administration. II. Series. III. 
Series. OCLC 10944650 


84-18751 
C 61.9:CPE/525/84 
Computers and peripheral equipment, Bahrain. — (Washington, 
D.C.] : U.S. Dept. of Commerce, International Trade Admin- 
istration, 1984. 

6 p. ; 28 cm. — (International marketing information series) 
(Country market survey ; CMS/CPE/525/84) ‘May 1984.” 
@ltem 231-G-1 

1. Computer industry — Bahrain. I. United States. Interna- 
tional Trade Administration. II. Series. III. Series. OCLC 
10944590 
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84-18752 


C 61.9:EPS/753/84 


Electric power systems, Nigeria.— Washington, D.C. : U.S. 


Dept. of Commerce, International Trade Administration, 
1984. 

8 p. ; 28 cm. — (International marketing information series) 
(Country market survey ; CMS/EPS/753/84) “May 1984.” 
@ltem 231-G-1 

1. Electric power systems — Nigeria. I. United States. 
International Trade Administration. II. Series. III. Series. 
OCLC 10886379 


84-18753 


C 61.9:MTL/471/84 


Machine tools, Portugal. — Washington, D.C. : U.S. Dept. of 


Commerce, International Trade Administration, 1984. 

8 p. ; 28 cm. — (International marketing information series) 
(Country market survey ; MTL/471/84) “April 1984.” 
@ltem 231-G-1 

1. Machine-tools — Trade and manufacture — Portugal. I. 
United States. International Trade Administration. II. Series. 
III. Series. OCLC 10886412 


DEFENSE DEPARTMENT 
Washington, DC 20301 


84-18754 


D 1.2:Ac 7 


Defense Acquisition Improvement Program. — [Washington, 


D.C.?] : Defense Systems Management College, 1983. 

21 p. : ill., 1 port. ; 21x 27cm. Cover title: Department of 
Defense Acquisition Improvement Program. “Columbia Re- 
search Corporation”—P. [4] of cover. “Contract no. MDA 
903-83-6391"—P. [4] of cover. @Item 306 

1. United States. Dept. of Defense — Procurement. I. De- 
fense Systems Management College. II. Columbia Research 
Corporation. III. Title: Department of Defense Acquisition 
Improvement Program. OCLC 10793852 


84-18755 


D 1.2:B 39 


United States. DOD Commission on Beirut International Air- 


port Terrorist Act, October 23, 1983. 

Report of the DOD Commission on Beirut International 
Airport Terrorist Act, October 23, 1983. — [Washington, 
D.C.?] : The Commission, 1984. 

vi, 141 p. : ill, 2 maps ; 28 cm. “20 December 1983.” 
@ltem 306 

1. United States. Marine Corps— Security measures. 2. 
Military bases— Security measures. 3. Terrorism — Leba- 
non — Beirut. 4. United States— Military policy. I. Title. 
OCLC 10270249 


84-18786 


D 1.2:Ed 8/2 


DoDDS local educational advisory committees. — Alexandria, 


Va. : Dept. of Defense, Dependents Schools, [19837] 

[14] p. : ill. (some col.) ; 22 x 10cm. Cover title. @Item 
306 

1. United States. Dept. of Defense. Dependents Schools. 
2. Children of military personnel — Education — United 
States. I. United States. Dept. of Defense. Dependents 
Schools. OCLC 10921356 
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Defense Mapping Agency — Defense Dept. 


84-18757 
D 1,2:P 94/9 
Make a real contribution to defense acquisition management as a 
professor at DSMC. — Fort Belvoir, Va. : Dept. of Defense, 
Defense Systems Management College, [19847] 
1 sheet : col. ill. ; 43 x 39 cm. folded to 23 x 11 cm. 
@ltem 306 
1. Defense Systems Management College. I. Defense Sys- 
tems Management College. OCLC 10921368 


84-18758 
D 1.2:St 2/4/983/ex.sum. 

Executive summary : 1983 DOD Standardization Conference : 
reducing acquisition and support costs for the DOD. — 
[Washington, D.C.? : Dept. of Defense?], 1984. 

63 p.; 28cm. Cover title. @lItem 306 

1. United States. Dept. of Defense — Appropriations and 
expenditures. I. United States. Dept. of Defense. II. DOD 
Standardization Conference (1983 : Leesburg, Va.) OCLC 
10646449 


84-18759 
D 1.2:T 28 
Highlights of results 1983-84 : systemwide testing program. — 
(Washington, D.C.?] : Dept. of Defense, Dependents Schools, 
01983 [i.e. 1984] 
1 folded sheet (7 p.) : ill. ; 22 cm.— (Publication ; no. 84- 
C-0003) “January 1984”—P.7. @lItem 306 
1. United States. Dept. of Defense. Dependents Schools. 
2. Educational tests and measurements — United States. I. 
United States. Dept. of Defense. Dependents Schools. II. 
Series: Publication (United States. Dept. of Defense) ; nu. 84- 
C-0003. OCLC 10921431 


84-18760 
D 1.19:982-83 

Annual report submitted to the Committees on Armed Services 
of the Senate and the House of Representatives and to the 
Secretary of Defense and Secretary of Transportation and the 
Secretaries of the Departments of the Army, Navy, and Air 
Force pursuant to the Uniform Code of Military Justice for 
the period ... [Washington, D.C.?] : U.S. Court of Military 
Appeals, U.S. Court of Military Appeals, 450 E St., NW, 
Washington, D.C. 20442 

v. ; 24cm. 

Annual 

Began with 1952. Cover title: Annual report of the U.S. 
Court of Military Appeals and the Judge Advocates General 
of the Armed Forces and the General Counsel of the Depart- 
ment of Transportation pursuant to the Uniform Code of 
Military Justice for the period ... Oct. 1, 1979-Sept. 30, 1980- 
Description based on: Oct. 1, 1979 to Sept. 30, 1980. Report 
covers the period Oct. 1, 1982-Sept. 30, 1983. @lItem 311-A 

1. United States. Court of Military Appeals — Periodicals. 
2. United States. Army. Office of the Judge Advocate Gener- 
al — Periodicals. 3. United States. Navy. Office of the Judge 
Advocate General — Periodicals. 4. United States. Air 
Force. Judge Advocate General — Periodicals. 5. United 
States. Coast Guard — Periodicals. I. United States. Court of 
Military Appeals. OCLC 02237016 

84-18761 
D 1.64:983 
United States. Dept. of Defense. 

Commercial activities inventory report and five-year 
review schedule / Department of Defense. (Washington, 
D.C.] : Assistant Secretary of Defense, Manpower, Reserve 
Affairs, and Logistics : [For sale by the Supt. of Docs., U.S. 
G.P.O., 1982- Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 

v. ; 28 cm. 
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Annual 

FY 1981- Title from cover. “DOD 4100.33-INV.” 
Report covers fiscal year 1983. @lItem 310-E-4 S/N 008- 
000-00404-8 ISSN 0736-1807 Continues: United States. 
Dept. of Defense. Commercial and industrial-type activities 
inventory report and 5-year review schedule 

1. United States — Armed Forces — Supplies and stores — 
Periodicals. 2. Defense contracts — United States — Periodi- 
cals. I. United States. Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics) II. 
Title. UC263.U534b 82-647087 355.3/41/0973  ¢2 19 
OCLC 08788922 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


84-18762 


D 5.317:224 (100-C) H/2 


Omega propagation correction tables for 10.2 kHz : area 00, 


north polar, station H (Japan) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1984. 

x, 46 p. : ill. ; 27 cm.— (Pub. ; 224 (100-C) H) Chiefly 
tables. @lItem 378-G 

1. Omega Navigation System — Tables. 2. Navigation — 
Polar regions. I. United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. II. Title: Area 00, north 
polar, station H (Japan) III. Series: Pub. (United States. De- 
fense Mapping Agency. Hydrographic/ Topographic Center) 
; 224 (100-C) H. OCLC 10891714 


84-18763 


D 5.317:224 (113-C) A/2 


Omega propagation correction tables for 10.2 kHz : area 13, 


southern Africa, station A (Norway) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1984. 

x, 97 p.: ill. ; 27 cm.— (Pub. ; 224 (113-C) A) Chiefly 
tables. @lItem 378-G 

1. Omega Navigation System — Tables. 2. Navigation — 
Africa, Southern. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
13, southern Africa, station A (Norway) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (113-C) A. OCLC 10891701 


84-18764 


D 5.317:224 (113-C) D/2 


Omega propagation correction tables for 10.2 kHz : area 13, 


southern Africa, station D (North Dakota) / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1984. 

x, 97 p.: ill. ; 27 cm.— (Pub. ; 224 (113-C) D) Chiefly 
tables. @Item 378-G 

1. Omega Navigation System— Tables. 2. Navigation — 
Africa, Southern. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
13, southern Africa, station D (North Dakota) III. Series: 
Pub. (United States. Defense Mapping Agency. Hydrograph- 
ic/ Topographic Center) ; 224 (113-C) D. OCLC 10891709 





84-18765 


D 5.317:224 (119-C) E/2 
Omega propagation correction tables for 10.2 kHz : area 19, 
Queen Maud Land, station E (Reunion) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1984. 

x, 41 p. : ill. ; 27 cm.— (Pub. ; 224 (119-C) E) Chiefly 
tables. @Item 378-G 

1. Omega Navigation System — Tables. 2. Navigation — 
Antarctic regions. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
19, Queen Maud Land, station E (Reunion) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (119-C) E. OCLC 10891727 


84-18766 


D 5.317:224 (120-C) A/2 
Omega propagation correction tables for 10.2 kHz : area 20, 
Wilkes Land, station A (Norway) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1984. 

x, 41 p. : ill. ; 27 cm.— (Pub. ; 224 (120-C) A) Chiefly 
tables. @Item 378-G 

1. Omega Navigation System — Tables. 2. Navigation — 
Antarctic regions. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
20, Wilkes Land, station A (Norway) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (120-C) A. OCLC 10891719 
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DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 


84-18769 
D 7.6/14:5025.1/2 
DLA Administrative Support Center (U.S.) 

DASC publications and forms index. — ALexandria, Va. : 
DLA Administrative Support Center, [1978] 

18 p. ; 27 cm.— (DASCH ; 5025.1) Cover title. “‘No- 
vember 1978.” “Supersedes DASCH 5025.1, 1 Mar 78”—Ist 
prelim. p. @Item 314-A-5 (microfiche) 

1. DLA Administrative Support Center (U.S.) — Forms, 
blanks, etc. 2. DLA Administrative Support Center (U.S.) — 
Bibliography — Catalogs. I. Title. II. Series. OCLC 
10921473 


84-18770 
D 7.33:v.17 
Introduction to federal supply catalogs and related publica- 
tions. — [Battle Creek, Mich. : Defense Logistics Agency, De- 
fense Logistics Services Center, 1981- 

v. : ill. ; 21 cm. Cover title. Description based on vol. 2- 
“June 1982”—Vol. 2. Includes bibliographical references. 
Contents: v. 17. Federal supply catalog, FAA, Federal Avia- 
tion Administration. “C1.” 

1. Defense Logistics Service Center (U.S.) — Bibliogra- 
phy — Catalogs. 2. United States — Armed Forces — Pro- 
curement. I. Defense Logistics Services Center (U.S.) 
OCLC 08539565 


NATIONAL GUARD BUREAU 


84-18767 Defense Dept. 
D 5.317:224 (120-C) E/2 Washington, DC 20301 


Omega propagation correction tables for 10.2 kHz : area 20, 
Wilkes Land, station E (Reunion) / prepared and published § 84-18771 
by the Defense Mapping Agency Hydrographic/Topographic D 12.12:82-105 
Center. — Washington, D.C. : The Center : For sale by au- On Guard : for the best of your life : opportunities for women 
thorized Sales Agents of the Defense Mapping Agency Office in the Army National Guard. — [Washington, D.C.?] : Army 
of Distribution Services, 1984. National Guard, 1983. 
x, 41 p. : ill. ; 27 cm.— (Pub. ; 224 (120-C) E) Chiefly [10] p. : col. ill. ; 23x 11cm. Cover title. @lItem 358-B-1 
tables. @lItem 378-G 1. United States. National Guard Bureau. 2. United 
1. Omega Navigation System — Tables. 2. Navigation — States — Armed Forces — Women. I. United States. Nation- 
Antarctic regions. I. United States. Defense Mapping al Guard Bureau. OCLC 10921351 
Agency. Hydrographic/Topographic Center. II. Title: Area 
20, Wilkes Land, station E (Reunion) III. Series: Pub,  %18772 
(United States. Defense Mapping Agency. Hydrographic/ join thé Atnig Gused pba pee : combat support and 
OATS SR FOE Cees ORNS: MOREE combat service support in the Army National Guard. — 
(Washington, D.C.?] : Army National Guard, 1983. 
NATIONAL DEFENSE UNIVERSITY [12] p. : col. ill. ; 23x 11cm. Cover title. @lItem 358-B-1 
Defense Dept. 1. United States. National Guard Bureau. I. United States. 
Washington, DC 20319 National Guard Bureau. OCLC 10920952 


84-18773 
_ D5.408:St 9 D 12.12:82-108 
National Defense University. a ; The part-time job with full-time benefits : the Army National 
Style manual : a research and writing guide for preparation Guard. — [Washington, D.C.?] : The Guard, 1983. 
of research reports for the National Security Management [20] p. : col. ill. ; 23x 11cm. Cover title. @lItem 358-B-1 
programs. — Washington, D.C. : National Defense University, 1. United States — National Guard. I. United States. Na- 
1983. tional Guard Bureau. OCLC 10921423 
v, 25 p. ; 23 cm. — (National security management) ‘“Stu- 
dent research report”—Cover. Cover title: National Security 84-18774 
Management programs: style manual. Bibliography: p. 25. D 12.12:82-110 
@ltem 378-H-07 Getting down to basic : the Army National Guard. — [Washing- 
1. National Defense University — Handbooks, manuals, etc. ton, D.C.?] : The Guard, 1983. 
2. Report=writing-— Handbooks,. manuals, ‘etc. I. Title. IL. [12] p. : col. ill. ; 23x 11cm. Cover title. @lItem 358-B-1 
.Title: National Security:Management programs. — III. Series. 1. United States — National Guard. I. United States. Na- 
OCLC 10893952 tional Guard Bureau. OCLC 10921414 


84-18768 
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Army Department — Defense Dept. 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


84-18775 
D 101.2:P 41/2 
The United States Army in performance. — [Washington, 
D.C.?] : U.S. Army Military District of Washington, [1984] 
1 sheet : ill. (some col.) ; 28 x 22 cm. folded to 10 x 22 cm. 
“Summer 1984.” @Item 325 
1. United States. Army — Bandmasters. I. United States. 
Army. Military District of Washington. OCLC 10921404 


ENGINEERS CORPS 


Orders or requests for publications listed below which are not 
sold by the Supt. of Docs. should be sent to the preparing and 
issuing office indicated. Address requests to the U.S. Army 
Corps of Engineers and add the City and State shown. Publica- 
tions shown as initiated and issued by the Chief of Engineers 
should be ordered from Office of the Chief of Engineers, Publi- 
cations Depot, 890 Pickett St., Alexandria, Va. 22304. 


84-18776 
D 103.2:F 53/10 

Adequacy and predictive value of fish and wildlife planning 
recommendations at Corps of Engineers reservoir projects / 
conducted for Office, Chief of Engineers, U.S. Army by 
Sport Fishing Institute. — Washington, D.C. : The Office ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1984. ; 

vi, 191 p. : 1 map ; 28 cm. Final report. Cover title: 
Evaluation of planning for fish & wildlife. “December, 
1983”—Rept. doc. p. Includes bibliographical references. 
Contract No.: DACW73-73-C-0040. Contract No:: 
DACW31-79-C-0005. @lItem 337 

1. Wildlife habitat improvement — United States. 2. Wild- 
life management — United States. I. United States. Army. 
Corps of Engineers. II. Sport Fishing Institute. III. Title: 
Evaluation of planning for fish & wildlife. OCLC 10487857 


84-18777 
D 103.2:R 84 
Master plan for the development, management, and protection 
of the Rugby Colony Historic Area : Morgan and Scott 
Counties, Tennessee / prepared by Building Conservation 
Technology, Inc., for US Army Corps of Engineers. — [Nash- 
ville, Tenn.?] : The Corps, [1984?- 

1 v. (loose-leaf) : ill, maps (some col.), forms ; 30 cm. 
Spine title: Rugby Colony master plan. Bibliography: p. J-1 
— J-9. @ltem 337 

1. Historic sites — Tennessee — Morgan County — Conser- 
vation and restoration. 2. Historic sites — Tennessee — Scott 
County — Conservation and restoration. I. Building Conser- 
vation Technology, Inc. II. United States. Army. Corps of 
Engineers. III. Title: Rugby Colony historic area. OCLC 
10730550 


84-18778 
D 103.6/5:Se 6 
A Guide to services.— Rev. 1983.—New York, NY : US 
Army Corps of Engineers, New York District, Public Affairs 
Office, [1983] 
8 p. : col. ill., 1 col. map ; 22 cm. “NANP-360-1-1"—P. 
[4] of cover. @ltem 337-B 
1. Civil engineering — New York. 2. United States. Army. 
Corps of Engineers. New York District. I. United States. 
Army. Corps of Engineers. New York District. Public Affairs 
Office. OCLC 10881467 
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84-18779 
D 103.8:3/4 
The Port of Boston, Massachusetts / prepared by the Water 
Resources Support Center ; U.S. Army Corps of Engi- 
neers. — Rev. 1983. — Fort Belvoir, VA : The Corps : For 
sale by the Center, 1983. 
vi, 86 p. : ill., maps ; 26 cm. — (Port series ; no. 3) Two 
maps on 2 folded leaves in pocket. @Item 340 
1. Port districts — Massachusetts —- Boston. 2. Harbors — 
Massachusetts — Boston. I. Water Resources Support 
Center (U.S.) II. United States. Army. Corps of Engineers. 
III. Series: Port series (United States. Army. Corps of Engi- 
neers) ; no. 3. OCLC 10173555 


84-18780 
D 103.8:4/4 
The Ports of Southern New England : Providence, RI, Fall 
River, MA, New London, New Haven, & Bridgeport, CT / 
prepared by the Water Resources Support Center ; U.S. 
Army, Corps of Engineers. — Rev. 1983.— Fort Belvoir, 
VA : The Corps : For sale by the Center, 1983. 

vi, 126 p. : ill., maps ; 26 cm. — (Port series ; no. 4) Six 
maps on 4 folded leaves in pocket. ‘Supersedes a similar 
report revised in 1976.” @lItem 340 

1. Port districts — Rhode Island. 2. Port districts — Mas- 
sachusetts. 3. Port districts— Connecticut. 4. Harbors — 
Rhode Island. 5. Harbors — Massachusetts. 6. Harbors — 
Connecticut. I. Water Resources Support Center (U.S.) _ II. 
United States. Army. Corps of Engineers. III. Series: Port 
series (United States. Army. Corps of Engineers) ; no. 4. 
OCLC 10478357 


84-18781 
D 103.8:35/4 
The Ports of Tacoma, Grays Harbor, and Olympia, Washington 
/ prepared by the Water Resources Support Center ; U.S. 
Army Corps of Engineers. — Rev. 1983. — Fort Belvoir, VA 
: The Corps : For sale by the Center, 1983. 
vi, 98 p. : ill, maps ; 26 cm. — (Port series ; no. 35) Five 
maps on 2 folded leaves in pocket. @lItem 340 
1. Port districts — Washington (State) 2. Harbors — Wash- 
ington (State) I. Water Resources Support Center (U.S.) 
II. United States. Army. Corps of Engineers. III. Series: 
Port series (United States. Army. Corps of Engineers) ; no. 
35. OCLC 10329042 


84-18782 
D 103.8:36/4 
The Port of Seattle, Washington / prepared by the Water Re- 
sources Support Center ; U.S. Army, Corps of Engineers. — 
Rev. 1983. — Fort Belvoir, VA : The Corps : For sale by the 
Center, 1983. 
vi, 122 p. : ill, maps ; 26 cm.— (Port series ; no. 36) 
Three maps on 2 folded leaves in pocket. @lItem 340 
1. Port districts — Washington (State) — Seattle. 2. Har- 
bors — Washington (State)— Seattle. I. Water Resources 
Support Center (U.S.) II. United States. Army. Corps of 
Engineers. III. Series: Port series (United States. Army. 
Corps of Engineers) ; no. 36. OCLC 10329001 


84-18783 
D 103.8:47/3 

The Port of Milwaukee, Wisconsin / prepared by the Water 
Resources Support Center. — Rev. 1984. — Fort Belvoir, VA 
: U.S. Army Corps of Engineers : For sale by the Center, 
1984. 

vi, 50 p. : ill. ; 26 cm. 1 folded leaf of plates. — (Port series 

; no. 47) Includes indexes. “Supersedes a similar report re- 
vised in 1972.” @Item 340 





1. Milwaukee (Wis.)— Harbor. I. Water Resources Sup- 
port Center (U.S.) II. United States. Army. Corps of Engi- 
neers. III. Series: Port series (United States. Army. Corps of 
Engineers) ; no. 47. OCLC 10673859 


84-18784 
D 103.8:62 
The Port of Cincinnati, Ohio and ports on Ohio River, miles 
317-560 / prepared by Water Resources Support Center. — 
Washington : U.S. Army Corps of Engineers ; Fort Belvoir, 
VA : For sale by Water Resources Support Center, 1983. 
v, 87 p. : ill., 1 map ; 26 cm. 5 folded leaves in pocket. — 
(Port series ; no. 62) Includes index. @Item 340 
1. Harbors — Ohio River. 2. Cincinnati (Ohio) — Harbor. 
I. United States. Army. Corps of Engineers. II. Water Re- 
sources Support Center (U.S.) III. Series: Port series (United 
States. Army. Corps of Engineers) ; no. 62. OCLC 10222087 


84-18785 
D 103,24/2:GL-83-4 
Sanchez, Roberto L. 

Evaluation of the erosion potential of embankment core 
materials using the laboratory triaxial erosion test procedure / 
by Roberto L. Sanchez, Andrew I. Strutynsky, Marshall L. 
Silver ; prepared for Office, Chief of Engineers, U.S. 
Army. — Vicksburg, Miss. : U.S. Army Engineer Waterways 
Experiment Station, Geotechnical Laboratory ; [Springfield, 
Va. : Available from National Technical Information Service, 
1983] 

1 v. (various pagings) : ill. ; 28 cm.— (Technical report ; 
GL-83-4) Final report. Cover title. “April 1983.” In- 
cludes bibliographies. Project No.: Purchase order DACW 
39-80-M-4050. Project No.: CWIS work unit 31618. @Item 
334-A-16 (microfiche) pbk. 

1. Earth dams — United States. 2. Embankments. 3. Ero- 
sion — United States. I. Strutynsky, Andrew I. II. Silver, 
Marshall L. III. United States. Army. Corps of Engineers. 
IV. U.S. Army Engineer Waterways Experiment Station. 
Geotechnical Laboratory. V. Title. VI. Series: Technical 
report (U.S. Army Engineer Waterways Experiment Station) 
; GL-83-4. OCLC 09768275 


84-18786 
D 103.24/2:HL-83-2 
Fagerburg, Timothy L. 

Fixed-cone valve prototype tests, New Melones Dam, Cali- 
fornia / by Timothy L. Fagerburg ; prepared for U.S. Army 
Engineer District, Sacramento. — Sacramento, Calif. : The 
District ; (Springfield, Va. : Available from National Techni- 
cal Information Service, 1983] 

56, [16] p., 23 pages of plates : ill, 1 map ; 28 cm.— 
(Technical report ; HL-83-2) Final report. Cover title. 
Distributed to depository libraries in microfiche. “February 
he gh Bibliography: p. 56. @Item 334-A-16 (microfiche) 
pbk. 

1. Hydraulics. 2. Pressure. 3. Valves. I. United States. 
Army. Corps of Engineers. Sacramento District. II. Title. 
III. Series: Technical report (U.S. Army Engineer Waterways 
Experiment Station) ; HL-83-2. OCLC 09603150 

84-18787 
D 103.24/2:HL-83-3 
Copeland, Ronald R. 

Pointe Coupee Pumping Station sump and outlet structure, 
Upper Pointe Coupee Loop Area, Louisiana : hydraulic 
model investigation / by Ronald R. Copeland ; prepared for 
U.S. Army Engineer District, New Orleans. — New Orleans, 
La. : The District ; Vicksburg, Miss. : U.S. Army Engineer 
Waterways Experiment Station, Hydraulics Laboratory ; 
(Springfield, Va. : Available from National Technical Infor- 
mation Service, 1983) 
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49, [54] p. : ill, 1 map ; 28 cm. — (Technical report ; HL- 
83-3) Final report. Cover title. “March 1983.” @Item 
334-A-16 (microfiche) 

1. Hydraulic models. 2. Pumping stations — Louisiana — 
Pointe Coupee Parish. 3. Stilling basins. I. United States. 
Army. Corps of Engineers. New Orleans District. II. U.S. 
Army Engineer Waterways Experiment Station. Hydraulics 
Laboratory. III. Title. IV. Series: Technical report (U.S. 
Army Engineer Waterways Experiment Station) ; HL-83-3. 
OCLC 09508338 


84-18788 
D 103.24/2:HL-83-10 
Hollyfield, Noel W. 

Functional design of control structures for Oregon Inlet, 
North Carolina : hydraulic model investigation / by Noel W. 
Hollyfield, James W. McCoy, William C. Seabergh ; prepared 
for U.S. Army Engineer District, Wilmington. — Wilmington, 
N.C. : The District ; [Springfield, Va. : Available from Na- 
tional Technical Information Service, 1983] 

66, [27] p., 365 pages of plates : ill, maps ; 28 cm. — 
(Technical report ; HL-83-10) Cover title. Final report. 
Distributed to depository libraries in microfiche. “June 
1983.” Bibliography: p. 66. @lItem 334-A-16 (microfiche) 

1. Channels (Hydraulic engineering) 2. Jetties. 3. 
Inlets — North Carolina. 4. Hydraulic models. 5. Oregon 
Inlet (N.C.) I. McCoy, James W. (James Wesley), 1946- II. 
Seabergh, William C. III. United States. Army. Corps of 
Engineers. Wilmington District. IV. Title. V. Series: Tech- 
nical report (U.S. Army Engineer Waterways Experiment 
Station) ; HL-83-10. OCLC 09836421 


84-18789 
D 103.24/2:HL-83-12 
Hite, John E. 

Barkley Dam spillway tainter gate and emergency bulk- 
heads, Cumberland River, Kentucky : hydraulic model inves- 
tigation / by John E. Hite, Jr., Glenn A. Pickering, Jr. ; 
prepared for U.S. Army Engineer District, Nashville. — 
Nashville, Tenn. : The District ; [Springfield, Va. : Available 
from National Technical Information Service, 1983] 

27, [21] p., 29 leaves of plates : ill. ; 28 cm.— (Technical 
report ; HL-83-12) Final report. Cover title. Distributed 
to depository libraries in microfiche. “August 1983.” In- 
cludes bibliographical references. @lItem 334-A-16 (micro- 
fiche) 

1. Hydraulic models. 2. Hydraulic structures — Kentucky. 
3. Cumberland River (Ky. and Tenn.) I. Pickering, Glenn 
A. II. United States. Army. Corps of Engineers. Nashville 
District. III. Title. IV. Series: Technical report (U.S. 
Army Engineer Waterways Experiment Station) ; HL-83-12. 
OCLC 09923534 


84-18790 
D 103,24/4:A-83-4 
Gunner, Haim B., 1924- 
Microbiological control of Eurasian watermilfoil / by Haim 
B. Gunner ; prepared for Office, Chief of Engineers, U.S. 
Army ; monitored by Environmental Laboratory, U.S. Army 
Engineer Waterways Experiment Station. — Washington, 
D.C. : The Office ; [Springfield, Va. : Available from Nation- 
al Technical Information Service, 1983] 
19, [6] p. : col. ill. ; 28 cm.— (Miscellaneous paper ; A-83- 
4) Final report. Cover title. ‘Department of Environmen- 
tal Sciences, University of Massachusetts.” “June 1983.” 
Bibliography: p. 17-19. Contract No.: DACW39-80-C-0029. 
@ltem 334-A-7 
1. Weed control — Biological control — United States. 2. 
Aquatic weeds — United States. I. U.S. Army Engineer Wa- 
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terways Experiment Station. Environmental Laboratory. II. 
University of Massachusetts at Amherst. Dept. of Environ- 
mental Sciences. Ill. Title. IV. Series: Miscellaneous paper 
(U.S. Army Engineer Waterways Experiment Station) ; A-83- 
4. OCLC 10085871 


84-18791 


D 103.42/8:83-3 
Reilly, Francis J. 

The ecological impact of beach nourishment with dredged 
materials on the intertidal zone at Bogue Banks, North Caroli- 
na / by Francis J. Reilly, Jr., and Vincent J. Bellis ; prepared 
for U.S. Army, Corps of Engineers, Coastal Engineering Re- 
search Center. — Fort Belvoir, Va. : The Center ; Springfield, 
Va. : National Technical Information Service, Operations Di- 
vision [distributor, 1983] 

74 p. : ill, 2 maps ; 28 cm.— (Miscellaneous report ; no. 
83-3) Cover title. Distributed to depository libraries in 
microfiche. “March 1983.” Bibliography: p. 58-65. 
Project No.: G31533. @Item 334-A-20 (microfiche) 

1. Beach erosion—North Carolina— Outer Banks. 2. 
Dredging — North Carolina— Outer Banks. 3. Ecology — 
North Carolina — Outer Banks. I. Bellis, Vincent J. II. 
Coastal Engineering Research Center (U.S.) III. Title. IV. 
Series: Miscellaneous report (Coastal Engineering Research 
Center (U.S.)) ; no. 83-3. OCLC 09588160 


84-18792 


D 103.42/8:83-6 
Peregrine, D. H. 

Interaction of waves and currents / by D. Howell Per- 
egrine and Ivar G. Jonsson ; prepared for U.S. Army, Corps 
of Engineers, Coastal Engineering Research Center. — Fort 
Belvoir, Va. : The Center ; Springfield, Va. : National Tech- 
nical Information Service [distributor, 1983] 

88 p. : ill. ; 28 cm.— (Miscellaneous report ; no. 83-6) 
Cover title. “Cyril Galvin, Coastal Engineer”—Rept. doc. p. 
Distributed to depository libraries in microfiche. ‘March 
1983.” Bibliography: p. 70-88. Contract No.: DACW72-80- 
C-0004, Project No.: B31673. @lItem 334-A-20 (microfiche) 

1. Water waves. 2. Ocean currents — United States. 3. 
Sediment transport — United States. I. Jonsson, Ivar G. II. 
Galvin, Cyril J. (Cyril Jerome), 1935- III. Coastal Engineer- 
ing Research Center (U.S.) IV. Title. V. Series: Miscella- 
neous report (Coastal Engineering Research Center (U.S.)) ; 
no. 83-6. OCLC 09540099 


84-18793 
D 103.42/8:83-10 
Perlin, Marc. 

A numerical model to simulate sediment transport in the 
vicinity of coastal structures / by Marc Perlin and Robert G. 
Dean ; prepared for U.S. Army, Corps of Engineers, Coastal 
Engineering Research Center.— Fort Belvoir, Va. : The 
Center, [1983] 

119 p. : ill. ; 28 cm.— (Miscellaneous report ; no. 83-10) 
Cover title. “Coastal and Offshore Engineering and Re- 
search, Inc.”—Rept. doc. p. Distributed to depository librar- 
ies in microfiche. “May 1983.” Bibliography: p. 52-53. 
Contract No.: DACW72-80-C-0030, Project No.: C31551. 
@ltem 334-A-30 (microfiche) 

1. Coast changes — United States — Mathematical models. 
2. Sediment transport— United States — Mathematical 
models. 3. Water waves — Mathematical models. I. Dean, 
Robert G. II. Coastal Engineering Research Center (U.S.) 
III. Coastal and Offshore Engineering and Research, Inc. 
IV. Title. V. Series: Miscellaneous report (Coastal Engineer- 
ing Research Center (U.S.)) ; no. 83-10. OCLC 09864691 
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84-18794 
D 103.49/3:D 34 
United States. Army. Corps of Engineers. Vicksburg District. 
De Gray Lake. — (Vicksburg, Miss.?] : US Army Corps of 
Engineers, Vicksburg District, [1983] 
1 sheet : col. ill., 1 col. map ; 46 x 61 cm. folded to 23 x 11 
cm. “May 1983.” @lItem 334-C-1 
1. Outdoor recreation — Arkansas. 2. De Gray State Park 
(Ark.) I. Title. OCLC 10881502 


84-18795 
D 103.53;E-181 
Dolan, William. 

Modification of cabinet fans with inlet air guide fairings to 
improve performance / by William H. Dolan. — [Champaign, 
IL] : U.S. Army, Corps of Engineers, Construction Engineer- 
ing Research Laboratory, [1983] 

15 p. : ill. ; 28 cm.— (Technical report ; E-181) Final. 
Cover title. “(Energy conservative operation of existing 
buildings and facilities)” Distributed to depository libraries 
in microfiche. “April 1983.” Project No.: 4A762781AT45- 
B-004. @ltem 335-A (microfiche) 

1, Fans (Machinery) — Performance. I. Construction En- 
gineering Research Laboratory. II. Title. III. Series: Tech- 
nical report (Construction Engineering Research Laboratory) 
; E-181. OCLC 09708601 


84-18796 
D 103.53:E-183 
Hittle, D. (Douglas) 

Analysis of energy conservation alternatives for standard 
Army buildings / by Douglas C. Hittle, Robert E. O’Brien, 
George S. Percivall. — Champaign, Ill. : U.S. Army Corps of 
Engineers, Construction Engineering Research Laboratory ; 
[Springfield, VA : National Technical Information Service, 
distributor, 1983] 

140 p. : ill. ; 28 cm. — (Technical report ; E-183) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“March 1983.” Includes bibliographical _ references. 
“CERL-TR-E-183”—Rept. doc. p. Project No.: 
4A762781AT45-B-002. @lItem 335-A (microfiche) 

1. Buildings — Energy conservation. I. O’Brien, Robert E. 
II. Percivall, George S. III. Construction Engineering Re- 
search Laboratory. IV. Title. V. Series: Technical report 
(Construction Engineering Research Laboratory) ; E-183. 
OCLC 09668600 


84-18797 
D 103,53:E-185 
Use of simplified input for BLAST energy analysis / by D. 
Herron ... [et al.]. — Champaign, Ill. : Construction Engineer- 
ing Research Laboratory, U.S. Army, Corps of Engineers , 
(Springfield, Va. : National Technical Information Service, 
distributor. 1983] 

110 p. : ill. ; 28 cm.— (Technical report ; E-185) Final. 
Cover title. At head of title: Energy analysis methods for 
concept design. “May 1983.” Includes bibliographical ref- 
erences. Project No.: 4A162781AT45-A-002. @Item 335-A 
(microfiche) 

1. Buildings — United States— Energy conservation — 
Computer programs. 2. Energy consumption — United 
States —Computer programs. I. Herron, D. (Dale), 1953- 
II. Construction Engineering Research Laboratory. III. 
Series: Technical report (Construction Engineering Research 
Laboratory) ; E-185. OCLC 09836678 





84-18798 
D 103.53:M-331 
Lange, Armand F. 

Stabilization of the solvent methyl-n-amyl ketone (MAK) in 
vinyl paints / by Armand F. Lange, Alfred D. Beitelman. — 
Champaign, II]. : Construction Engineering Research Labora- 
tory, U.S. Army Corps of Engineers ; [Springfield, Va. : 
National Technical Information Service, distributor, 1983] 

19 p. ; 28 cm.— (Technical report ; M-331) Final. 
Cover title. At head of title: Development of high perform- 
ance coatings. “June 1983.” Includes bibliographical refer- 
ences. Contract No.: DACA 88-82-C-005, Project No.: 
CWIS 31205. @ltem 335-A (microfiche) 

1. Paint. 2. Solvents. I. Beitelman, A. II. Construction 
Engineering Research Laboratory. III. Title. IV. Series: 
Technical report (Construction Engineering Research Labora- 
tory) ; M-331. OCLC 09837686 


84-18799 
D 103,.53:N-139 

An overview of potential methods for maintaining training area 
environments in arid and semi-arid climates / by Robert S. 
Baran ... [et al.].— Champaign, Ill. : U.S. Army Corps of 
Engineers, Construction Engineering Research Laboratory ; 
[Springfield, VA : National Technical Information Service, 
distributor, 1983) 

146 p. : ill. ; 28 cm.— (Technical report ; N-139) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“April 1983.” Includes bibliographies. “CERL-TR-N- 
139”—Rept. doc. p. Project No.: 4A762720A896-B-036. 
@ltem 335-A (microfiche) 

1. Military training camps — United States — Maintenance 
and repair. 2. Reclamation of land — United States. 3. Re- 
vegetation — United States. 4. Arid regions ecology — 
United States. I. Baran, R. S. (Robert S.) II. Construction 
Engineering Research Laboratory. III. Series: Technical 


report (Construction Engineering Research Laboratory) ; N- 
139. OCLC 09694789 


84-18800 
D 103.53:N-145 
Hazardous materials/hazardous waste strategy / by Robert E. 
Riggins ... [et al.].— Champaign, Ill. : U.S. Army Corps of 
Engineers, Construction Engineering Research Laboratory ; 
(Springfield, VA : National Technical Information Service, 
distributor, 1983) 

20 p. : ill. ; 28 cm.— (Technical report ; N-145) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“April 1983.” Includes bibliographical references. “CERL- 
TR-N-145"°—Rept. doc. p. Project No.: 44162720A896-A- 
027. @lItem 335-A (microfiche) 

1. Hazardous substances — United States — Management. 
2. Hazardous wastes — Management. 3. Refuse and refuse 
disposal — United States. I. Riggins, R. E. (Robert E.) II. 
Construction Engineering Research Laboratory. III. Series: 
Technical repurt (Construction Engineering Research Labora- 
tory) ; N-145. OCLC 09708543 

84-18801 
D 103.53:N-149 
Tracking hazardous materials through Army installations : a 
feasibility study / by Manette Messenger ... [et al.]. — Cham- 
paign, Ill. : U.S. Army Corps of Engineers, Construction 
Engineering Research Laboratory ; [Springfieid, VA : Nation- 
al Technical Information Service, distributor, 1983] 

28 p. ; 28 cm.— (Technical report ; N-149) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“April 1983.” “CERL-TM-N-149”—Rept. doc. p. Contract 
No.: FAD no. MP-81-6. @lItem 335-A (microfiche) 

1. Hazardous substances — United States — Management — 
Computer programs. 2. Hazardous wastes — Manage- 
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ment — Computer programs. I. Messenger, M. (Manette) 
II. Construction Engineering Research Laboratory. III. 
Series: Technical report (Construction Engineering Research 
Laboratory) ; N-149. OCLC 09624038 


84-18802 


D 103.53:N-150 
Schomer, Paul. 

Sound power measurements on the MIE1 engine and total 
power pack / by Paul D. Schomer. — Champaign, Ill. : U.S. 
Army Corps of Engineers, Construction Engineering Re- 
search Laboratory, [1983] 

33 p. : ill. ; 28 cm.— (Technical report ; N-150) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“May 1983.” “CERL-TR-N-150”—Rept. doc. p. Contract 
No.: IAO82065. @Item 335-A (microfiche) 

1. Tanks (Military science)— Noise. 2. Noise — Measure- 
ment. 3. Sound — Measurement. I. Construction Engineer- 
ing Research Laboratory. II. Title. III. Series: Technical 


report (Construction Engineering Research Laboratory) ; N- 
150. OCLC 09603639 


84-18803 


D 103.53:N-152 
Users guide : simulation model for ammunition plants : predic- 
tion of wastewater characteristics and impact of reuse/recycle 
/ by Steven Railsback ... fet al.].— Champaign, Ill. : U.S. 
Army Corps of Engineers, Construction Engineering Re- 
search Laboratory ; (Springfield, VA : National Technical 
Information Service, distributor, 1983] 

65 p. : ill. ; 28 cm.— (Technical report ; N-152) Cover 
title. Distributed to depository libraries in microfiche. 
“June 1983.” “CERL-TR-N-152”—Rept. doc. p. Contract 
No.: IAO 81052. @ltem 335-A (microfiche) 

1. Ammunition — Trade and manufacture — Environmental 
aspects-—- United States. 2. Water — Pollution — United 
States — Computer programs. I. Railsback, Steven. II. 
Construction Engineering Research Laboratory. III. Title: 
Simulation model for ammunition plants. IV. Series: Techni- 
cal report (Construction Engineering Research Laboratory) ; 
N-152. OCLC 09788281 


84-18804 


D 103.53:N-154 


Fort Hood geographic information system : pilot system devel- 


opment and user instructions / by William D. Goran ... [et 
al.]. — Champaign, Ill. : U.S. Army Corps of Engineers, Con- 
struction Engineering Research Laboratory ; (Springfield, VA 
: National Technical Information Service, distributor, 1983] 

94 p.: ill, 2 maps ; 28 cm.— (Technical report ; N-154) 
Final. Cover title. Distributed to depository libraries in 
microfiche. “May 1983.” Includes bibliographical refer- 
ences. Contract No.: IAO 330-80. @Item 335-A (micro- 
fiche) 

1. Fort Hood (Tex.) 2. Geography — Texas — Fort 
Hood — Data processing. I. Goran, William D. II. Con- 
struction Engineering Research Laboratory. III. Series: 
Technical report (Construction Engineering Research Labora- 
tory) ; N-154. OCLC 09788370 


84-18805 


D 103.53:N-156 
Bandy, John T. 

Determination of the impact of environmental regulations 
on Army unit training / by John T. Bandy, Valorie T. 
Young. — Champaign, Ill. : U.S. Army Corps of Engineers, 
Construction Engineering Research Laboratory ; (Springfield, 
VA : National Technical Information Service, distributor, 
1983] 
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20 p. : 2 forms ; 28 cm.— (Technical report ; N-156) 
Cover title. Distributed to depository libraries in microfiche. 
“June 1983.” Bibliography: p. 17. “CERL-TR-N-156"— 
Rept. doc. p. Project No.: 4A762720A896-01-026. @Item 
335-A (microfiche) 

1. Military education — United States. I. Young, V. T. 
(Valorie T.) II. Construction Engineering Research Labora- 
tory. III. Title. IV. Series: Technical report (Construction 
Engineering Research Laboratory) ; N-156. OCLC 09711399 


84-18806 
D 103.53:N-166 
Schomer, Paul. 

Strategies for and validity of noise monitoring in the vicini- 
ty of civilian airfields and Army installations / by Paul D. 
Schomer, Richard E. DeVor, Robert D. Neathammer. — 
Champaign, Ill. : US Army Corps of Engineers, Construction 
Engineering Research Laboratory ; [Springfield, VA : Nation- 
al Technical Information Service, distributor, 1984] 

48 p. : ill, maps ; 28 cm.— (Technical report ; N-166) 
Final. Cover title. At head of title: Standard methods to 
assess human and community response for impulse noise. 
Distributed to depository libraries in microfiche. “January 
1984.” Bibliography: p. 22. Project No.: 4A162720A896-A- 
019. @ltem 335-A 

1. Airport noise— United States— Measurement. I. 
DeVor, Richard E. II. Neathammer, R. D. (Robert D.) 
III. Construction Engineering Research Laboratory. IV. 
Title. V. Series: Technical report (Construction Engineering 
Research Laboratory) ; N-166. OCLC 10524697 


84-18807 


D 103.53:P-146 


Grobler, Francois. 


Microcomputer selection guide for construction field offices 
/ by Francois Grobler, Michael J. O’Connor, Glenn E. Col- 
well. — Champaign, Ill. : Construction Engineering Research 
Laboratory, U.S. Army, Corps of Engineers ; (Springfield, 
Va. : National Technical Information Service, distributor, 
1983] 

136 p. : ill, forms ; 28 cm.— (Technical report ; P-146) 
Final. Cover title. At head of title: Microprocessor applica- 
tions to the military construction process and microcomputer 
selection guide for civil works. “June 1983.” Bibliography: 
p. 134-136. Project No.: 4A162731AT41-B-027. @Item 
335-A (microfiche) 

1. Microcomputers. 2. Management information systems. 
I. O’Connor, M. J. (Michael J.), 1945- II. Colwell, G. E. 
(Glenn E.) III. Construction Engineering Research Labora- 
tory. IV. Title. V. Series: Technical report (Construction 
Engineering Research Laboratory) ; P-146. OCLC 09691360 


84-18808 


D 103.57/5:81-R 01 
Motz, Annabelle Bender. 

Relocation as process : a social psychological perspective / 
by Annabelle Bender Motz. — Ft. Belvoir, VA : Institute for 
Water Resources, Water Resources Support Center ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor, 1983] 

64 p. : ill., 1 form ; 28 cm. — (Research report ; 81-RO1) 
Distributed to depository libraries in microfiche. ‘January 
1983.” Bibliography: p. 61-64. @lItem 337-B-3 (microfiche) 

1. Relocation (Housing) — Sociological aspects — United 
States. 2. Flood damage prevention— United States. I. 
U.S. Army Engineer Institute for Water Resources. II. Title. 
III. Series: IWR research report ; 81-R 01. OCLC 09499528 
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84-18809 


D 103.57/5:81-R 02 


Motz, Annabelle Bender. 


Nonstructural flood control measures : a sociological study 
of innovation : executive summary / Annabelle Bender 
Motz. — Ft. Belvoir, VA : U.S. Army Engineer Institute for 
Water Resources, Water Resources Support Center ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor, 1983] 

28 p. : ill. ; 28 cm.— (Research report ; 81-R0O2) Distrib- 
uted to depository libraries in microfiche. “January 1983.” 
Bibliography: p. 27-28. @ltem 337-B-3 (microfiche) 

1. Flood damage prevention — Sociological aspects — 
United States. 2. Floodplains— United States. I. U.S. 
Army Engineer Institute for Water Resources. II. Title. 
III. Series: IWR research report ; 81-R 02. OCLC 09499331 


84-18810 


D 103.57/5:81-R 03 


Motz, Annabelle Bender. 


Nonstructural flood control measures : a sociological study 
of innovation / by Annabelle Bender Motz. — Ft. Belvoir, 
VA : U.S. Army Engineer Institute for Water Resources, 
Water Resources Support Center ; Springfield, Va. : National 
Technical Information Service [distributor, 1983] 

108, [6] p. : ill. ; 28 cm.— (Research report ; 81-R03) 
Distributed to depository libraries in microfiche. “January 
1983.” Bibliography: p. [1] - [6], (2nd group) @ltem 337-B- 
3 (microfiche) 

1. Flood damage prevention — Sociological aspects — 
United States. 2. Floodplains— United States. I. US. 
Army Engineer Institute for Water Resources. II. Title. 
III. Series: IWR research report ; 81-R 03. OCLC 09499470 
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84-18811 


D 114.2:H 62/4 


International Military History Symposium (1982 : Carlisle Bar- 


racks, Pa.) 

Proceedings of the 1982 International Military History 
Symposium : “The impact of unsuccessful military campaigns 
on military institutions, 1860-1980” / under the sponsorship of 
the United States Army War College, United States Army 
Center of Military History, United States Army Military His- 
tory Institute ; edited by Charles R. Shrader. — Washington, 
D.C. : U.S. Army Center of Military History, 1984. 

xiv, 340 p. ; 28 cm. Includes bibliographical references. 
@ltem 344 

1. Military art and science — History — 19th century — 
Congresses. 2. Military art and science — History — 20th 
century — Congresses. 3. Military history, Modern — 19th 
century — Congresses. 4. Military history, Modern — 20th 
century — Congresses. I. Shrader, Charles R. II. Army 
War College (U.S.) III. Center of Military History. IV. US 
Army Military History Institute. V. Title. U41.158 1982 
83-025684 355/.009 ¢2 19 OCLC 10275686 
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84-18812 


D 117.8/2:TR-82-D-28 
Niji, K. K. (Ken K.) 

Ultrasonic weld bonding of helicopter primary structures / 
K.K. Niji ; prepared for Applied Technology Laboratory, 
U.S. Army Research and Technology L-boratories (AV- 
RADCOM). — Fort Eustis, Va. : The Laboratory, [1982] 

36 p. : ill. ; 28 cm.— (USAAVRADCOM.-TR ; 82-D-28) 
Final report. Sep 1979-July 1981. Cover title. “Hughes 
Helicopters, Inc.” “December 1982.” Includes bibliograph- 
ical references. Contract No.: DAAK51-79-C-0045, Project 
No.: PWD A1-8-57055-90-1K. @ltem 322-B-1 (microfiche) 

1. Ultrasonic welding. 2. Helicopters — Testing. I. Army 
Research and Technology Laboratories (U.S.). Applied Tech- 
nology Laboratory. II. Hughes Helicopters (Firm) III. 
Title. IV. Series: AVRADCOM technical report ; 82-D-28. 
OCLC 10893911 


84-18813 


D 117.8/2:TR-82-D-34 
Berry, V. L. 

YAH-63 helicopter crashworthiness simulation and analysis 
/ V.L. Berry, J.D. Cronkhite, T.J. Haas ; prepared for Ap- 
plied Technology Laboratory, U.S. Army Research and 
Technology Laboratories (AVRADCOM).— Fort Eustis, 
Va. : The Laboratory, [1983] 

257 p. : ill. ; 28 cm. — (USAAVRADCOM-TR ; 82-D-34) 
Final report. July 1980-June 1982. Cover title. “Bell Heli- 
copter Textron, Inc.” “February 1983.” Includes biblio- 
graphical references. Contract No.: DAAK51-80-C-0027, 
Project No.: 62209A. Project No.: 1L162209AH76. Project 
No.: 032 EK. @lItem 322-B-1 (microfiche) 

1. Helicopters — Safety measures — Simulation methods. 
I. Cronkhite, J. D. (James D.) II. Haas, T. J. III. Army 
Research and Technology Laboratories (U.S.). Applied Tech- 
nology Laboratory. IV. Bell Helicopter Textron. V. Title. 
VI. Series: AVRADCOM technical report ; 82-D-34. 
OCLC 10892045 


84-18814 


D 117.8/2:TR-82-D-37 
Yaeger, J. R. 

Combat maintenance concepts and repair techniques using 
shape memory alloys for fluid lines, control tubes, and drive 
shafts / J.R. Yaeger ; prepared for Applied Technology Lab- 
oratory, U.S. Army Research and Technology Laboratories 
(AVRADCOM). — Fort Eustis, Va. : The Laboratory, [1983] 


50 p. : ill. ; 28 cm.— (USAAVRADCOM.-TR ; 82-D-37) 
Final report. 27 Sept 79 to 31 Sept 82. Cover title. “Ray- 
chem Corporation.” Distributed to depository libraries in 
microfiche. ‘March 1983.” Contract No.: DAAK 51-79-C- 
0059, Project No.: 612209. Project No.: 1L162209AH76 00. 
Project No.: 292 EK. @ltem 322-B-1 (microfiche) 

1. Couplings — Maintenance and repair. 2. Helicopters — 
Maintenance and repair. I. Army Research and Technology 
Laboratories (U.S.). Applied Technology Laboratory. II. 
Raychem Corporation. III. Title. IV. Series: AVRAD- 
COM technical report ; 82-D-37. OCLC 19945860 
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Defense Dept. 
Washington, DC 20350 


84-18815 
D 201.2:C 35 
Cooney, David M. 

A study of factors relating CHAMPUS structure, effective- 
ness and communications / by David M. Cooney. — [Wash- 
ington, D.C.? : Dept. of the Navy, 1981} 

1 v. (various pagings) : ill., 1 map, 1 form ; 28 cm. Distrib- 
uted to depository libraries in microfiche. “January 1981.” 
@ltem 370 (microfiche) 

1. United States. Office of Civilian Health and Medical 
Program of the Uniformed Services. 2. Military depend- 
ents — Medical care— United States. I. United States. 
Navy. II. Title. III. Title: A study of factors relating 
C.H.A.M.P.U.S. structure, effectiveness and communications. 
OCLC 10219272 


84-18816 
D 201.2:En 3/2 
The Naval intelligence challenge : civilian careers for engineers 
& scientists. — [Suitland, Md.] : The Naval Intelligence Sup- 
port Center, [19847] 
16 p. : col. ill., 1 map ; 28 cm. Cover title. @lItem 370 
1. Naval Intelligence Support Center (U.S.) 2. Civil engi- 
neering — United States. 3. Scientists— United States. 4. 
United States. Navy — Recruiting, enlistment, etc. I. Naval 
Intelligence Support Center (U.S.) OCLC 10921275 


84-18817 
D 201.2:En 3/981 
Civilian career opportunities with Navy engineers & scien- 
tists. — Rev. 8/81.—[Washington, D.C.?] : Naval Civilian 
Personnel Command, [19817] 
1 folded sheet (16 p.) : ill. ; 11 x 23 cm.— (NAVSO P ; 
3057) @lItem 370 
1. Civil engineering — United States. 2. Scientists — 
United States. 3. United States. Navy — Recruiting, enlist- 
ment, etc. I. United States. Naval Civilian Personnel Com- 
mand. II. Series. OCLC 10921314 


84-18818 
D 201.2:Sch 6 
United States. Navy. 

The Navy’s prep school for college scholarships and Naval 
Academy appointments : BOOST. —[Washington, D.C.?] : 
Navy, [19837] 

8 p. : col. ill. ; 28 cm. Cover title. “S/N 0506-LP-500- 
3020”—P. 8. @lItem 370 

1. BOOST (U.S.) 2. Naval education — United States. I. 
Title. OCLC 10874579 


84-18819 
D 201.6/12:R 24/983 
Recognition identification guide to ship associated flags, ensigns, 
and aircraft rondel markings : RIG SAFEARM / prepared 
by Naval Intelligence Support Center. — [Washington, D.C.] : 
The Center, [1983] 
iii, 39 p. : col. ill. ; 28 cm. “July 1983.” @Item 370-A 
1. Emblems, National. 2. Airplanes, Military — Identifica- 
tion marks. 3. Standards, Military. 4. Merchant ships — 
Recognition. I. Naval Intelligence Support Center (U.S.) 
II. Title. OCLC 10921307 
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Navy Department — Defense Dept. 


84-18820 


D 201.29:IH-321 

The Effects of various fidelity factors on simulated helicopter 
hover / G.L. Ricard ... [et al.].— Orlando, Fla. : Naval 
Training Equipment Center, [1981] 

66, 4 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; IH-321) Final report. March 1979 to June 1980. 
Cover title. Distributed to depository libraries in microfiche. 
“January 1981.” Bibliography: p. 49-52. Project No.: 
63733N. Project No.: W1200-PN. Project No.: Task 0785. 
@ltem 370-E (microfiche) 

1. Flight simulators. I. Ricard, G. L. II. Naval Training 
Equipment Center (U.S.) III. Series. OCLC 10881648 


84-18821 


D 201.29:IH-322 
Kaul, Charles E. 

Glideslope descent-rate cuing to aid carrier landings / 
Charles E. Kaul, Stanley C. Collyer, Gavan Lintern ; pre- 
pared for Naval Air Systems Command. — Orlando, Fla. : 
Naval Training Equipment Center, [1980] 

56, 5 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; IH-322) Final. Cover title. Distributed to 
depository libraries in microfiche. “October 1980.” Bibliog- 
raphy: p. 45-46. Project No.: NAVTRAEQUIPCEN 0785-1. 
@ltem 370-E (microfiche) 

1. Flight simulators. I. Collyer, Stanley C. II. Lintern, 
Gavan. III. United States. Naval Air Systems Command. 
IV. Naval Training Equipment Center (U.S.) V. Title. VI. 
Series. OCLC 10881607 


84-18822 


D 201.29:TH-326 
Browder, G. Blair. 

Visual Technology Research Simulator : visual and motion 
system dynamics / G. Blair Browder, Steve K. Butrimas. — 
Orlando, Fla. : Naval Training Equipment Center, [1981] 

71, 4 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; IH-326) Interim. 1978-1981. Cover title. Dis- 
tributed to depository libraries in microfiche. “April 1981.” 
Project No.: NAVTRAEQUIPCEN task no. 0785. @Item 
370-E (microfiche) 

1. Flight simulators. I. Butrimas, Steve K. II. Naval 
Training Equipment Center (U.S.) III. Title. IV. Series. 
OCLC 10881617 


84-18823 


D 201.29:IH-328 
Owen, Joseph R. 

Distribution of monochrome screen luminance in the 
CTOL visual technology research simulator / Joseph R. 
ny — Orlando, Fla. : Naval Training Equipment Center, 
1980) 

14, 4 leaves : ill. ; 28 cm.— (Technical report NAV- 
TRAEQUIPCEN ; IH-328) Interim. 1978-1980. Distribut- 
ed to depository libraries in microfiche. “November 1980”— 
Cover. Bibliography: leaf 14. @lItem 370-E (microfiche) 

1. Flight simulators. I. Naval Training Equipment Center 
(U.S.) IL. Title. III. Series. OCLC 10921294 


84-18824 


D 201.29:IH-333 


Stoffer, Gerald R. 


Performance measurement and the Navy's Tactical Air- 
crew Training System (TACTS) / Gerald R. Stoffer. — Or- 
lando, Fla. : Naval Training Equipment Center, [1981] 

30, 5 p. ; 28 cm.— (Technical report NAVTRAEQUIP- 
CEN ; IH-333) Final report. March-April 1981. Cover 
title. Distributed to depository libraries in microfiche. 
“September 1981.” Bibliography: p. 27-30. Project No.: 
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62757N. Project No.: 63701N. Project No.: Task 0713. 
@ltem 370-E (microfiche) 

1. Flight training — United States. 2. Naval art and sci- 
ence. I. Naval Training Equipment Center (U.S.) II. Title. 
III. Series. OCLC 10921302 


84-18825 


D 201.29:1H-335 


Holler, Edward M. 


Math model description for the Visual Technology Re- 
search Simulator (VTRS) Conventional Takeoff and Landing 
(CTOL) weapon delivery visual system / Edward M. 
Holler. — Orlando, Fla. : Naval Training Equipment Center, 
[1982] 

134, 3 p. : ill, torms ; 28 cm.— (Technical report NAV- 
TRAEQUIPCEN IH-335) Final. Cover title. ‘Naval 
Air Systems Command.” Distributed to depository libraries 
in microfiche. “January 1982.” Project No.: PE63733N. 
Project No.: W1200-RN. Project No.: 0785-3. @lItem 370- 
E (microfiche) 

1. Flight simulators. I. Naval Training Equipment Center 
(U.S.) II. United States. Naval Air Systems Command. _III. 
Title. IV. Series. OCLC 10881633 


84-18826 


D 201.29:1H-337 


Herndon, Jack W. 


A Visual Technology Research Simulator for Vertical Take 
Off and Landing (VTOL) / Jack W. Herndon. — Orlando, 
Fla. : Naval Training Equipment Center, [1982] 

20, 3 leaves : ill. ; 28 cm.— (Technical report NAV- 
TRAEQUIPCEN ; IH-337) Interim. March 1982. Distrib- 
uted to depository libraries in microfiche. “March 1982”— 
Cover. Bibliography: leaf 20. @lItem 370-E (microfiche) 

1. Flight simulators. I. Naval Training Equipment Center 
(U.S.) II. Title. III. Series. OCLC 10881638 


84-18827 


D 201.29:IH-341 


Instructional Features Workshop (1982 : Naval Training Equip- 


ment Center) 

Instructional Features Workshop / [G.L. Ricard, T.N. 
Crosby, and E.Y. Lambert, editors]. — Orlando, Fla. : Naval 
Training Equipment Center, [1982] 

175, 17 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; IH-341) Final. 1 Oct 81 - 1 Oct 82. Cover 
title. Distributed to depository libraries in microfiche. ‘Oc- 
tober 1982.” Includes bibliographies. Project No.: 2716. 
@ltem 370-E (microfiche) 

1. Synthetic training devices — Congresses. 2. Naval edu- 
cation — United States — Congresses. I. Ricard, G. L. II. 
Crosby, T. N. III. Lambert, E. Y. IV. Naval Training 
Equipment Center (U.S.) V. Title. VI. Series. OCLC 
09239976 


84-18828 


D 201.29:1H-347 


Wightman, Dennis C. 


Part-task training strategies in simulated carrier landing 
final approach training / Dennis C. Wightman. — Orlando, 
Fla. : Naval Training Equipment Center, [1983] 

iv, 62, 7 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; IH-347) Final report. 1 March 1982-30 April 
1983. Cover title. Distributed to depository libraries in 
microfiche. “November 1983.” Bibliography: p. 58-59. 
Project No.: PE 63733N. Project No.: W-1200 PN. @Item 
370-E (microfiche) 

1. Flight training — United States — Psychological aspects. 
2. Flight simulators. I. Naval Training Equipment Center 
(U.S.) II. Title. Ill. Series. OCLC 10881662 





84-18829 


D 201.29:76-C-0048-1 

System description : Aviation Wide-Angle Visual System 
(AWAVS) Computer Image Generator (CIG) visual system / 
General Electric Company, Space Division. — Rev. May 
1981 — Orlando, Fla. : Naval Training Equipment Center, 
[1981] 

ii, 82, 4 p. : ill. ; 28 cm. — (Technical report NAVTRAE- 
QUIPCEN ; 76-C-0048-1) Final report. Cover title. Dis- 
tributed to depository libraries in microfiche. “Revision to 
the original report printed November 1978”—Rept. doc. p. 
Contract No.: N61339-76-C-0048-1, Project No.: NAVTRAE- 
QUIPCEN task no. 4781. Contract No.: N61339-79-C-0143. 
@ltem 370-E (microfiche) 

1. Aeronautical instruments — Display systems. I. General 
Electric Company. Space Division. II. Naval Training 
Equipment Center (U.S.) III. Series. OCLC 10881609 


84-18830 


D 201.29:78-C-0060-3 
Simon, C. W. (Charles W.) 

Applications of advanced experimental methods to visual 
technology research simulator studies : supplemental tech- 
niques / C.W. Simon.— Orlando, Fla. : Naval Training 
Equipment Center, [1981] 

128, 4 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; 78-C-0060-3) Final report. 26 May 1978 - 31 
March 1980. Cover title. ‘Canyon Research Group, Inc.” 
Distributed to depository libraries in microfiche. “January 
1981.” Bibliography: p.  123-127/128. Contract No.: 
N61339-78-C-0060, Project No.: NAVTRAEQUIPCEN 
project no. 4781-6P5. Contract No.: N61339-78-C-0096. 
@ltem 370-E (microfiche) 

1. Flight simulators. I. Naval Training Equipment Center 
(U.S.) II. Canyon Research Group. III. Title. IV. Series. 
OCLC 10881652 


84-18831 


D 201.29:78-C-0060-5 
Hennessy, Robert T. 

Unconventional visual displays for flight training / Robert 
T. Hennessy, Gavan Lintern, Stanley C. Collyer. — Orlando, 
Fla. : Naval Training Equipment Center, [1981] 

62, 4 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; 78-C-0060-5) Interim report. 1 May 1980 - 30 
November 1981. Cover title. “Canyon Research Group, 
Inc.” Distributed to depository libraries in microfiche. 
“November 1981.” Bibliography: p. 37-38. Contract No.: 
N61339-78-C-0060, Project No.: 4781-6P1A. @lItem 370-E 
(microfiche) 

1. Flight training — United States. 2. Synthetic training 
devices. I. Lintern, Gavan. II. Collyer, Stanley C. III. 
Naval Training Equipment Center (U.S.) IV. Canyon Re- 
search Group. V. Title. VI. Series. OCLC 10881452 


84-18832 


D 201.29:78-C-0060-6 
Simon, C. W. (Charles W.) 

Applications of a multifactor approach to transfer of train- 
ing research / Charles W. Simon and Stanley N. Roscoe. — 
Orlando, Fla. : Naval Training Equipment Center, [1981] 

83, 4 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; 78-C-0060-6) 1 May 1980 - 31 July 1981. 
Cover title. ‘Canyon Research Group, Inc.” Distributed to 
depository libraries in microfiche. “July 1981.” Includes 
bibliographical references. Contract No.: N 61339-78-C- 
0060, Project No.. NAVTRAEQUIPCEN project no. 4781- 
6PIA. ~ @Item 370-E (microfiche) 

J::Employees, Training of —United States. 2. Technology 
transfer. I. Roscoe, Stanley Nelson, 1920- 11. Naval Train- 
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ing Equipment Center (U.S.) III. Canyon Research Group. 
IV. Title. V. Series. OCLC 10881521 


84-18833 


D 201.29:78-C-0060-9 


Applications of simulator freeze to carrier glideslope tracking 


instruction. — Orlando, Fla. : Naval Training Equipment 
Center ; Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, [1982] 

50, 8 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; 78-C-0060-9) (AFHRL-TR ; 82-3) (Cooperative 
study series) Final. 1 May 1980 - 31 August 1981. Cover 
title. “Canyon Research Group, Inc.”—Rept. doc. p. Dis- 
tributed to depository libraries in microfiche. “July 1982.” 
Bibliography: p. 33-34. Contract No.: N61339-78-C-0060, 
Project No.: 4781-6P1A. Project No.: 1123-02-34 (AFHRL) 
@ltem 370-E (microfiche) 

1. Flight simulators. I. Naval Training Equipment Center 
(U.S.) II. Air Force Human Resources Laboratory. III. 
Canyon Research Group. IV. Series. V. Series. VI. 
Series. OCLC 10901516 


84-18834 


D 201.29:78-C-0076-1 


Hennessy, Robert T. 


Critical research issues and visual system requirements for a 
V/STOL training research simulator / Robert T. Hennessy, 
Dennis J. Sullivan and Herbert D. Cooles. — Orlando, Fla. : 
Naval Training Equipment Center, [1980] 

148, 4 p. : ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; 78-C-0076-1) Final technical report. 15 Jun 78 - 
14 Jun 79. Cover title. “Canyon Research Group, Inc.” 
Distributed to depository libraries in microfiche. “October 
1980.” Bibliography: p. 141-148. Contract No.: N61339-78- 
C-0076, Project No.: 63701N. Project No.: W0542-PN. 
Project No.: 4781-6P2. @lItem 370-E (microfiche) 

1. Flight simulators. I. Sullivan, Dennis J. II. Cooles, 
Herbert D. III. Naval Training Equipment Center (U.S.) 
IV. Canyon Research Group. V. Title. VI. Series. OCLC 
10901439 


84-18835 


D 201.29:80-C-0055-1 


Baron, Sheldon. 


An optimal control model analysis of data from a simulated 
hover task / Sheldon Baron. — Orlando, Fla. : Naval Train- 
ing Equipment Center, [1981] 

54, 4 p. : ill. ; 28 cm.— (Report NAVTRAEQUIPCEN ; 
80-C-0055-1) Final report. June 1980 - February 1981. 
Cover title. ‘Bolt Beranek and Newman Inc.” Distributed 
to depository libraries in microfiche. “May 1981.” Bibliog- 
raphy: p. 40-41/42. Contract No. N61339-80-C-0055, 
Project No.: 0785. @lItem 370-E (microfiche) 

1. Flight simulators. I. Naval Training Equipment Center 
(U.S.) II. Bolt, Beranek, and Newman, inc. III. Title. IV. 
Series: Technical report NAVTRAEQUIPCEN ; 80-C-0055- 
1. OCLC 10901469 


84-18836 


D 201.29:81-C-0105-8 


Berbaum, Kevin S. 


Design criteria for reducing “popping” in area-of-interest 
displays : preliminary experiments / Kevin S. Berbaum. — 
Orlando, Fla. : Naval Training Equipment Center, [1983] 

61, 7 p.: ill. ; 28 cm.— (Technical report NAVTRAE- 
QUIPCEN ; 81-C-0105-8) Interim fimal report. 1 Sept 81 - 
31: Aug 84. Cover title. “Canyon Research Group.” Dis- 
tributed to depository libraries in microfiche. ‘September 
1983.” Bibliography: p. 31-33/34. Contract No.: N61339- 
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81-C-0105, Project No.: 0785-2P3. @lItem 370-E (micro- 
fiche) 

1. Flight simulators. I. Naval Training Equipment Center 
(U.S.) II. Canyon Research Group. III. Title. IV. Series. 
OCLC 10881627 

{ 


MEDICINE AND SURGERY BUREAU (NAVY) 
Defense Dept. 
Washington, DC 20350 
84-18837 
D 206.7/a:F 68 
Herman, Jan K. 
A hilltop in Foggy Bottom : home of the oid Naval Ob- 


v. : ill. ; 28 cm. 

Annual 

1984-1985- Spine title: United States Naval Academy cata- 
log 1984-1985- 1984-1985. @lItem  390-A_ Continues: 
United States Naval Academy. Annapolis, the United States 
Naval Academy catalog 

1. United States Naval Academy — Curricula — Periodi- 
cals. I. Title. OCLC 10946108 


NAVAL RESEARCH OFFICE 
Defense Dept. 
Arlington, VA 22217 


servatory and the Navy Medical Department / by Jan K. 84-18841 


Herman. — Washington, DC : Naval Medical Command, 


D 210.2:Ac 7/v.2 


Dept. of the Navy, 1984. Hanish, S. (Sam) 


84 p. : ill, 3 maps ; 28 cm. “Reprinted from U.S. Navy 
Medicine.” Bibliography: p. 84. @lItem 385-D 
1. United States Naval Observatory. 2. United States. 
Navy. Medical Dept. I. United States. Naval Medical Com- 
mand. II. Title. OCLC 10745853 
84-18838 
D 206.10:1000 
Visual fatigue in sonar control rooms lighted by red, white, or 
blue illumination / by Jo Ann S. Kinney ... [et al.]. — Groton, 
Conn. : Naval Submarine Medical Research Laboratory, 


A treatise on acoustic radiation / S. Hanish. — Washington, 
D.C. : Naval Research Laboratory, 1983- 

v. : ill. ; 28 cm. Description based on vol. 2. Includes 
bibliographical references. Includes index. Contents: v. 2. 
Acoustic transducers. Project No.: 62711N SF11-121-601 51- 
C001-X-3. Project No.: 61153N RRO23-03-01 51-1445-0-3. 
@ltem 407 

1. Sound waves. I. Naval Research Laboratory (U.S.) II. 
Title. III. Title: Acoustic transducers. OCLC 10887626 


(1983) 84-18842 


iii, 26 p. : ill. ; 28 cm.— (Report / Naval Submarine 


D 210.8:8688 


Medical Research Laboratory ; no. 1000) Interim report. Partick, Rentsen © 


Distributed to depository libraries in microfiche. “12 May 
1983”—Cover. Includes bibliographical references. Project 
No.: 65856N. Project No.: M0100.001-1014. @lItem 385-C 
(microfiche) 

1. Light, Colored— Testing. 2. Vision— Testing. I. 
Kinney, Jo Ann S. II. Naval Submarine Medical Research 
Laboratory. III. Series: Report (Naval Submarine Medical 
Research Laboratory) ; no. 1000. OCLC 10921249 


84-18839 


D 206.10:1006 
Luria, S. M. (Saul Martin), 1929- 
Effectiveness of the Mark V Chemical-Biological Mask 


Exposure of creosote-naive and creosote-conditioned Lim- 
noria tripunctata (Menzies) to untreated and creosote-treated 
wood / K.K. Parrish, W.R. Barger, J.D. Bultman. — Wash- 
ington, D.C. : Naval Research Laboratory, [1983] 

iii, 17 p. : ill. ; 28 cm.— (NRL report ; 8688) Interim 
report on one phase of a continuing NRL problem. Cover 
title. Distributed to depository libraries in microfiche. 
“June 13, 1983.” Includes bibliographical references. 
Project No.: 43-1764-03. @lItem 407-H (microfiche) 

1. Crustacea. 2. Isopoda. I. Barger, William R. II. Bult- 
man, John D. (John Dale), 1924- III. Naval Research Labo- 
ratory (U.S.) IV. Title. V. Series. OCLC 10921286 


worn over spectacles / by S.M. Luria and J.H. Dougherty, 84-18843 


Jr.— Groton, Conn. : Naval Submarine Medical Research 
Laboratory, [1983] 

iii, 7 p. : ill. ; 28 cm.— (Naval Submarine Medical Re- 
search Laboratory report ; 1006) Interim. ‘Naval Medical 
Research and Development Command.” Distributed to de- 
pository libraries in microfiche. “6 July 1983.” Includes 
bibliographical references. Project No.: 65856N. Project 
No.: M0100.001-1020. @ltem 385-C (microfiche) 

1. Eyeglasses, Protective — United States. 2. Safety gog- 
gles. I. Dougherty, J. H. (James H.) II. Naval Submarine 
Medical Research Laboratory. III. United States. Naval 
Medical Research and Development Command. IV. Title. 
V. Series: Report (Naval Submarine Medical Research Labo- 
ratory) ; no. 1006. OCLC 10935533 


D 210.8:8695 


Transverse horizontal coherence and low-frequency array gain 


limits in the deep ocean / L. Bruce Palmer ... [et al.].— 
Washington, D.C. : Naval Research Laboratory, [1983] 

iv, 37 p. : ill. ; 28 cm.— (NRL report ; 8695) Interim 
report on a continuing NRL problem. Cover title. Distrib- 
uted to depository libraries in microfiche. “August 9, 1983.” 
Includes bibliographical references. Project No.: Prog. 
Elem. 61153N. Project No.: Proj. RRO110843. Project No.: 
NRL Problem 51-1327-0-3. @lItem 407-H (microfiche) 

1. Sound — Transmission. 2. Sound-waves — Scattering. 
3. Underwater acoustics. I. Palmer, L. Bruce. II. Naval 
Research Laboratory (U.S.) III. Series. OCLC 10901480 


84-18844 


NAVAL ACADEMY 


D 210.8:8704 


Defense Dept. Johnson, Rodney W. 


Annapolis, MD 21402 
84-18840 


D 208.109:984-85 
United States Naval Academy. 
Annapolis, United States Naval Academy catalog. Annap- 
olis, Md. : The Academy, [1984- United States Naval Acad- 
emy, Annapolis, Md. 21402 
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Which is the better entropy expression for speech process- 
ing : -S log S or log S / Rodney Johnson and John E. 
Shore. — Washington, D.C. : Naval Research Laboratory, 
[1983] 

iii, 18 p. : ill. ; 28 cm:— (NRL report ; 8704) Interim 
report on a continuing NRL problem. Cover title. Distrib- 
uted to depository libraries in microfiche. “July 20, 1983.” 
Includes bibliographical references. Contract No.: 61153N. 





Contract No.: RR-21-05-42. Contract No.: 75-0107-0-3. 
@ltem 407-H (microfiche) 

1. Spectrum analysis. I. Shore, John E. II. Naval Re- 
search Laboratory (U.S.) III. Title. IV. Series. OCLC 
10901447 


84-18845 
D 210.8:8707 
Shore, John E. 

On a relation between maximum-likelihood classification 
and minimum-cross-entropy classification / John E. Shore. — 
Washington, D.C. : Naval Research Laboratory, [1983] 

6 p. ; 28 cm. — (NRL report ; 8707) Interim report on a 
continuing NRL problem. Cover title. Distributed to de- 
pository libraries in microfiche. “July 14, 1983.” Includes 
bibliographical references. Project No.: RRO14-09-41. 
Project No.: NRL. problem 75-0102-0-3. @Item 407-H 
(microfiche) 

1. Maximum principles (Mathematics) 2. Entropy (Infor- 
mation theory) I. Naval Research Laboratory (U.S.) II. 
Title. III. Series. OCLC 10921443 


84-18846 
D 210.8:8711 
Giellis, G. R. 

A technique of comparative analysis of underwater sound 
transmission loss curves / G.R. Giellis and B.B. Adams. — 
Washington, D.C. : Naval Research Laboratory, [1983] 
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textbook / E.L. Althouse, D.M. Kopp and R.G. Trgina. — 
Washington, D.C. : Naval Research Laboratory, [1983] 

iii, 59 p. : ill. ; 28 cm. — (NRL memorandum report ; 5215) 
Interim report on a continuing NRL problem. Cover title. 
Distributed to depository libraries in microfiche. ‘December 
29, 1983.” Includes bibliographical references. Project No.: 
62721N. Project No.: XF21222100. Project No.: 75-0138-0- 
3. @ltem 407-H-1 (microfiche) 

1. Fiber optics. 2. Laser communication systems. I. 
Kopp, Douglas M. II. Trgina, R. G. III. Naval Research 
Laboratory (U.S.) IV. Title. V. Series. OCLC 10901473 


84-18852 
D 210.8/2:5232 
Althouse, Edwin L. 

Linearization of an analog fiber-optic system using the 
quasi-feedforward technique / E.L. Althouse and D.M. 
Kopp. — Washington, D.C. : Naval Research Laboratory, 
[1983] 

iii, 27 p. : ill. ; 28 cm. — (NRL memorandum report ; 5232) 
Interim report on a continuing NRL problem. Cover title. 
Distributed to depository libraries in microfiche. “December 
29, 1983.” Includes bibliographical references. Project No.: 
62721N. Project No.: XF21-222-100. Project No.: 75-0138- 
0-3. @lItem 407-H-1 (microfiche) 

1. Fiber optics. I. Kopp, Douglas M. II. Naval Research 
Laboratory (U.S.) III. Title. IV. Series. OCLC 10921280 


Page 61 





Naval Observatory — Defense Dept. 


NAVAL OBSERVATORY 
Defense Dept. 
Washington, DC 20350 


84-18853 
D 213.11:985 
D 213.11:985/insert 
The Nautical almanac for the year ... Washington : Issued by 

the Nautical Almanac Office, United States Naval Observato- 
ry under the authority of the Secretary of the Navy : For sale 
by the Supt. of Docs., U.S. G.P.O. ; London : Her Majesty’s 
Stationery Office, Supt. of Docs., U.S. Govt. Print. Off., 
Washington, DC 20402 Her Majesty’s Stationery Office, 49 
High Holborn, London w.c.1 

v. : ill. ; 26-28 cm. 

Annual 

$10.00 

Began with 1960. Issues for (1979)- include insert: Index 
to selected stars. 1985. Description based on: 1982. Issued 
jointly with Her Majesty’s Nautical Almanac Office by order 
of the Secretary of State for Defence. @Item 395 S/N 
008-054-00107-6 Continues: American nautical almanac 

1. Nautical almanacs — Periodicals. 2. Ephemerides — 
Periodicals. I. United States Naval Observatory. Nautical 
Almanac Office. II. Great Britain. Nautical Almanac Office. 
sc-79002685 OCLC 01286390 


MILITARY SEALIFT COMMAND (NAVY) 
Defense Dept. 
Washington, DC 20390 
84-18854 
D 216.2:T 68 
United States. Military Sealift Command. 
Transportation : dry cargo operations/MSC tankers. — 


[Washington, D.C.? : Military Sealift Command?, 19837] 

1 folded sheet (6 p.) : ill. (some col.) ; 20x 22cm. @lItem 
388-B-2 

1. Cargo ships — United States. 
cargo operations/MSC tankers. OCLC 10881485 


I. Title. II. Title: Dry 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


84-18855 
D 301.26/12:Sp 1 
Coard, Edna A. 

Space travel / Edna A. Coard. — Maxwell Air Force Base, 
Ala. : Air Force Junior ROTC, Air University, 1983. 
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12 p. : ill. ; 28 cm.— (AFGL-TR ; 83-0169) (Physical 
sciences research papers ; no. 667) Interim. Cover title. 
“Project 7661.” Distributed to depository libraries in micro- 
fiche. “S July 1983.” Bibliography: p. 12. Project No.: 
62101F. Project No.: 76611101. @Item 421-E-6 (micro- 
fiche) 

1. Maxwell equations. 2. Space vehicles — Mathematical 
models. I. Rubin, A. G. II. Tautz, M. F. III. U.S. Air 
Force Geophysics Laboratory. Space Physics Division. IV. 
United States. Air Force Systems Command. V. Title. VI. 
Series. VII. Series: Physical sciences research papers (U.S. 
Air Force Geophysics Laboratory) ; no. 667. OCLC 
10905525 


84-18862 


D 301.45/4:83-0170 
Cohen, Ian D. 

Analysis of AFGL aircraft icing data / Ian D. Cohen. — 
Hanscom AFB, Mass. : Meteorology Division, Air Force 
Geophysics Laboratory, Air Force Systems Command, 
USAF, [1983] 

45 p. : ill. ; 28 cm. — (AFGL-TR ; 83-0170) (Environmen- 
tal research papers ; no. 843) Interim. Cover title. 
“Project 6670.” Distributed to depository libraries in micro- 
fiche. “5S July 1983.” Includes bibliographical references. 
Project No.: 62101F. Project No.: 66701204. @ltem 421-E- 
6 (microfiche) 

1. Airplanes—Ice prevention. I. U.S. Air Force Geo- 
physics Laboratory. Meteorology Division. II. United 
States. Air Force Systems Command. III. Title. IV. Series. 
V. Series: Environmental research papers (U.S. Air Force 
Geophysics Laboratory) ; no. 843. OCLC 10905563 


84-18863 


D 301.45/4:83-0187 
Atmospheric transmittance/radiance : computer code LOW- 
TRAN 6 / F.X. Kneizys.— Hanscom AFB, Mass. : Optical 
Physics Division, Air Force Geophysics Laboratory, Air 
Force Systems Command, USAF, [1983] 

200 p. : ill. ; 28 cm. — (AFGL-TR ; 83-0187) (Environmen- 
tal research papers ; no. 846) Interim. Cover title. 
“Project 7670.” Distributed to depository libraries in micro- 
fiche. “1 August 1983.” Includes bibliographical refer- 
ences. Project No.: 62101F. Project No.: 76700907. 
Project No.: 76701402. @ltem 421-E-6 (microfiche) 

1. Atmospheric radiation. 2. Radiative transfer. I. 
Kneizys, F. X. II. U.S. Air Force Geophysics Laboratory. 
Optical Physics Division. III. United States. Air Force Sys- 
tems Command. IV. Series. V. Series: Environmental re- 
search papers (U.S. Air Force Geophysics Laboratory) ; no. 
846. OCLC 10642286 


Government Publications — September 1984 


84-18864 


D 301.45/4:83-0239 


McNamara, L. F. 


Prediction of total electron content using the international 
reference ionosphere / Leo F. McNamara. — Hanscom AFB, 
Mass. : Space Physics Division, Air Force Geophysics Labo- 
ratory, Air Force Systems Command, [1983] 

43 p. : ill. ; 28 cm. — (AFGL-TR ; 83-0239) (Environmen- 
tal research papers ; no. 853) Final. Cover title. “Project 
4643.” Distributed to depository libraries in microfiche. 
“20 September 1983.” Includes bibliographical references. 
Project No.: 62101F. Project No.: 46430901. @lItem 421-E- 
6 (microfiche) 

1. Ionospheric electron density — Analysis. I. U.S. Air 
Force Geophysics Laboratory. Space Physics Division. II. 
United States. Air Force Systems Command. III. Title. IV. 
Series. V. Series: Environmental research papers (U.S. Air 
Force Geophysics Laboratory) ; no. 853. OCLC 10905555 


84-18865 


D 301.45/4:83-1068 


A Computer code to calculate emission and transmission of 


infrared radiation through non-equilibrium atmospheres / 
R.D. Sharma ... [et al.].— Hanscom AFB, Mass. : Optical 
Physics Division, Air Force Geophysics Laboratory, Air 
Force Systems Command, USAF, [1983] 

51 p. : ill. ; 28 cm. — (AFGL-TR ; 83-0168) (Environmen- 
tal research papers ; no. 842) Interim. Cover title. 
“Project 2310.” Distributed to depository libraries in micro- 
fiche. “8 July 1983.” Includes bibliographical references. 
Project No.: 61102F. Project No.: 2310G415. @lItem 421- 
E-6 (microfiche) 

1. Infra-red rays. 2. Atmospheric radiation — Computer 
programs. I. Sharma, R. D. II. U.S. Air Force Geophysics 
Laboratory. Optical Physics Division. III. United States. Air 
Force Systems Command. IV. Series. V. Series: Environ- 
mental research papers (U.S. Air Force Geophysics Laborato- 
ry) ; no. 842. OCLC 10905559 


84-18866 


D 301.45/27:82-19 


Models of maintenance resources interaction : peacetime oper- 


ations / by Carl F. Asiala ... [et al.].— Brooks Air Force 
Base, Tex. : Air Force Human Resources Laboratory, Air 
Force Systems Command, [1983] 

vii, 53 p. : ill, ; 28 cm,— (AFHRL-TR ; 82-19) Final 
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training module / Eric Rice, Sally H. Spetz. — Raleigh, N.C. 
: CONSERVA, Inc. ; Washington, D.C. : For sale by the 
Supt. of Docs., U.S. G.P.O., 1983. 
27 p. : ill., forms ; 28 cm. “Department of Education, 


Office of Vocational and Adult Education”’—P. [2] of cover. 


“Contract no. 300800937”—P. [2] of cover. 
S/N 065-000-00163-2 @ GPO $4.00 

1. Apprentices — United States. I. Spetz, Sally H. II. 
Conserva, Inc. III. United States. Office of Vocational and 
Adult Education. IV. Title. OCLC 10868700 


84-18878 


@ltem 455-B-2 


ED 1.2:C 18/3 
Career education : proven programs and promising practices : a 
catalog of exemplary career education programs and practices 
/ selected by the U.S. Department of Education. — San Fran- 
cisco, CA : Far West Laboratory for Educational Research 
and Development, [1984] 

ii, 100 p. ; 28 cm. “Contract 300-82-0347"—T.p. verso. 
Distributed to depository libraries in microfiche. “January 
1984.” Includes indexes. @ltem 445-B-2 (microfiche) 

1. Career education— United States — Directories. 2. 
Career education— United States—Catalogs. I. United 
States. Dept. of Education. II. Far West Laboratory for 
Educational Research and Development. OCLC 10474974 


84-18879 
ED 1.2:St 9/2 
Student financial assistance programs. — Washington, D.C. : 
U.S. Dept. of Education, Office of Student Financial Assist- 
ance, 1984. 
21 p. : forms ; 28 cm. Caption title. “January, 1984.” 
“P-84-2." @Item 455-B-2 
1. Student aid — United States. 2. Student loan funds — 
United States. I. United States. Dept. of Education. Office 
of Student Financial Assistance. OCLC 10910557 
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84-18880 
ED 1,8:Au 2/2 
Audit guide : student financial assistance programs. — [Washing- 
ton, D.C.] : U.S. Dept. of Education, Office of Inspector 
General, Office of Audit, 1984. 

1 v. (loose-leaf) ; 28 cm. “National Direct Student Loan 
Program (NDSL), College Work-Study Program (CWS), 
Supplemental Educational Opportunity Grant Program 
(SEOG), Pell Grant Program, Guaranteed Student Loan Pro- 
gram (GSL)” “March 1984.” Includes bibliographical ref- 
erences. @Item 461-B-1 

1. Student financial aid administration — United States. 2. 
Student aid — United States. I. United States. Dept. of Edu- 


cation. Office of Inspector General. Office of Audit. OCLC 
10921715 


84-18881 
ED 1.8:D 63/5 
A Guide to disbursement, refund, and repayment. — Washing- 
ton, DC : Office of Student Financial Assistance, Student 
Financial Assistance Training Program, 1984. 
1 v. (various pagings) ; 28 cm. @lItem 461-B-1 
1, Student aid — United States. I. United States. Dept. of 


Education. Office of Student Financial Assistance. OCLC 
10882146 


84-18882 
ED 1.8:St 9 
A Guide to the repayment of multiple national direct student 
loans. — Washington, DC : Office of Student Financial Assist- 
ance, Student Financial Assistance Training Program, 1984. 
1 v. (various pagings) ; 28 cm. @lItem 461-B-1 
1. Student aid — United States. I. United States. Dept. of 


Education. Office of Student Financial Assistance. OCLC 
10672976 


84-18883 
ED 1,32:984 
Special Education Programs (U.S.). Division of Educational 
Services. 

Annual report to Congress on the implementation of Public 
Law 94-142, the Education for All Handicapped Children 
Act / prepared by the Division of Educational Services, Spe- 
cial Education Programs. [Washington, D.C.?] : U.S. Dept. of 
Education, U.S. Office of Special Education and Rehabilita- 
tive Services, 1982- U.S. Dept. of Education, Office of Spe- 
cial Education and Rehabilitative Services, Special Education 
Programs, Division of Educational Services, Washington, 
D.C., 20202 

v. 3 ill, ; 28 cm. 

Annual 

3rd (1981)- 6th, 1984. @lItem 461-B Continues: United 
States. Office of Special Education. State Program Implemen- 
tation Studies Branch. Annual report to Congress on the 
implementation of Public Law 94-142, the Education for All 
Handicapped Children Act ISSN 0278-1883 

1. Handicapped children — Education — Law and legisla- 
tion — United States — Periodicals. 2. Handicapped chil- 
dren — Education — United States — States — Statistics — 
Periodicals. I. United States. Office of Special Education 
and Rehabilitative Services. II. Title. OCLC 09178860 


84-18884 
ED 1,39:983 
United States. Dept. of Education. Office of Planning, Budget, 
and Evaluation. 
Annual evaluation report. Washington, D.C. : U.S. Dept. of 
Education, Office of Planning, Budget, and Evaluation, 1982- 
Office of Planning, Budget, and Evaluation, Planning and 
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National Center for Education Statistics — Education Dept. 


Evaluation Service, Room 3605 Switzer Building, 330 C St:, 
SW, Washington, DC 20202 

v. ; 26 cm. ({1981]: Publication) 

Annual 

Fiscal year 1981- Issued in two vols.: v. 1, Summary “for 
general distribution”, and v. 2, Detailed analyses “for distribu- 
tion to appropriate Congressional committees and, on request, 
to other interested readers,” 1981-1982. Report covers fiscal 
year 1983. ERIC version for FY 1981, v. 1, distributed to 
depository libraries in microfiche. @lItem 461-C-3 @ 466-A- 
03 (microfiche) Continues: United States. Dept. of Educa- 
tion. Office of Evaluation and Program Management. Annual 
evaluation report ISSN 0278-9116 

1. Education and state— United States — Evaluation — 
Periodicals. 2. Educational accountability — United 
States — Periodicals. 3. Education— United States — Peri- 
odicals. 4. Federal aid to education — United States — Peri- 
odicals. 5. United States. Dept. of Education — Periodicals. 
I. Title. II. Series: Publication (United States. Dept. of Edu- 
cation) sn-84011374 OCLC 08690983 


NATIONAL CENTER FOR EDUCATION 
STATISTICS 
Education Dept. 
Hyattsville, MD 20782 


84-18885 


ED 1.113:983-84 
Digest of education statistics. Washington, D.C. : U.S. Dept. of 
Health, Education, and Welfare, Education Division, National 
Center for Education Statistics : For sale by the Supt. of 


Docs., U.S. G.P.O., 1976- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 

v. : ill. ; 26 cm. (1975-1979: DHEW publication ; no. 
(NCES)) 

Annual 

$6.50 

1975- Issues for 1975-1979 classed in: HE 19.315: ; 1980- 
classed in: ED 1.113: “NCES 83-407"—P. [4] of cover. 
1983-84. Includes bibliographical references. Vols. for 
1977-1978 issued together. Contains information on a variety 
of subjects within the field of education statistics, including 
the number of schools and colleges, enrollments, teachers, 
graduates, educational attainment, finances, Federal funds for 
education, libraries, international education, and research and 
development. ERIC version for 1981- distributed to deposi- 
tory libraries in microfiche. Vols. for 1980- issued by the 
U.S. Dept. of Education, Office of Educational Research and 
Improvement, National Center for Education Statistics. 
@ltem 460-A-10 S/N 065-000-00191-8 ISSN 0502-4102 
Continues: Digest of educational statistics ISSN 0502-4102 

1. Education — United States — Statistics — Periodicals. I. 
National Center for Education Statistics. II. Series: DHEW 
publication ; no. (NCES) sc-82005029 OCLC 03133477 


NATIONAL INSTITUTE OF EDUCATION 
Education Dept. 
Washington, DC 20208 


ERIC documents may be ordered in microfiche or paper copy 
from the ERIC Document Reproduction Service (EDRS), P.O. 
Box 190, Arlington, VA 22210. Telephone: (703) 823-0500. To 
obtain an order form, contact EDRS or consult any issue of 
Resources in Education (RIE) . 


84-18886 
ED 1,310/2:209080 
Schwartz, Judah L., 1934- 

The role of semantic understanding in solving multiplica- 
tion & division word problems : final report to the National 
Institute of Education / Judah L. Schwartz. — [Cambridge, 
Mass.?] : Division for Study & Research in Education, Massa- 
chusetts Institute of Technology, [1981] 

1 v. (various pagings) : ill. ; 28 cm. “October 1, 1981.” 
Distributed to depository libraries in microfiche. Includes 
bibliographies. Contents: The role of semantic understanding 
in solving multiplication word problems : two step R x E 
problems / by A.H. Quintero — The development of the 
concept of ratio in children / A.H. Quintero, J.L. Schwartz. 
“NIE-80-0144.” Stamped on t.p.: ED209080. @Item 466- 
A-3 (microfiche) S/N ED 209080 @ Educational Resources 
Information Center 

1. Problem solving in children. 2. Arithmetic. 3. Word 
recognition. I. Quintero, Ana Helvia. II. Massachusetts In- 
stitute of Technology. Division for Study & Research in Edu- 
cation. III. National Institute of Education (U.S.) IV. Title. 
OCLC 10906273 


84-18887 
ED 1,310/2:221877 
Humes, Ann. 

Research on the composing process : methodology, results, 
and limitations / Ann Humes.—Los Alamitos, Calif. : 
{Southwest Regional Laboratory for Educational Research 
and Development, 1982] 

42 p. : ill. ; 28 cm.— (Technical report ; 78) “Pursuant to 
contract NE-0-00-3-0064 with the National Institute of Educa- 
tion”’—P. [2] of cover. Distributed to depository libraries in 
microfiche. “September 1, 1982.” Bibliography: p. 39-42. 
Stamped on cover: ED221877. @lItem 466-A-3 (microfiche) 
S/N ED 221877 @ Educational Resources Information 
Center 

1. English language — Composition and exercises. 2. Chil- 
dren— United States— Writing. I. Southwest Regional 
Laboratory for Educational Research and Development. II. 
National Institute of Education (U.S.) III. Title. IV. Series: 
Technical report (Southwest Regional Laboratory for Educa- 
tional Research and Development) ; 78. OCLC 10897061 


84-18888 
ED 1,310/2:222891 
Coots, James H. 

Comprehension skills and text organization ability in read- 
ing / James H. Coots and David P. Snow. — Los Alamitos, 
Calif. : [Southwest Regional Laboratory for Educational Re- 
search and Development, 1981] 

26 leaves ; 28 cm.— (Southwest Regional Laboratory 
technical note ; no. 2-81/11) “Prepared under contract no. 
400-80-0108 with the National Institute of Education, Depart- 
ment of Education.” Distributed to depository libraries in 
microfiche. “March 31, 1981.” Bibliography: leaves 24-26. 
Stamped on t.p.: ED222891. @lItem 466-A-3 (microfiche) 
S/N ED 222891 @ Educational Resources Information 
Center 





1. Reading comprehension. I. Snow, David P. II. South- 
west Regional Laboratory for Educational Research and De- 
velopment. III. National Institute of Education (U.S.) IV. 
Title. V. Series. OCLC 10896995 


84-18889 
ED 1,310/2:223297 
Deegan, William L. 

The management of student affairs programs in community 
colleges : revamping processes and structures / William L. 
Deegan. — Washington, D.C. : American Association of 
Community and Junior Colleges : Council of Universities and 
Colleges ; Los Angeles, Calif. : ERIC Clearinghouse for 
Junior Colleges, c1982. 

vii, 52 p. : ill. ; 23 cm.— (Horizons issues monograph 
series) “Prepared with funding from the National Institute of 
Education, U.S. Department of Education, under contract no. 
400-78-0038”—T.p. verso. Distributed to depository libraries 
in microfiche. Includes bibliographies. Stamped on cover: 
ED223297. @lItem 446-A-3 (microfiche) S/N ED 223297 
@ Educational Resources Information Center 

1. Personnel service in higher education — United States — 
Administration. 2. College student development pro- 
grams — United States. 3. Community colleges — United 
States — Administration. I. American Association of Com- 
munity and Junior Colleges. II. Council of Universities and 
Colleges (Washington, D.C) III. ERIC Clearinghouse for 
Junior Colleges. IV. National Institute of Education (U.S.) 
V. Title. VI. Series. OCLC 10010240 


84-18890 
ED 1.310/2:223888 
Projects in progress (Columbus, Ohio) 

Projects in progress / compiled by the National Center 
Clearinghouse. Columbus, Ohio : The Clearinghouse, U.S. 
Dept. of Education, Office of Vocational and Adult Educa- 
tion, Washington, D.C. 20202 

v.; 28cm. ¢ 

Annual 

Began with FY 1978. “A report for the Coordinating 
Committee on Research in Vocational Education.” Contract 
no. 300780032. Stamped on t.p.: ED223888. FY 1981. De- 
scription based on: FY 1980. ERIC version for 1980-(1981) 
distributed to depository libraries in microfiche. Vols. for 
1978-(1981) developed by the National Center for Research 
in Vocational Education, Ohio State University. Vols. for 
1978- sponsored by the Bureau of Occupational and Adult 
Education; (1980-1981) sponsored by the Office of Vocation- 
al and Adult Education. @lItem 466-A-03 (microfiche) S/N 
ED 223888 @ Educational Resources Information Center 
ISSN 0735-9365 

1. Vocational education — United States — Periodicals. 2. 
Vocational education — Research — Information services — 
United States — Periodicals. 3. Vocational education — 
United States — Directories. 4. Vocational education — Re- 
search — United States — Directories. 5. Adult education — 
Research grants— United States — Directories. 6. Voca- 
tional education — Research grants — United States — Direc- 
tories. 7. Education, Bilingual— Research grants — United 
States — Directories. I. National Center Clearinghouse 
(U.S.) II. National Center for Research in Vocational Edu- 
cation (U.S.) III. United States. Bureau of Occupational and 
Adult Education. IV. United States. Office of Vocational 
and Adult Education. V. United States. Coordinating Com- 
mittee on Research in Vocational Education. LC1045.P74 
82-646856 379.1/552/0973 ¢2 19 OCLC 05236264 
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84-18891 
ED 1.310/2:223987 
Snow, David P. 

Parsing tasks in reading comprehension research / David 
Snow. — Los Alamitos, Calif. : [Southwest Regional Labora- 
tory for Educational Research and Development, 1982] 

20 leaves ; 28 cm.— (Southwest Regional Laboratory 
technical note ; no. 2-82/26) “Prepared under contract no. 
400-80-0108 with the National Institute of Education, Depart- 
ment of Education.” Distributed to depository libraries in 
microfiche. “August 31, 1982.” Bibliography: leaf 20. 
Stamped on t.p.: ED223987. @lItem 466-A-3 (microfiche) 
S/N ED 223987 @ Educational Resources Information 
Center 

1. Reading comprehension. I. Southwest Regional Labora- 
tory for Educational Research and Development. II. Nation- 
al Institute of Education (U.S.) III. Title. IV. Series. 
OCLC 10897007 


84-18892 
ED 1.310/2:223988 
Coots, James H. 

Understanding poor reading comprehension : current ap- 
proaches in theory and research / James H. Coots and David 
P. Snow. — [Los Alamitos, Calif. : Southwest Regional Labo- 
ratory for Educational Research and Development, 1980] 

22, [4] leaves ; 28 cm. — (Southwest Regional Laboratory 
technical note ; no. 2-80/26) “Prepared under contract no. 
400-80-0108 with the National Institute of Education, Depart- 
ment of Education.” Distributed to depository libraries in 
microfiche. “November 30, 1980.” Bibliography: leaves [2- 
4] (2nd group) Stamped on t.p.: ED223988. @lItem 466-A- 
3 (microfiche) S/N ED 223988 @ Educational Resources 
Information Center 

1. Reading comprehension. I. Snow, David P. II. South- 
west Regional Laboratory for Educational Research and De- 
velopment. III. National Institute of Education (U.S.) IV. 
Title. V. Series. OCLC 10882129 


84-18893 
ED 1,310/2:224115 
Jongeward, Ray. 

Board/administrator relations : keys to school boardsman- 
ship : a program of continuing education for school board 
members. — Portland, Or. : Northwest Regional Educational 
Laboratory, c1982. 

1 v. (various foliations) : ill., forms ; 28 cm. Cover title. 
“Developed under contract 400-80-0105 with the National 
Institute of Education, United States Department of Educa- 
tion’—P. [2] of cover. Distributed to depository libraries in 
microfiche. Includes bibliographical references. Stamped 
on cover: ED224115. @lItem 466-A-3 (microfiche) S/N 
ED 224115 @ Educational Resources Information Center 

1. School boards — United States. 2. School board-Super- 
intendent relationships. I. Northwest Regional Educational 
Laboratory. II. National Institute of Education (U.S.) TI. 
Title. OCLC 10896644 


84-18894 
ED 1.310/2:224116 
Garman, Keats. 
Building bridges : keys to school boardsmanship, a program 
of continuing education for school board members. — Port- 
land, Or. : Northwest Regional Educational Laboratory, 1982. 


1 v. (various pagings) : ill., forms ; 28 cm. Cover title. 
“Developed under contract 400-80-0105 with the National 
Institute of Education, United States Department of Educa- 
tion’—P. [2] of cover. Distributed to depository libraries in 
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National Institute of Education — Education Dept. 


microfiche. Includes bibliographical references. Stamped 
on cover: ED224116. @litem 466-A-3 (microfiche) S/N 
ED 224116 @ Educational Resources Information Center 

1. School boards — United States — Handbooks, manuals, 
etc. 2. School boards — Political aspects — United States — 
Handbooks, manuals, etc. I. Northwest Regional Education- 
al Laboratory. II. National Institute of Education (U.S.) 
Ill. Title. OCLC 10918563 


84-18895 


ED 1.310/2:224117 
Wolfe, Leslie G. 

Communicating with the community : keys to school 
boardsmanship, a program of continuing education for school 
board members. — Portland, Or. : Northwest Regional Edu- 
cational Laboratory, 1982. 

1 v. (various pagings) : ill., forms ; 28 cm. Cover title. 
“Developed under contract 400-80-0105 with the National 
Institute of Education, United States Department of Educa- 
tion”—T.p. verso. Distributed to depository libraries in 
microfiche. Includes bibliographical references. Stamped 
on t.p.: ED224117. @Item 466-A-3 (microfiche) S/N ED 
224117 @ Educational Resources Information Center 

1. School boards— United States— Public relations — 
Handbooks, manuals, etc. 2. School boards — United 
States — Handbooks, manuals, etc. 3. Community and 
school — United States— Handbooks, manuals, etc. I. 
Northwest Regional Educational Laboratory. II. National 
Institute of Education (U.S.) III. Title. OCLC 10918532 


84-18896 


ED 1,310/2:224118 


Garman, Keats. 


Conflict management : keys to school boardsmanship : a 
program of continuing education for school board mem- 
bers. — Portland, Or. : Northwest Regional Educational Lab- 
oratory, c1982. 

$2, 28, 15 leaves : ill., forms ; 28 cm. Cover title. “De- 
veloped under contract 400-80-0105 with the National Insti- 
tute of Education, United States Department of Education” — 
P. [2] of cover. Distributed to depository libraries in micro- 
fiche. Bibliography: leaf 49. Stamped on _ sticker: 
ED224118. @lItem 466-A-3 (microfiche) S/N ED 224118 
@ Educational Resources Information Center 

1. School boards — United States. 2. School board-super- 
intendent relationships. 3. Teacher-school board relation- 
ships. I. Northwest Regional Educational Laboratory. II. 
National Institute of Education (U.S.) III. Title. OCLC 
10896201 


84-18897 


ED 1.310/2:224119 
Jongeward, Ray. 

Effective meetings : keys to school boardsmanship : a pro- 
gram of continuing education for school board members. — 
Portland, Or. : Northwest Regional Educational Laboratory, 
c1982. 

74, 62, 11 leaves : forms ; 28 cm. Cover title. “Devel- 
oped under contract 400-80-0105 with the National Institute 
of Education, United States Department of Education”—P. 
[2] of cover. Distributed to depository libraries in micro- 
fiche. Bibliography: leaf 7 (2nd group) Stamped on cover: 
ED224119. @ltem 466-A-3 (microfiche) S/N ED 224119 
@ Educational Resources Information Center 

1. School boards — United States. I. Northwest Regional 
Educational Laboratory. II. National Institute of Education 
(U.S.) III. Title. OCLC 10896124 
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84-18898 


ED 1.310/2:224120 


Jongeward, Ray. 


The educational management team : keys to school boards- 
manship, a program of continuing education for school board 
members. — Portland, Or. : Northwest Regional Educational 
Laboratory, 1982. 

1 v. (various pagings) : ill., forms ; 28 cm. Cover title. 
“Developed under contract 400-80-0105 with the National 
Institute of Education, United States Department of Educa- 
tion”—P. [2] of cover. Distributed to depository libraries in 
microfiche. Includes bibliographical references. Stamped 
on label of cover: ED224120. @lItem 466-A-3 (microfiche) 
S/N ED 224120 @ Educational Resources Information 
Center 

1. School management teams — Handbooks, manuals, etc. 
2. School boards — United States — Handbooks, manuals, etc. 
3. School management and organization — United States — 
Handbooks, manuals, etc. I. Northwest Regional Education- 
al Laboratory. II. National Institute of Education (U.S.) 
Ill. Title. OCLC 10918546 


84-18899 


ED 1.310/2:224121 


Wolfe, Leslie G. 


Policy development : keys to school boardsmanship : a 
program of continuing education for school board mem- 
bers. — Portland, Or. : Northwest Regional Educational Lab- 
oratory, c1982. 

60, 16, 9 leaves : forms ; 28 cm. Cover title. “Developed 
under contract 400-80-0105 with the National Institute of 
Education, United States Department of Education”—P. [2] 
of cover. Distributed to depository libraries in microfiche. 
Bibliography: leaf 51. Stamped on cover: ED224121. 
@ltem 466-A-3 (microfiche) S/N ED 224121 @ Education- 
al Resources Information Center 

1. School boards — United States. I. Northwest Regional 
Educational Laboratory. II. National Institute of Education 
(U.S.) III. Title. OCLC 10896634 


84-18900 


ED 1.310/2:224123 


Tomblin, Betty. 


Program evaluation : keys to school boardsmanship : a 
program of continuing education for school board mem- 
bers. — Portland, Or. : Northwest Regional Educational Lab- 
oratory, c1982. 

54, 23, 20 leaves : ill., forms ; 28 cm. Cover title. “De- 
veloped under contract 400-80-0105 with the National Insti- 
tute of Education, United States Department of Education”— 
P. [2] of cover. Distributed to depository libraries in micro- 
fiche. Stamped on sticker: ED224123. @lItem 466-A-3 
(microfiche) S/N ED 224123 @ Educational Resources In- 
formation Center 

1. School boards — United States. 2. Education — United 
States — Curricula. I. Wolfe, Leslie G. II. Northwest Re- 
gional Educational Laboratory. III. National Institute of 
Education (U.S.) IV. Title. OCLC 10896640 


84-18901 


ED 1.310/2:224124 


Jongeward, Ray. 


What do school boards do? : keys to school boardmanship : 
a program of continuing education for school board mem- 
bers. — Portland, Or. : Northwest Regional Educational Lab- 
oratory, c1982. 

106 leaves in various foliations : ill., forms ; 28 cm. Cover 
title. “Developed under contract 400-80-0105 with the Na- 
tional Institute of Education, United States Department of 





Education”—P. [2] of cover. Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
Stamped on cover: ED224124. @ltem 466-A-3 (microfiche) 
S/N ED 224124 @ Educational Resources Information 
Center 

1. School boards — United States. I. Northwest Regional 
Educational Laboratory. II. National Institute of Education 
(U.S.) III. Title. OCLC 10896117 


84-18902 
ED 1,310/2:224169 
Dissemination processes and effective schooling : “What’s the 
fit?” — [Washington, D.C.? : U.S. Dept. of Education?, 19827] 


61, [2] p. : ill. ; 28 cm. Caption title. Distributed to 
depository libraries in microfiche. Bibliography: p. [62-63] 
@ltem 466-A-3 (microfiche) 

1. Educational planning — United States. 2. Education — 
United States— Aims and objectives. I. United States. 
Dept. of Education. OCLC 10859895 


84-18903 
ED 1.310/2:224170 
Cotton, Kathleen. 

Student discipline and motivation : research synthesis / 
prepared by Kathleen Cotton, William G. Savard. — Port- 
land, Or. : Northwest Regional Educational Laboratory, 
[1982] 

33 leaves, p. 35-96 : forms ; 28 cm. Cover title. ‘Per- 
formed pursuant to contract no. 400-80-0105 of the National 
Institute of Education”—T.p. verso. Distributed to deposito- 
ry libraries in microfiche. “April 1982.” Bibliography: 
leaves 31-33. Stamped on label: ED224170. @lItem 466-A-3 
(microfiche) S/N ED 224170 @ Educational Resources In- 
formation Center 

1. School discipline — United States. 2. Classroom man- 
agement. 3. Motivation in education. I. Savard, William G. 
II. Northwest Regional Educational Laboratory. III. Na- 
tional Institute of Education (U.S.) IV. Title. OCLC 
08968552 


84-18904 
ED 1.310/2:224177 
Perseli, Caroline Hodges. 

Effective principals : what do we know from various edu- 
cational literatures? / Caroline Hodges Persell with the col- 
laboration of Peter W. Cookson, Jr. and Hester Lyons. — 
(Washington, DC : National Institute of Education], 1982. 

1 v. (various pagings) : ill. ; 28 cm. “Supported in part by 
NIE funds (contract P-81-0181)” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
Stamped on t.p.: ED224177. @ltem 466-A-3 (microfiche) 
S/N ED 224177 @ Educational Resources Information 
Center 

1. School superintendents and principals, Training of — 
United States. I. Cookson, Peter W. II. Lyons, Hester. 


III. National Institute of Education (U.S.) IV. Title. 
OCLC 10868648 


84-18905 
ED 1.310/2:224178 
Greenfield, William, 1944- 

Research on public school principals : a review and recom- 
mendations / William D. Greenfield, Jr. — (Washington, 
D.C.] : National Institute of Education, 1982. 

123 p. ; 28 cm. “Prepared for the national conference on 
the principalship, convened by the National Institute of Edu- 
cation, October 20-22, 1982.” “Supported in part by NIE 
funds (contract P-81-0208).” Distributed to depository librar- 
ies in microfiche. Includes bibliographies. Stamped on t.p.: 
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ED224178. @lItem 466-A-3 (microfiche) S/N ED 224178 
@ Educational Resources Information Center 

1. Elementary school principals — United States. 2. High 
school principals — United States. 3. Junior high school 
principals — United States. 1. National Institute of Education 
(U.S.) II. Title. OCLC 10859909 


84-18906 
ED 1,310/2:224215 
Cooperation for quality services in a period of declining re- 
sources : institute report / Geraldine T. Scholl, editor. — Ann 
Arbor, Mich. : Special Education Program, School of Educa- 
tion, University of Michigan, [1982] 

iii, 135 leaves : ill., 1 map ; 28 cm. “Supported in part by 
grant number G007901155 from the DHEW: Bureau of Edu- 
cation for the Handicapped now the Department of Educa- 
tion, Office of Special Education.” Distributed to depository 
libraries in microfiche. Stamped on cover: ED224215. 
@ltem 466-A-3 (microfiche) S/N ED 224215 @ Education- 
al Resources Information Center 

1. Visually handicapped children— United States. 2. 
Blind — Education — United States. I. Scholl, Geraldine T. 
II. University of Michigan. Special Education Program. III. 
United States. Office of Special Education and Rehabilitative 
Services. OCLC 10859914 


84-18907 
ED 1,310/2:224233 
Biklen, Douglas. 

Parent involvement : a practical guide about. how to in- 
volve parents of children with disabilities in the public 
schools / Douglas Biklen and Stanford J. Searl, Jr. — Syra- 
cuse, N.Y. : Syracuse University, Special Education Resource 
Center, [1981] 

27 leaves ; 28 cm. “Supported in part by a contract (300- 
80-0723) from the U.S. Office of Special Education to the 
Education Resource Center at Syracuse University and by a 
grant (3532413) from the National Institute. of Education.” 
Distributed to depository libraries in microfiche. “[81]”"— 
Doc. resume. Includes bibliographical references. Stamped 
on t.p.: ED224233. @Item 466-A-3 (microfiche) S/N ED 
224233 @ Educational Resources Information Center 

1. Parent-teacher relationships. 2. Home and school — 
United States. 3. Handicapped children — Education — 
United States. I. Searl, Stanford J. II. Syracuse University. 
Special Education Resource Center. III. United States. 
Dept. of Education. IV. National Institute of Education 
(U.S.) V. Title. OCLC 10859905 


84-18908 
ED 1.310/2:224260 
Lewis, Linda. 

Annotated bibliography of studies in special education / 
prepared by Linda Lewis. —[Washington, DC : Office of 
Special Education and Rehabilitative Services, 1981] 

iii, 205 p. : 3 forms ; 28 cm. “Abt Associates, Inc. ... 
National Association of State Directors of Special Educa- 
tion’—Doc. resume. Distributed to depository libraries in 
microfiche. “December, 1981.” Includes index. “Con- 
tract: 300-79-0721"—Doc. resume. @lItem 466-A-3 (micro- 
fiche) S/N ED 224260 @ Educational Resources Informa- 
tion Center 

1. Exceptional children — Education — United States — 
Bibliography. I. United States. Office of Special Education 
and Rehabilitative Services. II. Abt Associates. III. Nation- 
al Association of State Directors of Special Education (U.S.) 
IV. Title. OCLC 10759579 
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84-18909 
ED 1.310/2:224451 
Melchiori, Gerlinda S. 

Planning for program discontinuance : from default to 
design / Gerlinda S. Melchiori ; prepared by ERIC Clearing- 
house on Higher Education, the George Washington Univer- 
sity. — Washington, D.C. : American Association for Higher 
Education, 1982. 

51 p. ; 23 cm.— (AAHE-ERIC/higher education research 
report ; no. 5, 1982) Running title: Program discontinuance. 
“Prepared with funding from the National Institute of Educa- 
tion, U.S. Department of Education, under contract no. 400- 
77-0073”—T.p. verso. Distributed :to. depository libraries in 
microfiche. Bibliography: p. 43-48. Stamped on sticker on 
cover: ED224451. @lItem 466-A-3 (microfiche) S/N ED 
224451 @ Educational Resources Information Center 

1. Educational accountability — United States. 2. Universi- 
ties and colleges — United States — Planning. 3. Universities 
and colleges — United States — Finance. I. ERIC Clearing- 
house on Higher Education. II. American Association for 
Higher Education. III. National Institute of Education 
(U.S.) IV. Title. V. Title: Program discontinuance. VI. 
Series: AAHE-ERIC/higher education research report ; 1982, 
no. 5. OCLC 09223203 


84-18910 
ED 1.310/2:224452 
Floyd, Carol Everly. 

State planning, budgeting, and accountability : approaches 
for higher education / Carol Everly Floyd ; prepared by 
ERIC Clearinghouse on Higher Education, the George Wash- 
ington University. — Washington, D.C. : American Associa- 
tion for Higher Education, 1982. 

51 p. ; 23 cm.— (AAHE-ERIC/higher education research 
report ; no. 6, 1982) Running title: State planning. “Pre- 
pared with funding from the National Institute of Education, 
U.S. Department of Education, under contract no. 400-77- 
0073”—T.p. verso. Distributed to depository libraries in 
microfiche. Bibliography: p. 41-49. Stamped on sticker on 
cover: ED224452. @lItem 466-A-3 (microfiche) S/N ED 
224452 @ Educational Resources Information Center 

1. Higher education and state — United States. 2. Educa- 
tional planning — United States. 3. Education, Higher — 
United States— Finance. 4. Educational accountability — 
United States. I. ERIC Clearinghouse on Higher Education. 
II. American Association for Higher Education. III. Nation- 
al Institute of Education (U.S.) IV. Title. V. Title: State 
planning. VI. Series: AAHE-ERIC/higher education re- 
search report ; 1982, no. 6. LC173.F57 1982 83-195257 
379.73 ¢2 19 OCLC 09150170 


84-18911 
ED 1.310/2:225272 
Digest of education statistics. Washington, D.C. : U.S. Dept. of 
Health, Education, and Welfare, Education Division, National 
Center for Education Statistics, 1976- National Center for 


Education Statistics, 400 Maryland Ave., S.W., Washington, 
D.C. 20202 


we: mh: 
(NCES)) 

Annual 

1975- “NCES 82-407"—P. [4] of cover. On sticker: 
ED225272. No longer available for sale by the Supt. of 
Docs. Also distributed to depository libraries as ED 
1.113:982, item 460-A-10. 1982. Includes bibliographical 
references. Vols. for 1977-1978 issued together. Contains 
information on a variety of subjects within the field of educa- 
tion statistics, including the number of schools and colleges, 
enrollments, teachers, graduates, educational attainment, fi- 
nances, Federal funds for education, libraries, international 
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26 cm. (1975-197. DHEW publication ; no. 


education, and research and development. ERIC version for 
1981- distributed to depository libraries in microfiche. Vols. 
for 1980- issued by the U.S. Dept. of Education, Office of 
Educational Research and Improvement, National Center for 
Education Statistics. @lItem 466-A-03 (microfiche) S/N 
ED 225272 @ Educational Resources Informaton Center ; 
065-000-00153-5 ISSN 0502-4102 Continues: Digest of edu- 
cational statistics ISSN 0502-4102 

1. Education — United States — Statistics — Periodicals. I. 
National Center for Education Statistics. II. Series: DHEW 
publication ; no. (NCES) sc-82005029 OCLC 03133477 


84-18912 


ED 1.310/2:225972 


Hockman, Elaine. 


A final report to the AFT Teacher Center Resource Ex- 
change / submitted to U.S. Department of Education ; pre- 
pared by Elaine Hockman, Patricia J. Weiler, Linda 
Ramsey. — Washington, D.C. : The Exchange, [1982] 

[20] leaves : ill. ; 28 cm. “Performed pursuant to contract 
no. 300810062 of the U.S. Department of Education.” Cover 
title: Teacher center leaders: in the vanguard of third wave 
people. Distributed to depository libraries in microfiche. 
“May, 1982.” Stamped on cover: ED225972. @lItem 466- 
A-3 (microfiche) S/N ED 225972 @ Educational Resources 
Information Center 

1. AFT Teacher Center Resource Exchange — Evaluation. 
2. Education — Information services— United States. I. 
Weiler, Patricia J. II. Ramsey, Linda. II]. AFT Teacher 
Center Resource Exchange. IV. United States. Dept. of 
Education. V. Title. VI. Title: Teacher center leaders: in 
the vanguard of third wave people. OCLC 10882015 


84-18913 


ED 1.310/2:228409 


Examining secondary vocational programs with high and low 


training-related placement / Morgan V. Lewis ... [et al.]. — 
Columbus, Ohio : National Center for Research in Vocation- 
al Education, Ohio State University, [1982] 

x, 40 p.; 28cm. “Office of Vocational and Adult Educa- 
tion (ED)”—Doc. resume. Distributed to depository librar- 
ies in microfiche. “November 1982.” Bibliography: p. 37- 
40. “Contract 300-78-0C32.” Stamped on t.p.: ED228409. 
@ltem 466-A-3 (microfiche) S/N ED 228409 @ Education- 
al Resources Information Center 

1. Vocational education— United States. I. Lewis, 
Morgan V. II. National Center for Research in Vocational 
Education (U.S.) III. United States. Office of Vocational 
and Adult Education. OCLC 10891642 


84-18914 


ED 1,310/2:228433 
Lewis, Morgan V. 

Increasing community involvement in cooperative voca- 
tional education / Morgan V. Lewis, Jeannette L. Fraser. — 
Columbus, Ohio : National Center for Research in Vocation- 
al Education, Ohio State University, [1982] 

xi, 49 p.; 28cm. “Office of Vocational and Adult Educa- 
tion (ED)”—Doc. resume. Distributed to depository librar- 
ies in microfiche. “June 1982.” Bibliography: p. 35-37. 
“Contract 300-78-0032”—Doc. resume. Stamped on t.p.: 
ED228433. @lItem 466-A-3 (microfiche) S/N ED 228433 
@ Educational Resources Information Center 

1. Education, Cooperative — United States. 2. Community 
and school — United States. I. Fraser, Jeannette L. II. Na- 
tional Center for Research in Vocational Education (U.S.} 
II]. United States. Office of Vocational and Adult Education. 
IV. Title. OCLC 10891674 





84-18915 
ED 1.310/2:228436 
Noncollegiate postsecondary schools with occupational pro- 
grams, 1982.—[Washington, D.C.] : National Center for 
Education Statistics, U.S. Dept. of Education, Office of the 
Assistant Secretary for Educational Research and Improve- 
ment, [1983] 

6 p. ; 28 cm. — (Early release) Caption title. Distributed 
to depository libraries in microfiche. “May 1983.” “NCES 
83-309”—P. [1] Stamped on p. [1]: ED228436. @lItem 466- 
A-3 (microfiche) S/N ED 228436 @ Educational Resources 
Information Center 

1. Vocational education— United States — Statistics. I. 
National Center for Education Statistics. II. Series. OCLC 
10897092 


84-18916 
ED 1,310/2:228468 
Projects in progress (Columbus, Ohio) 

Projects in progress / compiled by the National Center 
Clearinghouse. Columbus, Ohio : The Clearinghouse, U.S. 
Dept. of Education, Office of Vocational and Adult Educa- 
tion, Washington, D.C. 20202 

v. ; 28 cm. 

Annual 

Began with FY 1978. “A report for the Coordinating 
Committee on Research in Vocational Education.” Contract 
no. 300-83-0016. Stamped on t.p.: ED228468. FY 1982. 
Description based on: FY 1980. ERIC version for 1980- 
(1982) distributed to depository libraries in microfiche. 
Vols. for 1978-(1982) developed by the National Center for 
Research in Vocational Education, Ohio State University. 
Vols. for 1978- sponsored by the Bureau of Occupational and 
Adult Education; (1980-1982) sponsored by the Office of 
Vocational and Adult Education. @Item 466-A-03 (micro- 
fiche) S/N Ed 228468 @ Educational Resources Informa- 
tion Center ISSN 0735-9365 

1. Vocational education — United States — Periodicals. 2. 
Vocational education — Research — Information services — 
United States — Periodicals. 3. Vocational education — 
United States — Directories. 4. Vocational education — Re- 
search — United States — Directories. 5. Adult education — 
Research grants— United States — Directories. 6. Voca- 
tional education — Research grants — United States — Direc- 
tories. 7. Education, Bilingual — Research grants — United 
States — Directories. I. National Center Clearinghouse 
(U.S.) II. National Center for Research in Vocational Edu- 
cation (U.S.) III. United States. Bureau of Occupational and 
Adult Education. IV. United States. Office of Vocational 
and Adult Education. V. United States. Coordinating Com- 
mittee on Research in Vocational Education. LC1045.P74 
82-646856 379.1/552/0973 ¢2 19 OCLC 05236264 

84-18917 
ED 1,310/2:228853 
Tsang, Sau-Lim. 

Bilingual education in a Chinese community : final research 
report / principal investigator, Sau-Lim Tsang. — Oakland, 
CA : ARC Associates, Inc., [1982] 

iii, 189 leaves : ill. ; 28 cm. Cover title. “Performed 
pursuant to contract no. 400-80-0013 of the National Institute 
of Education.” Distributed to depository libraries in micro- 
fiche. “September 30, 1982.” Includes bibliographies. 
Stamped on cover: ED228853. @lItem 466-A-3 (microfiche) 
S/N ED 228853 @ Educational Resources Information 
Center 

1. Chinese Americans — Education — United States. 2. 
Education, Bilingual — United States. I. ARC Associates. 


II. National Institute of Education (U.S.) III. Title. OCLC 
10891665 
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84-18918 
ED 1.310/2:228925 
Rose, Homer C. 

Planning faculty reduction / by Homer C. Rose, Jr. and 
Stephen R. Hample. — [Washington, D.C. : American Asso- 
ciation of University Administrators : ERIC Clearinghouse on 
Higher Education, 1982] 

5, [1] p. : ill. ; 28 cm. — (Administrator’s update ; v. 4, no. 
2) “Prepared with funding from the National Institute of 
Education, U.S. Department of Education under contract no. 
400-77-0073"—P. [6] Distributed to depository libraries in 
microfiche. ‘Winter 1982.” Bibliography: p. 4-[6] 
Stamped on t.p.: ED228925. @lItem 466-A-3 (microfiche) 
S/N ED 228925 @ Educational Resources Information 
Center 

1. Universities and colleges — United States — Faculty. 2. 
Universities and colleges — United States — Administration. 
I. Hample, Stephen R. II. American Association of Universi- 
ty Administrators. III. ERIC Clearinghouse on Higher Edu- 
cation. IV. National Institute of Education (U.S.) V. Title. 
VI. Series. OCLC 09882373 


84-18919 
ED 1.310/2:229925 
Special needs children in family day care : stimulating language 
/ developed by Washington County Children’s Program Out- 
reach Project. — Machias, Me. : [Child and Youth Board of 
Washington County] : The Project [distributor, 1982] 

1 v. (various foliations) : ill., forms ; 28 cm. Cover title. 
Typed on label: Stimulating language. “Office of Special 
Education and Rehabilitative Services (ED)”—Doc. resume. 
“Grant G008001926”—Doc. resume. Distributed to deposi- 
tory libraries in microfiche. “[82]”—Doc. resume. Includes 
bibliographical references. Stamped on t.p.: ED229925. 
@ltem 466-A-3 (microfiche) S/N ED 229925 @ Education- 
al Resources Information Center 

1. Handicapped children — Education (Preschool) — Maine. 
2. Handicapped children — Maine — Language. 3. Day care 
centers for the developmentally disabled — Maine. I. Wash- 
ington County Children’s Program Outreach Project. II. 
Child and Youth Board of Washington County. III. United 
States. Office of Special Education and Rehabilitative Serv- 
ices. IV. Title: Stimulating language. OCLC 10860020 


84-18920 
ED 1,310/2:229926 
Special needs children in family day care : creating awareness / 
developed by Washington County Children’s Program Out- 
reach Project. — Machias, Me. : [Child and Youth Board of 
Washington County] : The Project [distributor, 1982] 

[20] leaves : ill., forms ; 28 cm. Cover title. Typed on 
label: Creating awareness. “Office of Special Education and 
Rehabilitative Services (ED)”—Doc. resume. “Grant 
G008001926"—Doc. resume. Distributed to depository li- 
braries in microfiche. “(82]”—Doc. resume. Includes bib- 
liographical references. Stamped on label: ED229926. 
@ltem 466-A-3 (microfiche) S/N ED 229926 @ Education- 
al Resources Information Center 

1. Handicapped children — Education (Preschool) — Maine. 
2. Day care centers for mentally handicapped children — 
Maine. 3. Day care centers for the developmentally dis- 
abled — Maine. I. Washington County Children’s Program 
Outreach Project. II. Child and Youth Board of Washington 
County. III. United States. Office of Special Education and 
Rehabilitative Services. IV. Title: Creating awareness. 
OCLC 10860029 
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84-18921 


ED 1.310/2:230044 
Nimbkar, Jai. 

Marathi illustrated vocabulary / Jai Nimbkar, Maxine 
Berntsen. — Pune, India : C.S. Latkar ; New Delhi, India : 
American Institute of Indian Studies, : 1983. 

74 p. : ill. ; 25 cm. English and Marathi. “Performed 
pursuant to a grant from the U.S. Department of Education 
as part of the International Research and Studies Program”— 
T.p. verso. Distributed to depository libraries in microfiche. 
Stamped on t.p.: ED230044. @Item 466-A-3 (microfiche) 
S/N ED 230044 @ Educational Resources Information 
Center 

1. Marathi language — Glossaries, vocabularies, etc. 2. 
Marathi language— Study and teaching. I. Berntsen, 
Maxine. II. United States. Dept. of Education. III. Ameri- 
can Institute of Indian Stiudies. IV. Title. OCLC 10854492 


84-18922 


ED 1,310/2:230045 


Berntsen, Maxine. 


Marathi illustrated vocabulary / Maxine Bertsen, Jai Numb- 
kar. — Pune, India : C.S. Latkar ; New Delhi, India : Ameri- 
can Institute of Indian Studies, : 1983. 

37 p. : ill. ; 25 cm. English and Marathi. “Performed 
pursuant to a grant from the U.S. Department of Education 
as part of the International Research and Studies Program”— 
T.p. verso. @lItem 466-A-3 (microfiche) 

1. Marathi language — Glossaries, vocabularies, etc. 2. 
Marathi language — Study and teaching. I. Nimbkar, Jai. 
II. United States. Dept. of Education. III. American Insti- 
tute of Indian Stiudies. IV. Title. OCLC 10854430 


84-18923 


ED 1.310/2:230046 
Berntsen, Maxine. 

Marathi conversational situations / Maxine Berntsen, Jai 
Nimbkar. — Pune, India : C.S. Latkar ; New Delhi, India : 
American Institute of Indian Studies, : 1983. 

236 p. ; 25cm. English and Marathi. “Performed pursu- 
ant to a grant from the U.S. Department of Education as part 
of the International Research and Studies Program”—T.p. 
verso. Distributed to depository libraries in microfiche. 
Stamped on t.p.: ED230046. @lItem 466-A-3 (microfiche) 
S/N ED 230046 @ Educational Resources Information 
Center 

1. Marathi language — Conversation and phase books. 2. 
Marathi language — Study and teaching. I. Nimbkar, Jai. 
II. United States. Dept. of Education. [II. American Insti- 
tute of Indian Studies. IV. Title. OCLC 10854566 


84-18924 


ED 1.310/2:230047 
Nimbkar, Jai. 

Marathi readings / Jai Nimbkhar, Maxine Berntsen. — 
Pune, India : C.S. Latkar ; New Delhi, India : American 
Institute of Indian Studies, : 1983. 

79 p.; 25cm. English and Marathi. “Performed pursuant 
to a grant from the U.S. Department of Education as part of 
the International Research and studies Program”—T.p. verso. 
Distributed to depository libraries in microfiche. Stamped 
on t.p.: ED230047 @lItem 466-A-3 (microfiche) S/N ED 
230047 @ Educational Resources Information Center 

1. Marathi language — Readers. 2. Marathi language — 
Study and teaching. I. Berntsen, Maxine. II. United States. 
Dept. of Education. III. American Institute of Indian Stiu- 
dies. IV. Title. OCLC 10854122 
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84-18925 


ED-1.310/2:230048 


Berntsen, Maxine. 


Marathi structural patterns : book one / Maxine Berntsen, 
Jai Nimbkar. — Pune, India : C.S. Latkar ; New Delhi, India : 
American Institute of Indian Studies, : 1983. 

449 p.; 25 cm. English and Marathi. “Performed pursu- 
ant to a grant from the U.S. Department of Education as part 
of the International Research and Studies Program”—T.p. 
verso. Distributed to depository libraries in microfiche. 
Stamped on t.p.: ED23009. @lItem 466-A-3 (microfiche) S/ 
N ED 23008 @ Educational Resources Information Center 

1. Marathi language — Conversation and phase books. 2. 
Marathi language — Study and teaching. I. Nimbkar, Jai. 
II. United States. Dept. of Education. III. American Insti- 
tute of Indian Stiudies. IV. Title. OCLC 10854707 


84-18926 


ED 1.310/2:230443 


An International review of applications in school mathematics : 


the elusive El] Dorado / prepared for the International Study 
Group on Applications in Mathematics in cooperation with 
the Second International Mathematics Study, International 
Association for the Evaluation of Educational Achievement 
(IEA) ; edited by Hugh Burkhardt.— Columbus, Ohio : 
ERIC Clearinghouse for Science, Mathematics and Environ- 
mental Education, Ohio State University, [1983] 

[iv], 157 leaves : ill. ; 28 cm. “Prepared with funding from 
the National Institute of Education, U.S. Department of Edu- 
cation, under contract no. 400-78-0004”—Leaf [i] Distribut- 
ed to depository libraries in microfiche. “July 1983.” In- 
cludes bibliographical references. Stamped on t.p.: 
ED230443. @Item 466-A-3 (microfiche) S/N ED 230443 
@ Educational Resources Information Center 

1. Mathematics — Study and teaching (Elementary) — 
United States. 2. Mathematics — Study and teaching (Sec- 
ondary) — United States. I. International Study Group on 
Applications in Mathematics. II. International Association 
for the Evaluation of Educational Achievement. III. ERIC 
Clearinghouse for Science, Mathematics and Environmental 
Education. IV. National Institute of Education (U.S.) 
OCLC 10859851 


84-18927 


ED 1.310/2:230496 


Mergendoller, John R. 


Ecological perspectives for successful schooling practice : 
mutual inquiry : the role of collaborative research on teaching 
in school-based staff development / John R. Mergendoller. — 
San Francisco, Calif. : Far West Laboratory for Educational 
Research and Development, [1981] 

13 p. ; 28 cm. “National Inst. of Education (ED)”—Doc. 
resume. “NIE grant OB-NIE-G-78-0103 and continued 
under NIE contract 400-80-0103”—P. [2] of cover. Distrib- 
uted to depository libraries in microfiche. ‘Pub date: 81”— 
Doc. resume. Bibliography: p. 13. “Report EPSSP-81-2”— 
Cover. Stamped on cover: ED230496. @lItem 466-A-3 
(microfiche) S/N ED 230496 @ Educational Resources In- 
formation Center 

1. Teachers, Training of — United States. 2. Teachers — 
In-service training — United States. 3. Educational re- 
search — United States. I. Far West Laboratory for Educa- 
tional Research and Development. II. National Institute of 
Education (U.S.) III. Title. OCLC 10894079 





84-18928 
ED 1.310/2:230497 
Bridging Meeting (1981 : Elkridge, Md.) 

Ecological perspectives for successful schooling practice : 
Bridging Meeting report, November 15-17, 1981 / Beatrice A. 
Ward ... [et al.]. — San Francisco, Calif. : Far West Laborato- 
ry for Educational Research and Development, [1981] 

18, 103 p. : ill. ; 28 cm. “National Inst. of Education 
(ED)”—Doc. resume. ‘Contract 400-80-01-03”"—Doc. 
resume. Distributed to depository libraries in microfiche. 
Includes bibliographies. “Report EPSSP-81-17.” Stamped 
on t.p.: ED230497. @lItem 466-A-3 (microfiche) S/N ED 
230497 @ Educational Resources Information Center 

1. Student adjustment — Congresses. 2. Junior high school 
students — United States — Socioeconomic status. 3. Junior 
high schools — United States — Congresses. I. Ward, Bea- 
trice A. II. Far West Laboratory for Educational Research 
and Development. III. National Institute of Education (U.S.) 
IV. Title. OCLC 10894023 


84-18929 
ED 1.310/2:230533 
Cotton, Kathleen. 

Effects of interdisciplinary team teaching : research synthe- 
sis / prepared for Bolton Middle School, West Linn School 
District ; by Kathleen Cotton. — Portland, Or. : Northwest 
Regional Educational Laboratory, [1982] 

13 leaves ; 28 cm. “Performed pursuant to contract no. 
400-80-0105 of the National Institute of Education’—2nd 
prelim. leaf. Distributed to depository libraries in micro- 
fiche. “February 1982.” Bibliography: leaves 12-13. 
Stamped on t.p.: ED230533. @Item 466-A-3 (microfiche) 
S/N ED 230533 @ Educational Resources Information 
Center 

1. Teaching teams— United States. I. Bolton Middle 
School. II. Northwest Regional Educational Laboratory. 
III. National Institute of Education (U.S.) IV. Title. 
OCLC 10860010 


84-18930 
ED 1,310/2:230596 
National Assessment of Educational Progress. — Denver, Colo. 
: National Assessment of Educationai Progress, Education 
Commission of the States, [1983] 

24 p. : ill. (some col.) ; 26 cm. ‘Performed pursuant to 
grant no. NIE-G-80-0003 of the National Institute of Educa- 
tion”—P. [3] of cover. Distributed to depository libraries in 
microfiche. Stamped on cover: ED230596. @lItem 466-A-3 
(microfiche) S/N ED 230596 @ Educational Resources In- 
formation Center 

1. National Assessment of Education Progress (Project) I. 
National Assessment of Educational Progress (Project) II. 
National Institute of Education (U.S.) OCLC 10882021 

84-18931 
ED 1,310/2:230618 
Development of the National Assessment of Educational 
Progress / David A. Brandt ... [et al.].— Palo Alto, Ca. : 
= Institutes for Research in the Behavioral Sciences, 
1982 

v, 71, xiv p. ; 28 cm.— (AIR-25900-11/82-FR) ‘Done 
under contract no. 400-82-0015 with the National Institute of 
Education, Department of Education.” Distributed to depos- 
itory libraries in microfiche. “November 1982.” Bibliogra- 
phy: p. 69-70. Stamped on t.p.: ED230618. @lItem 466-A-3 
(microfiche) S/N ED 230618 @ Educational Resources In- 
formation Center 

1, National Assessment of Educational Progress (Project) 
I. Brandt, David A. II. American Institutes for Research. 
III. National Institute of Education (U.S.) IV. Series: Tech- 
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nical report (American Institutes for Research) ; no. 25900- 
11/82-FR. OCLC 10881932 


84-18932 
ED 1,310/2:230619 
Sweet, Robert W. 
Director’s report to the Congress on the National Assess- 
ment of Educational Progress / Robert W. Sweet, Jr. — 
[Washington, D.C.] : National Institute of Education, [1982] 


ii, 42 leaves ; 28 cm. Distributed to depository libraries in 
microfiche. “December, 1982.” Bibliography: leaves 41-42. 
Stamped on t.p.: ED230619. @lItem 466-A-3 (microfiche) 
S/N ED 230619 @ Educational Resources Information 
Center 

1. National Assessment of Educational Progress (Project) 
I. National Institute of Education (U.S.) II. Title. OCLC 
10881941 


84-18933 
ED 1.310/2:230623 
Final report on the design of the National Assessment of Educa- 
tional Progress / prepared for the National Institute of Edu- 
cation ; prepared by the Education Commission of the 
States. — Denver, Colo. : The Commission, [1982] 

12, [3] p. ; 28 cm. Distributed to depository libraries in 
microfiche. “October 30, 1982.” “Contract no. 400-82- 
0017.” Stamped on cover: ED230623. @Item 466-A-3 
(microfiche) S/N ED 230623 @ Educational Resources In- 
formation Center 

1. National Assessment of Educational Progress (Project) 
I. National Institute of Education (U.S.) II. Education Com- 
mission of the States. OCLC 10881935 


84-18934 
ED 1,310/2:231071 
Our children’s education : a time for reform : conference pres- 
entations from a regional conference on the current education 
system, policy alternatives for quality, finance and educational 
programming to improve education. — (Portland, Or.] : Foun- 
dation for Oregon Research and Education, 1983. 

ii, 36, [25] p. : ill, 2 forms ; 28 cm. “Spons agency: 
National Inst. of Education (ED)”—Doc. resume. “Regional 
Conference on ’Our Children’s Education: A Time for 
Reform’ (Portland, Oregon, October 25, 1982)”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Published February 1983.” Stamped on t.p.: ED231071. 
@ltem 466-A-3 (microfiche) S/N ED 231071 @ Education- 
al Resources Information Center 

1. Educational \accountability — Oregon — Congresses. 2. 
Education — Oregon — Aims and objectives — Congresses. 
I. Foundation for Oregon Research and Education. II. Re- 
gional Conference dn “Our Children’s Education: A Time for 
Reform” (1982 : Portland, Or.) OCLC 10859803 


84-18935 
ED 1,310/2:231083 
Phelan, William T. 
Staff reductions and performance evaluations : teacher 
views on the roles of administrators and colleagues / William 
T. Phelan. — [Lowell, Mass.?] : University of Lowell, [1983] 


27 leaves ; 28 cm. “Paper prepared for presentation at the 
annual meetings of the American Educational Research Asso- 
ciation, Montreal, Canada, April 1983.” “Supported by 
funds from the National Institute of Education (grant no. 
NIE-G-80-0145).” Distributed to depository libraries in 
microfiche. Bibliography: leaves 26-27. Stamped on t.p.: 
ED231083. @ltem 466-A-3 (microfiche) S/N ED 231083 
@ Educational Resources Information Center 
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National Institute of Education — Education Dept. 


1. Teachers — Rating of — United States. 2. Teacher-su- 
perintendent relationships. 1. University of Lowell. II. Na- 
tional Institute of Education (U.S.) III. Title. OCLC 
10864771 


84-18936 


ED 1,310/2:231085 

Five principals in action : perspectives on instructional manage- 
ment / David C. Dwyer ... [et al.]. — San Francisco, Calif. : 
Far West Laboratory for Educational Research and Develop- 
ment, [1983] 

iii, 61 leaves : ill. ; 28 cm. Cover title. At head of title: 
Instructional Management Program. “Supported by con- 
tracts from the National Institute of Education, Department 
of Education (nos. 400-80-0103 and 400-83-0003)”—Leaf i. 
Distributed to depository libraries in microfiche. “March 
1983.” Bibliography: leaves 59-61. Stamped on label : 
ED231085. @lItem 466-A-3 (microfiche) S/N ED 231085 
@ Educational Resources Information Center 

1. School superintendents and principals — California — 
Case studies. 2. School management and organization — 
California — Case studies. I. Dwyer, David C. II. Far 
West Laboratory for Educational Research and Development. 
Ill. Instructional Management Program (Far West Laborato- 
ry for Educational Research and Development) IV. Nation- 
al Institute of Education (U.S.) OCLC 10864635 


84-18937 


ED 1.310/2:231087 


Corbett, H. Dickson, 1950- 


School context and the continuation of innovative practices 
/ H. Dickson Corbett. — Philadelphia, PA : Research for 
Better Schools, [1983] 

32, [3] leaves : ill. ; 28 cm. “National Inst. of Educa- 
tion”—Doc. resume. Distributed to depository libraries in 
microfiche. “{83]"—Doc. resume. Bibliography: leaves 31- 
32. “Contract 400-80-0106"—Doc. resume. Stamped on 
t.p.: ED231087. @lItem 466-A-3 (microfiche) S/N ED 
231087 @ Educational Resources Information Center 

1. Educational innovations — United States. 2. Educa- 
tion — United States — Experimental methods. I. Research 
for Better Schools inc. II. National Institute of Education 
(U.S.) IIL. Title. OCLC 10864786 


84-18938 


ED 1.310/2:231705 


Peretz, Don, 1922- 


Reporting Lebanon the Christian way : the media in the 
United States on Lebanon / Don Peretz. — New York, N.Y. : 
Council on International and Public Affairs, 1982. 

iii, 10 p. : ill. ; 28 cm.— (A Media source guide) Original 
title: The media in the United States on Lebanon: part I, 
reporting Lebanon the “Christian” way. At head of title: 
Issues for the "80s. Reprinted from Middle East Insight, vol. 
II, no. 4 (1982), p. 46-52. “Prepared under a grant from the 
Language and Area Research Program, Office of Internation- 
al Education, U.S. Department of Education”—P. iii. 
“Grant G00-80-01865"—Doc. resume. Distributed to deposi- 
tory libraries in microfiche. Includes bibliographical refer- 
ences. Stamped on t.p.: ED231705. @lItem 466-A-3 (micro- 
fiche) S/N ED 231705 @ Educational Resources Informa- 
tion Center 

1. Mass media — Political aspects — United States. 2. Mass 
media — United States Moral and religious aspects. 3. 
Mass media— United States — Objectivity. 4. Lebanon — 
Defenses. I. Council on International and Public Affairs 
(U.S.) IL. United States. Dept. of Education. Office of Inter- 
national Education. III. Title. IV. Title: The media in the 
United States on Lebanon. V. Title: Issues for the 80s. VI. 
Series. OCLC 10896823 
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84-18939 


ED 1.310/2:231833 


Ashton, Patricia T. 


A study of teachers’ sense of efficacy : final report, execu- 
tive summary / Patricia T. Ashton, Rodman B. Webb, Nancy 
Doda. — [Gainesville, Fla.] : Foundations of Education, Uni- 
versity of Florida, [1983] 

v, 33 leaves : ill. ; 28cm. “Performed pursuant to contract 
no. 400-79-0075 of the National Institute of Education.” Dis- 
tributed to depository libraries in microfiche. “July 1983.” 
Bibliography: leaves 29-33. Stamped on t.p.: ED231833. 
@ltem 466-A-3 (microfiche) S/N ED 231833 @ Education- 
al Resources Information Center 

1. Teachers — United States — Attitudes. 2. Teachers — 
United States — Self-rating of. I. Webb, Rodman B., 1941- 
II. Doda, Nancy. III. University of Florida. Foundations of 
Education. IV. National Institute of Education (U.S.) V. 
Title. OCLC 10860039 


84-18940 


ED 1,310/2:232010 


Wenig, Robert E. 


Employer-sponsored skill training / written by Robert E. 
Wenig and William D. Wolansky. — Columbus, Ohio : Na- 
tional Center for Research in Vocational Education, Ohio 
State University, [1983] 

ix, 49 leaves : ill. ; 28 cm. — (Information series ; no. 250) 
“Office of Vocational and Adult Education (ED)”—Doc. 
resume. “Contract 300-78-0032”—Doc. resume. Distributed 
to depository libraries in microfiche. “January 1983.” Bibli- 
ography: leaves 45-49. Stamped on t.p.: ED232010. @Item 
466-A-3 (microfiche) S/N ED 232010 @ Educational Re- 
sources Information Center 

1. Employees, Training of — United States. 2. Employee 
morale. I. Wolansky, William D. II. National Center for 
Research in Vocational Education (U.S.) III. United States. 
Office of Vocational and Adult Education. IV. Title. V. 
Series: Information series (National Center for Research in 
Vocational Education (U.S.)) ; no. 250. OCLC 10894066 


84-18941 


ED 1.310/2:232011 


Zahniser, Gale. 


Microcomputers in voc ed : a decision guide / Gale Zah- 
niser, James P. Long, Leonard O. Nasman. — Columbus, 
Ohio : National Center for Research in Vocational Education, 
Ohio State University, 1983. 

viii, 70 leaves ; 28 cm. — (Research & development series ; 
no. 239 A) “Office of Vocational and Adult Education 
(ED)”—Doc. resume. Distributed to depository libraries in 
microfiche. Bibliography: leaves 65-70. “Contract: 300-78- 
0032”—Doc. resume. Stamped on t.p.: ED232011. @Item 
466-A-3 (microfiche) S/N ED 232011 @ Educational Re- 
sources Information Center 

1. Microcomputers. 2. Vocational education — United 
States. 3. Educational technology— United States. I. 
Long, James P. II. Nasman, Leonard O. III. National 
Center for Research in Vocational Education (U.S.) IV. 
United States. Office of Vocational and Adult Education. V. 
Title. VI. Series. OCLC 10575493 


84-18942 


ED 1.310/2:232012 


Zahniser, Gale. 


An administrator’s guide to microcomputer resources / 
Gale Zahniser, James P. Long, Leonard O. Nasman. — Co- 
lumbus, Ohio : National Center for Research in Vocational 
Education, Ohio State University, 1983. 





ix, 99 leaves ; 28 cm. — (Research & development series ; 
no. 239 B) “Office of Vocational and Adult Education 
(ED)”—Doc. resume. Distributed to depository libraries in 
microfiche. Bibliography: leaves 41-99. “Contract 300-78- 
0032”—Doc. resume. Stamped on t.p.: ED232012. @Item 
466-A-3 (microfiche) S/N ED 232012 @ Educational Re- 
sources Information Center 

1. Microcomputers. 2. Educational technology — United 
States. I. Long, James P. II. Nasman, Leonard O. III. 
National Center for Research in Vocational Education (U.S.) 
IV. United States. Office of Vocational and Adult Education. 
V. Title. VI. Series. OCLC 10510747 


84-18943 


ED 1.310/2:232015 
Lotto, Linda S. 
Building basic skills : results from vocational education / 
Linda S. Lotto. — Columbus, Ohio : National Center for Re- 
search in Vocational Education, Ohio State University, 1983. 


ix, 41 leaves : ill. ; 28 cm.— (Research & development 
series ; no. 237) “Office of Vocational and Adult Education 
(ED)”—Doc. resume. “Contract 300-78-0032”—Doc. 
resume. Distributed to depository libraries in microfiche. 
Bibliography: leaves 37-41. Stamped on t.p.: ED232015. 
@ltem 466-A-3 (microfiche) S/N ED 232015 @ Education- 
al Resources Information Center 

1. Basic education — United States. 2. Vocational educa- 
tion — United States. 1. National Center for Research in Vo- 
cational Education (U.S.) II. United States. Office of Voca- 
tional and Adult Education. III. Title. IV. Series. OCLC 
10894049 


84-18944 
ED 1.310/2:232062 
Finch, Curtis R., 1939- 

Review and synthesis of research in trade and industrial 
education / Curtis R. Finch. — 3rd ed. — Columbus, Ohio : 
ERIC Clearinghouse on Adult, Career, and Vocational Edu- 
cation : National Center for Research in Vocational Educa- 
tion, Ohio State University, 1983. 

vii, 55 leaves ; 28 cm.— (Information series ; no. 260) 
“Prepared with funding from the National Institute of Educa- 
tion, U.S. Department of Education, under contract no. NIE- 
C-400-81-0025”—Leaf ii. Distributed to depository libraries 
in microfiche. Bibliography: leaves 41-55. Stamped on t.p.: 
ED232062. @lItem 466-A-3 (microfiche) S/N ED 232062 
@ Educational Resources Information Center 

1. Technical education— United States. 2. Trade 
schools — United States. 3. Vocational education — United 
States. I. ERIC Clearinghouse on Adult, Career, and Voca- 
tional Education. II. National Center for Research in Voca- 
tional Education (U.S.) III. National Institute of Education 
(U.S.) IV. Title. V. Series: Information series (National 
Center for Research in Vocational Education (U.S.)) ; no. 
260. OCLC 10864590 


84-18945 
ED 1.310/2:232064 
Using information in career development : from cognitions to 
computers / edited by Lenore W. Harmon ... [et al.]. —Co- 
lumbus, OH : ERIC Clearinghouse on Adult, Career, and 
Vocational Education : National Center for Research in Vo- 
cational Education, Ohio State University, 1983. 

vii, 50 leaves ; 28 cm.— (Information series ; no. 262) 
Typed on label: Using information in career development: 
from cognitions to computers. “Prepared with funding from 
the National Institute of Education, U.S. Department of Edu- 
cation, under contract no. NIE-C-400-81-0025"—Leaf ii. 
Distributed to depository libraries in microfiche. Bibliogra- 
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phy: leaves 39-50. Stamped on t.p.: ED232064. @lItem 466- 
A-3 (microfiche) S/N ED 232064 @ Educational Resources 
Information Center 

1. Vocational guidance — United States — Data processing. 
2. Vocational interests — United States. I. Harmon, Lenore 
W. II. ERIC Clearinghouse on Adult, Career, and Voca- 
tional Education. III. National Center for Research in Voca- 
tional Education (U.S.) IV. National Institute of Education 
(U.S.) V. Series: Information series (National Center for Re- 
search in Vocational Education (U.S.)) ; no. 262. OCLC 
10864623 


84-18946 
ED 1.310/2:232387 
Schopler, Eric. 

Comprehensive training for personnel serving autistic chil- 
dren / Schopler, Eric, Olley, J. Gregory. — Chapel Hill, N.C. 
: University of North Carolina at Chapel Hill, School of 
Medicine, Division TEACCH, Dept. of Psychiatry, [1982] 

15 leaves ; 28 cm. Caption title. Typed on label: 
Schopler, Eric; Olley, J. Gregory. “Department of Educa- 
tion”—Doc. resume. Distributed to depository libraries in 
microfiche. ‘27 Sep 82”—Doc. resume. “Grant number: 
G007901339.” Stamped on t.p.: ED232387. @ltem 466-A-3 
(microfiche) S/N ED 232387 @ Educational Resources In- 
formation Center 

1. Autism—Teacher training— North Carolina. 2. 
Teachers of mentally handicapped children — Training of — 
North Carolina. I. Olley, J. Gregory. Il. University of 
North Carolina at Chapel Hill. Dept. of Psychiatry. Division 
TEACCH. III. United States. Dept. of Education. IV. 
Title. OCLC 10864619 


84-18947 
ED 1.310/2:232417 
Kane, Janet F. 

Project Impact technical report : phase I and II / by Janet 
F. Kane. — [Blue Bell, Pa.] : Montgomery County Intermedi- 
ate Unit [23, 1982] 

141 p. : ill, forms ; 28 cm. “Department of Education’— 
Doc. resume page. Distributed to depository libraries in 
microfiche. “April 1982.” “790545.” Stamped on t.p.: 
ED232417. @lItem 466-A-3 (microfiche) S/N ED 232417 
@ Educational Resources Information Center 

1. Mainstreaming in education — United States. 2. Handi- 
capped children — Education — United States. I. Montgom- 
ery County (Pa.). Intermediate Unit 23. II. United States. 
Dept. of Education. III. Title. OCLC 10864737 


84-18948 
ED 1,310/2:232481 
Harrison, John S. 

Microcomputers and second language teaching / prepared 
by John S. Harrison. — (Washington, D.C.] : ERIC Clearing- 
house on Languages and Linguistics, [1983] 

[4] p. ; 28cm. — (Q&A) “Prepared with funding from the 
National Institute of Education, U.S. Department of Educa- 
tion under contract no. 400-82-0009”—P. [4] Distributed to 
depository libraries in microfiche. Bibliography: p. [4] 
Stamped on t.p.: ED232481. @lItem 466-A-3 (microfiche) 
S/N ED 232481 @ Educational Resources Information 
Center 

1. Language and languages — United States — Computer- 
assisted instruction. I. ERIC Clearinghouse on Languages 
and Linguistics. II. National Institute of Education (U.S.) 
III. Title. IV. Series. OCLC 10910534 
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84-18949 
ED 1.310/2:232482 
Harnett, Anne Marie. 

Public relations for foreign languages : Q&A / prepared by 
Anne Marie Harnett. — [Washington, D.C.] : ERIC Clearing- 
house on Languages and Linguistics, [1981] 

[4] p. ; 28cm. “National Inst. of Education (ED)”—Doc. 
resume. Distributed to depository libraries in microfiche. 
Bibliography: p. [3]-[4] ‘*400-82-0009”"—Doc. resume. 
Stamped on t.p.: ED232482. @Item 466-A-3 (microfiche) 
S/N ED 232482 @ Educational Resources Information 
Center 

1. Public relations — United States — Language and lan- 
guages — Study and teaching. I. ERIC Clearinghouse on 
Languages and Linguistics. II. National Institute of Educa- 
tion (U.S.) III. Title. OCLC 10881683 


84-18950 
ED 1.310/2:232483 
Lowe, Pardee, 1936- 

Testing speaking proficiency : the oral interview : Q&A / 
prepared by Pardee Lowe, Jr. and Judith E. Liskin-Ga- 
sparro. — Washington, D.C. : ERIC Clearinghouse on Lan- 
guages and Linguistics, [1982] 

[4] p. ; 28 cm. “National Inst. of Education (ED)”—Doc. 
resume. Distributed to depository libraries in microfiche. 
Bibliography: p. [4] ““400-82-0009"—Doc. resume. Stamped 
on t.p.: ED232483. @lItem 466-A-3 (microfiche) S/N ED 
232483 @ Educational Resources Information Center 

1. Languages, Modern — Spoken language. I. Liskin-Ga- 
sparro, Judith E. II. ERIC Clearinghouse on Languages and 
Linguistics. III. National Institute of Education (U.S.) IV. 
Title. OCLC 10868828 


84-18951 
ED 1.310/2:232484 
Rennie, Jeanne. 

Foreign language careers : translation : Q&A / prepared by 
Jeanne Rennie. — Washington, D.C. : Center for Applied Lin- 
guistics, [1979] 

[2] p. ; 28cm. “National Inst. of Education (ED)”—Doc. 
resume. Distributed to depository libraries in microfiche. 
*400-82-0009”—Doc. resume. “Pub date [79]” “Pub date 
[79}"—Doc. resume. Bibliography: p. [2] Stamped on t.p.: 
ED232484. @ltem 466-A-3 (microfiche) S/N ED 232484 
@ Educational Resources Information Center 

1. Translators — United States. 2. Languages, Modern. I. 
Center for Applied Linguistics. II. National Institute of Edu- 
cation (U.S.) III. Title. OCLC 10868765 

84-18952 
ED 1,310/2:232539 
Northeastern University (Boston, Mass.). Institute for the Inter- 
disciplinary Study of Education. 

Experimental program for opportunities in advanced study 
and research in education. — Boston, MA : Institute for the 
Interdisciplinary Study of Education, Northeastern Universi- 
ty, [1982] 

36 leaves ; 28 cm. At head of title: National Institute of 
Education. “Final report.” “NIE-G-79-0066." “Project 
number A 9-0137." “Postdoctoral Faculty Fellowship Pro- 
gram.” Distributed to depository libraries in microfiche. 
“July 1, 1979-September 30, 1982.” Bibliography: leaves 33- 
36. Stamped on t.p.: ED232539. @Item 466-A-3 (micro- 
fiche) S/N ED 232539 @ Educational Resources Informa- 
tion Center 

1. Women college teachers — Scholarships, fellowships, 
etc. — Massachusetts. 2. Minorities — Scholarships, fellow- 
ships, etc. — Massachusetts. I. National Institute of Educa- 
tion (U.S.) IL. Title. OCLC 10860004 
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84-18953 
ED 1.310/2:232612 
Cameron, Kim S. 

A study of organizational effectiveness and its predictors / 
Kim Cameron. — Boulder, CO : National Center for Higher 
Education Management Systems, [1983] 

38, [5] leaves ; 28 cm. “Supported by a contract (400-80- 
0109) from the National Institute of Education.” Distributed 
to depository libraries in microfiche. ‘March, 1983.”  Bibli- 
ography: leaves [39-43] Stamped on t.p.: ED232612. 
@ltem 466-A-3 (microfiche) S/N ED 232612 @ Education- 
al Resources Information Center 

1. Universities and colleges — United States — Administra- 
tion. 2. Organizational effectiveness. I. National Center for 
Higher Education Management Systems. II. National Insti- 
tute of Education (U.S.) III. Title. OCLC 10859998 


84-18954 
ED 1.310/2:232615 
Hall, Keith A. 
Computer-based education : the Best of ERIC, June 1976- 
1982 / by Keith A. Hall.— Rev. and updated. — Syracuse, 
N.Y. : ERIC Clearinghouse on Information Resources, [1982] 


147 p.; 28 cm. “Prepared with funding from the National 
Institute of Education, U.S. Department of Education under 
contract no. NIE-400-82-000i1”—T.p. verso. Distributed to 
depository libraries in microfiche. “December 1982.” In- 
cludes index. Stamped on t.p.: ED232615. @lItem 466-A-3 
(microfiche) S/N ED 232615 @ Educational Resources In- 
formation Center 

1. Computer-assisted instruction — United States — Bibliog- 
raphy. I. ERIC Clearinghouse on Information Resources. 
II. National Institute of Education (U.S.) III. Title. OCLC 
10082037 


84-18955 
ED 1,310/2:232758 
The Role of motivation in the elementary school. — [Urbana, 
Ill.] : ERIC Clearinghouse on Elementary and Early Child- 
hood Education, [1981] 

[2] leaves ; 28 cm.— (ERIC/EECE short report ; 3) 
“Pursuant to contract no. 400-78-0008 with the National Insti- 
tute of Education, Department of Education”—Leaf [2] Dis- 
tributed to depository libraries in microfiche. Bibliography: 
leaf [2] Stamped on tp.: ED232758. @Item 466-A-3 
(microfiche) S/N ED 232758 @ Educational Resources In- 
formation Center 

1. Motivation in education. 2. Education, Elementary — 
United States. I. ERIC Clearinghouse on Elementary and 
Early Childhood Education. II. National Institute of Educa- 
tion (U.S.) III. Series: Short report (ERIC Clearinghouse on 
Elementary and Early Childhood Education) ; 3. OCLC 
10896792 


84-18956 


ED 1,310/2:232759 
Classroom management : a review of practice-oriented re- 
search. —[Urbana, IL] : ERIC Clearinghouse on Elementary 
and Early Childhood Education, [1981] 

[2] leaves ; 28 cm.— (Short report ; 1) “Pursuant to 
contract no. 400-78-0008 with the National Institute of Educa- 
tion”—Leaf [2] Distributed to depository libraries in micro- 
fiche. “Spring 1981.” Bibliography: leaf [2] Stamped on 
t.p.: ED232759. @Item 466-A-3 (microfiche) S/N ED 
232759 @ Educational Resources Information Center 

1. Classroom management. 2. School discipline — United 
States. I. ERIC Clearinghouse on Elementary and Early 
Childhood Education. II. National Institute of Education 





(U.S.) TIL. Series: Short report (ERIC Clearinghouse on Ele- 


mentary and Early Childhood Education) ; 1. OCLC 
10918618 


84-18957 
ED 1.310/2:232761 
How children develop racial awareness. — (Urbana, IIl.] : ERIC 
Clearinghouse on Elementary and Early Childhood Educa- 
tion, [1981] 

[2] leaves ; 28 cm.— (ERIC/EECE Short report ; 2) 
“National Inst. of Education (ED)’—Doc. resume. Distrib- 
uted to depository libraries in microfiche. Bibliography: 1. 
[2] ‘*400-78-0008"—Doc. resume. Stamped on t.p.: 
ED232761. @ltem 466-A-3 (microfiche) S/N ED 232761 
@ Educational Resources Information Center 

1. Race awareness in children. I. ERIC Clearinghouse on 
Elementary and Early Childhood Education. II. National 
Institute of Education (U.S.) III. Series: Short report (ERIC 
Clearinghouse on Elementary and Early Childhood Educa- 
tion) ; 2. OCLC 10881687 


84-18958 
ED 1.310/2:232762 
Characteristics of children’s play. — [Urbana, IIl.] : ERIC Clear- 
inghouse on Elementary and Early Childhood Education, 
[1982] 

[2] leaves ; 28 cm. — (Short report) “Pursuant to contract 
no. 400-78-0008 with the National Institute of Education, De- 
partment of Education”—Leaf [2] ‘Derived from a section 
of Dr. Almy and colleagues’ paper ’Recent research on play: 
the perspective of the teacher’”—Leaf [1] Distributed to de- 
pository libraries in microfiche. “Pub date [82]’”—Doc. 
resume. Bibliography: leaf [2] Stamped on t.p.: ED232762. 
@ltem 466-A-3 (microfiche) S/N ED 232762 @ Education- 
al Resources Information Center 

1. Play — United States. 2. Children — United States — 
Conduct of life. I. ERIC Clearinghouse on Elementary and 
Early Childhood Education. II. National Institute of Educa- 
tion (U.S.) III. Series: Short report (ERIC Clearinghouse on 
Elementary and Early Childhood Education) OCLC 
10868783 


84-18959 
ED 1,310/2:232763 
Parent/teacher talk. — Urbana, Ill. : Educational Resources In- 
formation Center, Elementary and Early Childhood Educa- 
tion, College of Education, University of Illinois, [1981] 
[1] leaf ; 28 cm. “National Inst. of Education (ED)”— 
Doc. resume. “Contract 400-78-0008”—Doc. resume. Dis- 
tributed to depository libraries in microfiche. Includes bib- 
liographical references. Stamped on t.p.: ED232763. 
@ltem 466-A-3 (microfiche) S/N ED 232763 @ Education- 
al Resources Information Center 
1. Parent-teacher relationships. 1. ERIC Clearinghouse on 
Elementary and Early Childhood Education. II. National 
Institute of Education (U.S.) OCLC 10896833 


84-18960 


ED 1.310/2:232834 
Shinkwin, Anne D. 

Two Boy Scout troops : the impact of the troop culture on 
what boys learn / by Anne Shinkwin and Judith Kleinfeld. — 
Fairbanks, Alaska : Institute of Social and Economic Re- 
search, University of Alaska, [1983] 

32 p. ; 28 cm. “Prepared for the National Institute of 
Education under research grant NIE-G-79-0153.” Distribut- 
ed to depository libraries in microfiche. ‘May, 1983.” Bib- 
liography: p. 32. Stamped on cover: ED232834. @Item 
466-A-3 (microfiche) S/N ED 232834 @ Educational Re- 
sources Information Center 
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1. Boy Scouts — United States. 2. Boys — Societies and 
clubs — United States. I. Kleinfeld, Judith. Il. University 
of Alaska, Fairbanks. Institute of Social and Economic Re- 
search. III. National Institute of Education (U.S.) IV. 
Title. OCLC 10234938 


84-18961 
ED 1.310/2:232842 
Blosser, Patricia E. 
Science teacher supply and demand / prepared by Patricia 
E. Blosser. — (Columbus, Ohio] : ERIC Clearinghouse for 
Science, Mathematics, and Environmental Education, 1983. 
[2] p. ; 28 cm.— (Science education fact sheet ; no. 1) 
“Prepared with funding from the National Institute of Educa- 
tion, U.S. Department of Education under contract no. 400- 
78-0004”"—P. [2] Distributed to depository libraries in micro- 
fiche. Bibliography: p. [2] Stamped on t.p.: ED232842. 
@ltem 466-A-3 (microfiche) S/N ED 232842 @ Education- 
al Resources Information Center 
1. Science teachers — United States — Supply and demand. 
I. ERIC Clearinghouse for Science, Mathematics and Envi- 
ronmental Education. II. National Institute of Education 
(U.S.) III. Title. IV. Series. OCLC 10910530 


84-18962 
ED 1.310/2:232858 
Novak, Gordon S. 

Physics problem solving using multiple views / Gordon S. 
Novak Jr., Agustin A. Araya. — Austin, Tex. : Computer 
Science Dept., University of Texas at Austin, [1981] 

26 leaves : ill. ; 28 cm.— (TR-173) “Supported by NSF 
award no. SED-7912803 in the Joint National Institute of 
Education—National Science Foundation Program of Re- 
search on Cognitive Processes and the Structure of Knowl- 
edge in Science and Mathematics.” Distributed to deposito- 
ry libraries in microfiche. “March, 1981.” Includes biblio- 
graphical references. Stamped on t.p.: ED232858. @Item 
466-A-3 (microfiche) S/N ED 232858 @ Educational Re- 
sources Information Center 

1. Physics— Study and teaching (Secondary) — United 
States. 2. Physics — Study and teaching (Higher) — United 
States. 3. Problem solving. I. Araya, Agustin A. II. Uni- 
versity of Texas at Austin. Dept. of Computer Sciences. III. 
National Institute of Education (U.S.) IV. National Science 
Foundation (U.S.) V. Title. VI. Series: Technical report 
(University of Texas at Austin. Dept. of Computer Sciences) ; 
TR-173. OCLC 10859857 


84-18963 
ED 1,310/2:232982 
Interagency Meeting on Health Promotion through the Schools 
(1983 : Washington, D.C.) 

Interagency Meeting on Health Promotion through the 
Schools : summary report / cosponsored by the U.S. Dept. of 
Health and Human Services and the U.S. Dept. of Educa- 
tion. — [Washington, D.C.] : U.S. Dept. of Health and Human 
Services : U.S. Dept. of Education, [1983] 

1 v. (various foliations) ; 28 cm. Distributed to depository 
libraries in microfiche. ‘Mar 83”—Doc. resume. Stamped 
on t.p.: ED232982. @lItem 466-A-3 (microfiche) S/N ED 
232982 @ Educational Resources Information Center 

1. Health education (Elementary)— United States. 2. 
Health education (Secondary) — United States. 3. Education 
and state — United States. I. United States. Dept. of Health 
and Human Services. II. United States. Dept. of Education. 
III. Title. OCLC 10859841 
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84-18964 
ED 1.310/2:233040 
Carlson, Jerry S. 

Applications of dynamic assessment to cognitive and per- 
ceptual functioning of three ethnic groups / Jerry S. Carl- 
son. — Riverside, Calif. :. University of California, [1983] 

94 leaves : ill. ; 28.cm. “Final report for the National 
Institute of Education, grant NIE-G-81-0081.” Distributed 
to depository libraries in microfiche. “January 1983.” Bibli- 
ography: leaves 91-94. Stamped on t.p.: ED233040. @lItem 
466-A-3 (microfiche) S/N ED 233040 @ Educational Re- 
sources Information Center 

1. Educational tests and measurements — California. 2. 
Discrimination in education — California. I. University of 
California, Riverside. II. National Institute of Education 
(U.S.) III. Title. OCLC 10864793 


84-18965 
ED 1.310/2:233075 
Howey, Kenneth R. 

Reflective inquiry into teacher centers : initial outcomes of 
structural collaboration in fourteen projects / Kenneth R. 
Howey. — Minneapolis, Minn. : University of Minnesota, 
[1983] 

12 leaves ; 28 cm. “Paper presented at the annual meeting, 
American Educational Research Association, Montreal, 
Quebec, Canada, April, 1983.” “Supported with federal 
funds from the National Institute of Education, United States 
Department of Education, under contract no. 400-78-0047.” 
Distributed tosdepository libraries in microfiche. Stamped 
on t.p.: ED233075. @lItem 466-A-3 (microfiche) S/N ED 
233075 @ Educational Resources Information Center 

1. Teacher centers — United States. 2. Education — Re- 
search — United States. I. University of Minnesota. II. Na- 
tional Institute of Education (U.S.) III. Title. OCLC 
10864650 


84-18966 
ED 1.310/2:233132 
Stoodley, Roland V. 
Accrediting occupational training programs / written by 
Roland V. Stoodley, Jr. — Columbus, Ohio : National Center 


for Research in Vocational Education, Ohio State University, 
1983. 


xii, 79 leaves : ill., 1 map ; 28 cm. — (Information series ; 


no. 251) “Office of Vocational 
(ED)”—Doc. resume. Distributed to depository libraries in 
microfiche. Bibliography: p. 77-79. “Contract 300-78- 
0032”—Doc. resume. Stamped on t.p.: ED233132. @Item 
466-A-3 (microfiche) S/N ED 233132 @ Educational Re- 
sources Information Center 

1. Occupational training — United States. 2. Accreditation 
(Education) I. National Center for Research in Vocational 
Education (U.S.) II. United States. Office of Vocational and 
Adult Education. III. Title. IV. Series: Information series 
(National Center for Research ~in Vocational Education 
(U.S.)) ; no. 251. OCLC 10918893 
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and Adult Education 


ED 1.310/2:233139 
Florida International University. Division of Vocational Educa- 
tion. 

Bilingual vocational instructor training program : first year 
performance report and evaluation.— Miami, FL : Florida 
International University, Division of Vocational Education, 
[1982] 

48 leaves : ill. ; 28cm. “Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Period covered: July 1, 1981 to June 30, 1982.” Includes 
bibliographical references. “Project no.: 099AH10018.” 
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@ltem 466-A-3 (microfiche) S/N ED 233139 @ Education- 
al Resources Information Center 

1. Florida International University. Bilingual Vocational In- 
structor Training Program. 2. Education, Bilingual — Study 
and teaching — United States. 3. Vocational education — 
Study and teaching — United States. I. United States. Dept. 
of Education. II. Title. OCLC 10905602 


84-18968 
ED 1.310/2:233217 
Davis, Edward L. 
Entrepreneurship in voc ed : a guide for program planning 
/ written by Edward L. Davis and Margaret A. Zelinko. — 
Columbus, Ohio : National Center for Research in Vocation- 
al Education, Ohio State University, 1982. 
vii, 77 p. : ill., forms ; 28 cm. — (Leadership training series 
; no. 62) “Office of Vocational and Adult Education 
(ED)’—Doc. resume. Distributed to depository libraries in 
microfiche. Bibliography: p. 71-73. “Contract 300-78- 
0032”—Doc. resume. Stamped on t.p.: ED233217. @Item 
466-A-3 (microfiche) S/N ED 233217 @ Educational Re- 
sources Information Center 
1. Vocational education planning — United states. 2. En- 
trepreneur. I. Zelinko, Margaret A. II. National Center for 
Research in Vocational Education (U.S.) III. United States. 
Office of Vocational and Adult Education. IV. Title. V. 
Series. OCLC 09650795 


84-18969 
ED 1,310/2:233238 
Teaching independent living skills to youth. — [Portland, Or.] : 
Northwest Regional Educational Laboratory, [1981] 

10 leaves : ill. ; 28 cm. — (Ideas for action in education and 
work ; issue 3) “National Inst. of Education (ED)”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“November 1981.” Includes bibliographical references. 
“400-80-0105”—Doc. resume. Stamped on t.p.: ED233238. 
@ltem 466-A-3 (microfiche) S/N ED 233238 @ Education- 
al Resources Information Center 

1. Youth — Education — United States. I. Northwest Re- 
gional Educational Laboratory. II. National Institute of 
Education (U.S.) III. Series. OCLC 10910595 


84-18970 


ED 1.310/2:233300 


Ryan, Michael P. 


Monitoring text comprehension : individual differences in 
epistemological standards / Michael P. Ryan. — [Washington, 
DC : National Institute of Education, 1982] 

54 leaves ; 28 cm. “Running head: Epistemological stand- 
ards in text comprehension monitoring.” Distributed to de 
pository libraries in microfiche. “July 17, 1982.” Bibliogra- 
phy: leaves 38-43. “Grant number NIE-G-81-0096.” 
Stamped on t.p.: ED233300. @Item 466-A-3 (microfiche) 
S/N ED 233300 @ Educational Resources Information 
Center 

1. Reading comprehension. 
tion (U.S.) II. Title. 
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I. National Institute of Educa- 
OCLC 10894119 


ED 1.310/2:233303 
Polin, Ruth M. 

Computer based simulated cases as a tool for teaching read- 
ing diagnosis / Ruth M. Polin, John F. Vinsonhaler. — [East 
Lansing, Mich.] : Institute for Research on Teaching, College 
of Education, Michigan State University, [1983] 

6 p. ; 28 cm. “Funded primarily by the Program for 
Teaching and Instruction of the National Institute of Educa- 
tion, United States Department of Education.” Distributed 





to depository libraries in microfiche. ‘April 12, 1983.” 
“Contract no. 400-81-0014." Stampd on t.p.: ED233303. 
@ltem 466-A-3 (microfiche) S/N ED 233303 @ Education- 
al Resouces Information Center 

1. Reading — United States — Remedial teaching. 2. Read- 
ing — United States — Aids and devices. 3. Computer-assist- 
ed instruction — United States. 1. Vinsonhaler, John F. II. 
Michigan State University. Institute for Research on Teach- 
ing. III. Program for Teaching and Instruction (U.S.) IV. 
Title. OCLC 10896938 


84-18972 
ED 1.310/2:233306 
Wallace, William P. 

Speed listening : exploring an analogue of speed reading / 
William P. Wallace.—[Reno, Nev. : Nevada University 
System, 1983] 

51 p. ; 28 cm.— (Technical report ; NIE-G-81-0112) 
Cover title. “National Inst. of Education (ED)’—Doc. 
resume. Distributed to depository libraries in microfiche. 
“February, 1983.” Bibliography: p. 46-51. Stamped on 
cover: ED233306. @lItem 466-A-3 (microfiche) S/N ED 
233306 @ Educational Resources Information Center 

1. Rapid reading. I. University of Nevada, Reno. II. Na- 
tional Institute of Education (U.S.) III. Title. IV. Series: 
Technical report (National Institute of Education (U.S.)) ; no. 
G-81-0112. OCLC 10894129 


84-18973 
ED 1.310/2:233329 
Tierney, Robert J. 

Toward a composing model of reading / Robert J. Tierney, 
P. David Pearson. — Champaign, Ill. : University of Illinois at 
Urbana-Champaign ; Cambridge, Mass. : Bolt Beranek and 
Newman, Inc., [1983] 

26 leaves : ill. ; 28 cm.— (Reading education report ; no. 
43) At head of title: Center for the Study of Reading. 
“Supported in part by the National Institute of Education 
under contract no. NIE 400-81-0030.” Distributed to deposi- 
tory libraries in microfiche. “August 1983.” Bibliography: 
leaves 21-24. Stamped on t.p.: ED233329. @ltem 466-A-3 
(microfiche) S/N ED 233329 @ Educational Resources In- 
formation Center 

1. Reading — United States. 2. Reading comprehension. 
3. English language — Composition and exercises. I. Pear- 
son, P. David. II. University of Illinois at Urbana-Cham- 
paign. Center for the Study of Reading. III. Bolt, Beranek, 
and Newman, inc. IV. National Institute of Education (U.S.) 
V. Title. VI. Series. OCLC 10626479 

84-18974 
ED 1.310/2:233422 
Rudolph, Evan E. 

Communication consulting : another teaching option / 
Evan E. Rudolph, Barbara R. Johnson. — Urbana, Ill. : ERIC 
Clearinghouse on Reading and Communication Skills ; An- 
nandale, Va. : Speech Communication Association, 1983. 

v, 58 p. : ill, 2 forms ; 22 cm. “Prepared with funding 
from the National Institute of Education, U.S. Department of 
Education under contract no. 400-78-0026"—T.p. verso. 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 54-58. Stamped on t.p.: ED233422. @ltem 466-A-3 
(microfiche) S/N ED 233422 @ Educational Resources In- 
formation Center 

1. Language arts — United States. 2. Educational consult- 
ants — United States. 3. Consultants— United States. I. 
Johnson, Barbara R. II. ERIC Clearinghouse on Reading 
and Communication Skills. III. Speech Communication As- 
sociation. IV. National Institute of Education (U.S.) V. 
Title. 83-061688 OCLC 10910477 
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84-18975 
ED 1,310/2:233431 
Improving teacher effectiveness. — [Eugene, Or.] : ERIC Clear- 
inghouse on Educational Management, College of Education, 
University of Oregon, [1983] 

[4] p. ; 28 cm. — (The Best of ERIC on educational man- 
agement ; 70) Caption title. “Prepared with funding from 
the National Institute of Education, U.S. Department of Edu- 
cation under contract no. 400-83-0013"—P. [4] Distributed 
to depository libraries in microfiche. “May 1983.” Stamped 
on t.p.: ED233431. @lItem 466-A-3 (microfiche) S/N ED 
233431 @ Educational Resources Information Center 

1. Teachers, Training of — United States — Bibliography. 
2. Teachers — In-service training — United States — Bibliog- 
raphy. I. ERIC Clearinghouse on Educational Management. 
II. National Institute of Education (U.S.) III. Series. 
OCLC 10918869 


84-18976 
ED 1.310/2:233432 
De Bevoise, Wynn. 

The contribution of education to economic productivity : 
schooling in a technological society / Wynn De Bevoise. — 
Eugene, Or. : ERIC Clearinghouse on Educational Manage- 
ment, College of Education, University of Oregon, 1983. 

xiv, 48 p. ; 23 cm.— (State-of-the-knowledge series ; no. 
38) “Prepared with funding from the National Institute of 
Education, U.S. Department of Education under contract no. 
400-83-0013”—T.p. verso. Distributed to depository libraries 
in microfiche. Bibliography: p. 43-48. ISBN 0-86552-085-2. 
Stamped on cover: ED233432. @lItem 466-A-3 (microfiche) 
S/N ED 233432 @ Educational Resources Information 
Center ISBN 0-8655-2085- 

1. Technical education — Social aspects — United States. 
2. Education — Social aspects— United States. I. ERIC 
Clearinghouse on Educational Management. II. National In- 
stitute of Education (U.S.) III. Title. IV. Series. 83- 
081508 OCLC 10308080 


84-18977 
ED 1.310/2:233449 
Berger, Michael A. 

Two paradoxes in managing decline : comprehensive plan- 
ning and participation / Michael A. Berger. — [Washington, 
D.C. : National Institute of Education, 1982] 

p. 334-338 ; 28 cm. Distributed to depository libraries in 
microfiche. “Aug 82”—Doc. resume. Includes bibliogra- 
phies. “This paper is based on a larger study supported by 
the National Institute of Education grant (NIE-G-80-0170) 
titled Organizational Responses to Decline.” Stamped on 
t.p.: ED233449. @Item 466-A-3 (microfiche) S/N ED 
233449 @ Educational Resources Information Center 

1. School management and organization — United States. 
I. National Institute of Education (U.S.) II. Title. OCLC 
10894134 


84-18978 
ED 1,310/2:233450 
Berger, Michael A. 

Managing enrollment decline : current knowledge and 
future applications / by Michael A. Berger. — [Washington, 
D.C. : National Institute of Education, 1982.] 

12 p.; 28 cm. Distributed to depository libraries in micro- 
fiche. “October, 1982.” Bibliography: p. 11-12. Stamped 
on t.p.: ED233450. @ltem 466-A-3 (microfiche) S/N ED 
233450 @ Educational Resources Information Center 

1. Educational planning — United States. 2. 
census — United States. 
(U.S.) II. Title. 


School 
I. National Institute of Education 
OCLC 10918888 
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84-18979 


ED 1.310/2:233451 
Berger, Michael A. 

Neighborhood schools : the new (?) legal response to en- 
rolilment decline and desegregation / by Michael A. 
Berger. — [Washington, D.C.] : National Institute of Educa- 
tion, [1982] 

23 p. ; 28. cm. Distributed to depository libraries in micro- 
fiche. Bibliography: p. 21-23. “NIE-G-80-0170." Stamped 
on t.p.: ED233451. @lItem 466-A-3 (microfiche) S/N ED 
233451 @ Educational Resources Information Center 

1. School integration — United States. 2. School attend- 
ance — United States. I. National Institute of Education 
(U.S.) II. Title. OCLC 10919818 


84-18980 


ED 1.310/2:233452 
Berger, Michael A. 

Retrenchment policies and their organizational consequenc- 
es / by Michael A. Berger. —[Washington, DC] : National 
Institute of Education, [1982] 

20 p. ; 28 cm. Distributed to depository libraries in micro- 
fiche. Includes bibliographies. “NIE-G-80-0170.” 
Stamped on t.p.: ED233452. @lItem 466-A-3 (microfiche) 
S/N ED 233452 @ Educational Resources Information 
Center 

1. School districts— United States— Management. 2. 
School district size — United States. 3. Education — United 


fiche) S/N ED 233455 @ Educational Resources Informa- 
tion Center 

1. School attendance — United States. 2. Education — De- 
mographic aspects — United States. I. National Institute of 
Education (U.S.) II. Vanderbilt University. George Peabody 
College for Teachers. III. Title. OCLC 10896905 


84-18984 


ED 1.310/2:233460 


Lindelow, John. 


Administrator’s guide to computers in the classroom / John 
Lindelow. — Eugene, Or. : ERIC Clearinghouse on Educa- 
tional Management, College of Education, University of 
Oregon, 1983. 

ix, 54 p. ; 23 cm.— (ERIC/CEM school management 
digest series) “Prepared with funding from the National In- 
stitute of Education, U.S. Department of Education under 
contract no. 400-83-0013”—T.p. verso. Distributed to depos- 
itory libraries in microfiche. Bibliography: p. 49-52. ISBN 
0-86552-084-4. Stamped on cover: ED233460. @lItem 466- 
A-3 (microfiche) S/N ED 233460 @ Educational Resources 
Information Center ISBN 0-8655-2084- 

1. Education — United States— Data processing — Man- 
agement — Handbooks, manuals, etc. 2. Educational technol- 
ogy — United States — Management — Handbooks, manuals, 
etc. 3. Computer-assisted instruction— United States — 
Handbooks, manuals, etc. 4. Computer managed instruc- 


States — Finance. I. National Institute of Education (U.S.) 
Il. Title. OCLC 10910486 


84-18981 


tion — Handbooks, manuals, etc. 5. School management and 
organization — United States — Case studies. I. ERIC Clear- 
inghouse on Educational Management. II. National Institute 
of Education (U.S.) III. Title. IV. Series. LB1028.43.L56 
1983 83-080834 370/.0285/4 ¢2 19 OCLC 10009558 


ED 1.310/2:233453 
Berger, Michael A. 

Stages in decline : how an educational organization scales 
down / Michael A. Berger. — [Washington, D.C. : National 
Institute of Education, 1982] 

27 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. Includes bibliographical references. “Grant 
NIE-G-80-0170"—Doc resume. Stamped on t.p.: ED233453. 
@item 466-A-3 (microfiche) S/N ED 233453 @ Education- 
al Resources Information Center 

1. School districts— United States— Evaluation. 2. 
School attendance — United States. I. National Institute of 
Education (U.S.) II. Title. OCLC 10919777 


84-18982 


84-18985 
ED 1.310/2:233461 
Lipham, James M. 

Leadership and decision making for effective educational 
change / James M. Lipham. — Iowa City, Iowa : Institute for 
School Executives, The University of Iowa, [1983] 

[6] p. : ill. ; 28cm. Caption title. “Supported in part by a 
grant from the National Institute of Education (grant no. 
NIE-G-81-0009)"—P. [1] Reprinted from The Executive 
Review, Volume 3, Number 8, May 1983. Distributed to 
depository libraries in microfiche. Includes bibliographical 
references. Stamped on t.p.: ED233461. @Item 466-A-3 
(microfiche) S/N ED 233461 @ Educational Resources In- 
formation Center 

1. School management and organization — United States — 
Decision making. I. University of Iowa. Institute for School 
Executives. II. National Institute of Education (U.S.) III. 
Title. OCLC 10918675 


ED 1,310/2:233454 
Berger, Michael A. 

Studying enrollment decline (and other timely issues) via 
the case survey / Michael A. Berger. —[Washington, D.C.? : 
National Institute of Education?, 1982] 

31 p.; 28cm. Distributed to depository libraries in micro- 
fiche. “June, 1982.” Bibliography: p. 24-26. “NIE-G-80- 
0170.” Stamped on t.p.: ED233454. @ltem 466-A-3 (micro- 
fiche) S/N ED 233454 @ Educational Resources Informa- 
tion Center 

1. School census — United States. I. National Institute of 
Education (U.S.) II. Title. OCLC 10922472 
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84-18986 
ED 1,310/2:233462 
Price, Elaine J. 
Public school enrollment, United States, Fall 1981 / Elaine 
J. Price. — [Washington, DC] : National Center for Education 
Statistics : U.S. Dept. of Education, Office of the Assistant 


ED 1.310/2:233455 Secretary for Educational Research and Improvement, [1983] 


Berger, Michael A. 
Why communities protest school closings / by Michael A. 5 p. ; 28 cm. Caption title. “Common Core of Data.” 
Berger. — (Washington, DC : National Institute of Education, Distributed to depository libraries in microfiche. “February 
1982] 1983.” “NCES  83-102b”—P. [1] Stamped on tp: 
17 p.; 28 cm. “George Peabody College for Teachers of ED233462. @lItem 466-A-3 (microfiche) S/N ED 233462 
Vanderbilt University.” Distributed to depository libraries in @ Educational Resources Information Center 
microfiche. Includes bibliographies. “Grant: _NIE-G-80- 1. Public schools — United States — Statistics. 2. School 
0170." Stamped on t.p.: ED233455. @ltem 466-A-3 (micro- attendance — United States — Statistics. I. National Center 
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for Education Statistics. II. United States. Office of Educa- 
tional Research and Improvement. III. Title. OCLC 
10918713 


84-18987 


ED 1,310/2:233469 

School improvement : a critical function of school boards : a 
manual for workshop leaders. — Portland, Or. : Northwest 
Regional Educational Laboratory, c1982. 

74, 24, 18 p.: ill., forms ; 28cm. “Keys to School Boards- 
manship”—Cover. “A Program of Continuing Education for 
School Board Members”—Cover. “Developed under con- 
tract 400-80-0105 with the National Institute of Education, 
United States Department of Education”—P. [2] of cover. 
Distributed to depository libraries in microfiche. Includes 
bibliographies. Stamped on cover: ED233469. @Item 466- 
A-3 (microfiche) S/N ED 233469 @ Educational Resources 
Information Center 

1. School boards — United States. I. Northwest Regional 
Educational Laboratory. II. National Institute of Education 
(U.S.) OCLC 10896931 
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ED 1.310/2:233479 

The Interaction of federal and related state education programs 
: summary report of a congressionally mandated study. — 
Princeton, N.J. : Educational Testing Service, Division of 
Education Policy Research and Services, [1983] 

15 p.; 28cm. “Department of Education”—Doc. resume. 
Distributed to depository libraries in microfiche. ‘February 
1983.” “Contract no. 400-81-0022”—Doc. resume. Stamped 
on t.p.: ED233479. @lItem 466-A-3 (microfiche) S/N ED 
233479 @ Educational Resources Information Center 

1. Federal aid to education — United States. 2. Education 
and state — United States. I. Moore, Mary T. II. Educa- 
tional Testing Service. Division of Education Policy Research 
and Services. III. United States. Dept. of Education. 
OCLC 10896981 


84-18989 


ED 1,310/2:233480/vol.1 

ED 1.310/2:233481/vol.2 

The Interaction of federal and related state education programs 
/ by Mary T. Moore ... [et al.]. — Princeton, N.J. : Educa- 
tional Testing Service, Division of Education Policy Research 
and Services, [1983] 

2 v. ; 28 cm. “Department of Education”—Doc. resume. 
Distributed to depository libraries in microfiche. “February 
1983”—Cover. Includes bibliographical references. “Con- 
tract no. 400-81-0022.” Stamped on cover: ED233480—Vol. 
1. Stamped on cover: ED233481—Vol. 2. @lItem 466-A-3 
(microfiche) S/N ED 233480 @ Educational Resources In- 
formation Center ; ED 233481 @ Educational Resources In- 
formation Center 

1. Federal aid to education — United States. 2. Education 
and state — United States. I. Moore, Mary T. II. Educa: 
tional Testing Service. Division of Education Policy Research 
and Services. III. United States. Dept. of Education. 
OCLC 10538972 
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ED 1.310/2:233499 
De Anda, Natividad. 

Women & minorities’ leadership..program in educational R 
& D / Natividad DeAnda, project director. — San. Francisco, 
Calif. : Far West Laboratory for Educational Research and 
Development, [1982] 

15 leaves ; 28 cm. “Supported. by the National Institute of 
Education, Department -of.Education, funded under grant OB- 
NIE-400-81-0103." Distributed to depository libraries in 
microfiche. “Final report, December 1, 1981 to November 
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30,1982.” Stamped on prelim. p.: ED233499. @lItem 466- 
A-3 (microfiche) S/N ED 233499 @ Educational Resources 
Information Center 

‘t. Minorities — Education — United States. 2. Women in 
education — United States. I. Far West Laboratory for Edu- 
cational Research and Development. II. National Institute of 
Education (U.S.) III. Title. OCLC 10918853 
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ED 1.310/2:233500 


De Anda, Natividad. 


An executive training program / by Natividad DeAnda, 
project director. — San Francisco, Calif. : Far West Laborato- 
ry for Educational Research and Development, [1982] 

iv, 120 p. : ill. ; 28 cm. Cover title. “Supported by the 
National Institute of Education, Department of Education, 
funded under grant OB-NIE-400-80-0103"—P. [2] of cover. 
Distributed to depository libraries in microfiche. Stamped 
on cover: ED233500. @Item 466-A-3 (microfiche) S/N 
ED 233500 @ Educational Resources Information Center 

1. Executives — Training of — United States. 2. Minori- 
ties — Education — United States. 3. Professional education 
of women— United States. 4. Professional education — 
United States. I. Far West Laboratory for Educational Re- 
search and Development. II. National Institute of Education 
(U.S.) IIL. Title. OCLC 10918703 
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ED 1,310/2:233501 


Mergendoller, John R. 


To facilitate or impede? : the impact of selected organiza- 
tional features of secondary schools on adolescent develop- 
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depository libraries in microfiche. Includes bibliographies. 
ISBN 0-89994-282-2 (pbk.) Stamped on t.p.: ED233967. 
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84-19030 


ED 1,310/2:234100 
New research : changing schools, innovation up close, improv- 

ing research methods. — San Francisco, CA : Far West Labo- 
ratory for Educational Research and Development, [1983] 
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Study and teaching (Secondary)—New York (N.Y.)— 
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and regional application in the midwest / James R. Karr ... [et 
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Air — Pollution — United States. I. Hauenstein, C. A. IL. 
Industrial Environmental Research Laboratory (Research Tri- 
angle Park, N.C.) III. Title. OCLC 10881761 


L. Blaney and John Dadiani. — Cincinnati, OH : U.S. Envi- 
ronmental Protection Agency, Industrial Environmental Re- 
search Laboratory : Center for Environmental Research In- 
formation [distributor], 1984. 

3 p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Mar. 1984.” “EPA-600/S7-84-023.” @lItem 431-L-12 
(microfiche) 

1. Cogeneration of electric power and heat — Environmen- 
tal aspects — United States. 1. Dadiani, John. II. Industrial 
Environmental Research Laboratory (Cincinnati, Ohio) III. 
Title. OCLC 10872038 


AIR QUALITY PLANNING AND STANDARDS 
OFFICE 

Environmental Protection Agency 

Research Triangle Park, NC 27711 


84-19080 


EP 4.2:C 63/9 


Prohaska, John. 


Evaluation of method 5B at a coal-fired boiler. — Research 
Triangle Park, N.C. : U.S. Environmental Protection Agency, 
Office of Air, Noise, and Radiation, Office of Air Quality 
Planning and Standards, [1983] 

1 v. (various pagings) : ill., forms ; 28 cm. Distributed to 
depository libraries in microfiche. “September 1983.” 
“EPA-450/3-83-021.” @ltem 483-E-1 (microfiche) 
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Water Regulations and Standards Office — Environmental Protection Agency 


1. Steam-boilers — Valuation. I. United States. Environ- 
mental Protection Agency. Office of Air Quality Planning 
and Standards. OCLC 10921488 


84-19081 
EP 4.2:N 63/2 
United States. Environmental Protection Agency. Emission 
Standards and Engineering Division. 

Review of new source performance standards for nitric 
acid plants / Emissions Standards and Engineering Divi- 
sion. — Research Triangle Park, N.C. : U.S. Environmental 
Protection Agency, Office of Air and Radiation, Office of Air 
Quality Planning and Standards ; Springfield, Va. : National 
Technical Information Service [distributor, 1984] 

1 v. (various pagings) : ill. ; 28 cm. Distributed to deposi- 
tory libraries in microfiche. “April 1984.” Includes biblio- 
graphical references. “EPA-450/3-84-011.” @Item 483-E-1 
(microfiche) 

1. Air — Pollution — Standards — United States. 2. Nitric 
acid — Environmental aspects— United States. I. Title. 
OCLC 10928202 


84-19082 
EP 4.2:P 64 

Development of pilot inspection system for Virginia State Air 
Pollution Control Board / by PEDCo Environmental, Inc. ; 
prepared for U.S. Environmental Protection Agency, Station- 
ary Source Compliance Division. — Washington, DC : U.S. 
Environmental Protection Agency, Office of Air Quality 
Planning and Standards ; Springfield, Va. : National Techni- 
cal Information Service [distributor, 1983] 

1 v. (various pagings) : 1 map, forms ; 28 cm. — (Station- 
ary source compliance series) Final report. Distributed to 
depository libraries in microfiche. “April 1983.” “EPA- 
340/1-83-021.” Contract No.: 68-01-6310, Project No.: work 
assignment 28. Project No.: PN 3560-1-28. @lItem 483-E-1 
(microfiche) 

1. Air — Pollution— Virginia. 2. Air quality manage- 
ment — Virginia. I. PEDCo Environmental, inc. II. United 
States. Environmental Protection Agency. Stationary Source 
Compliance Division. III. United States. Environmental Pro- 
tection Agency. Office of Air Quality Planning and Stand- 
ards. IV. Series. OCLC 10928518 


84-19083 
EP 4.2:Sy 8 
Layland, David E. 

A review of recent applications of the SAI urban airshed 
model / David E. Layland, Henry S. Cole. — Research Tri- 
angle Park, N.C. : Monitoring and Data Analysis Division, 
Office of Air Quality Planning and Standards, U.S. Environ- 
mental Protection Agency, [1983] 

iv, 62 p. : ill. ; 28cm. Distributed to depository libraries in 
microfiche. “December 1983.” Bibliography: p. 61-62. 
“EPA-450/4-84-004.” @lItem 483-E-1 (microfiche) 

1. Air— Pollution— United States. 2. Atmospheric 
ozone — United States. 3. Environmental monitoring — 
United States. I. Cole, Henry S. II. United States. Envi- 
ronmental Protection Agency. Monitoring and Data Analysis 
Division. III. Title. OCLC 10928212 


WATER REGULATIONS AND STANDARDS 
OFFICE 
Environmental Protection Agency . 
Washington, DC 20460 


84-19084 


EP 8.2:H 81 


A Water quality success story : lower Houston Ship Channel 


and Galveston Bay, Texas. — Washington, DC : U.S. Envi- 
ronmental Protection Agency, Office of Water Planning and 
Standards, [1980] 

19 p. : 1 map ; 28 cm. Caption title. “August, 1980.” 
@ltem 473-E 

1. Water quality — Texas — Houston. 2. Water quality — 
Texas — Galveston Bay. I. United States. Environmental 
Protection Agency. Office of Water Planning and Standards. 
OCLC 10910540 


84-19085 


EP 8.2:P 38 


A Water quality success story : Penobscot River, Maine. — 


Washington, DC : U.S. Environmental Protection Agency, 
Office of Water Regulations and Standards, Monitoring 
Branch, Monitoring and Data Support Division, [1980] 

12 p.: 1 map ; 28 cm. Caption title. ‘December, 1980.” 
@ltem 473-E 

1. Water quality management — Maine — Penobscot River. 
2. Penobscot River (Me.) I. United States. Environmental 
Protection Agency. Office of Water Regulations and Stand- 
ards. Monitoring Branch. OCLC 10896858 


FEDERAL EMERGENCY MANAGEMENT 
AGENCY 
Washington, DC 20472 


84-19086 


FEM 1.,2:Em 3/3 


United States. Federal Emergency Management Agency. Staff 


College. 

Catalog of resident and field training activities. — Battle 
Creek, Mich. : Federal Emergency Management Agency, 
Staff College, [1979] 

28 p. : ill, 1 map ; 28 cm.— (MP; 55) Cover title. At 
head of title: Federal Emergency Management Agency. 
“October 79.” “Supersedes all previous editions.” Distrib- 
uted to depository libraries in microfiche. @lItem 216-A-5 
(microfiche) 

1. United States. Federal Emergency Management Agency. 
Staff College — Curricula. 2. Civil defense — Study and 
teaching. 3. Disaster relief — Study and teaching. I. Title. 
II. Series: MP (United States. Federal Emergency Manage- 
ment Agency) ; 55. OCLC 10933487 


84-19087 


FEM 1.2:Ex 3/pt.1 
Exercise evaluation and simulation facility evacuation events 
models. — [Washington, D.C.] : Federal Emergency Manage- 
ment Agency, 1984- 

v. : ill. ; 28 cm. — (FEMA-REP ; 6) Cover title. “April 
1984”—Pt.1. Includes bibliographical references. Contents: 
Pt. 1. PREDYN users guide. @lItem 216-A-5 

1. Evacuation of civilians — United States. 2. Assistance in 
emergencies — United States— Computer programs. I. 
United States. Federal Emergency Management Agency. II. 
Series. OCLC 10918665 





84-19088 
FEM 1.2:F 65/7 
The National Flood Insurance Program : an introduction : a 
slide-tape presentation of the Federal Emergency Manage- 
ment Agency : running time 18:25. — [Washington, D.C.?] : 
The Agency, [1982] 
28 p. : ill. ; 28 cm. 
216-A-5 
1. National Flood Insurance Program (U.S.) 2. Floods — 
United States — Slides. 3. Flood control — United States — 
Slides. 4. Disaster relief — United States — Slides. I. 
United States. Federal Emergency Management Agency. 
OCLC 10896853 


“December 1982.” “TS-11.” @Item 


84-19089 
FEM 1.2:N 34 
NEMS, National emergency management system / Federal 
Emergency Management Agency. —[Washington, D.C.?] : 
The Agency, 1984. 
iv, 21 p. : ill. ; 22 cm. “FEMA 57.” @Item 216-A-5 
1. Emergency communication systems — United States. 2. 
Disaster relief — United States— Management. I. United 
States. Federal Emergency Management Agency. II. Title: 
National emergency management system. OCLC 10857445 


84-19090 
FEM 1.2:R 11/6/student manual 
Hospital emergency department management of radiation acci- 
dents. — [Washington, D.C.?] : Emergency Management Insti- 
tute : National Emergency Training Center, 1984. 
43 p. : ill. ; 28 cm.— (Student manual ; SM 80) Cover 
title. Bibliography: p. 37-38. @lItem 216-A-5 
1. Hospitals — United States — Emergency service — Hand- 
books, manuals, etc. 2. Radiation — Toxicology — Hand- 
books, manuals, etc. I. Emergency Management Institute 
(U.S.) II. National Emergency Training Center (U.S.) III. 
Series: Student manual (United States. Federal Emergency 
Management Agency) ; SM 80. OCLC 10933122 


84-19091 
FEM 1.8:D 63/15 
United States. Federal Emergency Management Agency. 

Federal disaster assistance program : mobile home sales 
handbook. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, 1984- ] 

1 v. (loose-leaf) : forms ; 28 cm.— (Disaster response and 
recovery DR&R 20) Cover title. “February 1984.” 
@ltem 216-A-7 

1. Emergency housing — United States. 2. Mobile 
homes — United States — Government policy — Handbooks, 
manuals, etc. 3. Disaster relief — United States. I. Title: 
Mobile home sales handbook. II. Series. OCLC 10773915 


84-19092 
FEM 1,8:D 63/16 
United States. Federal Emergency Management Agency. 
Federal disaster assistance program : community disaster 
loan handbook pursuant to Public Law 93-288. — [Washing- 


ton, D.C.?] : Federal Emergency Management Agency, [1981- 
] 


recovery ; DR&R 5) Cover title. 
216-A-7 

1. Disaster relief — United States — Handbooks, manuals, 
etc. I. Title. II. Title: Community disaster loan handbook 


pursuant to Public Law 93-288. III. Series. OCLC 
10921688 


1 v. (loose-leaf) : forms ; 28 cm. — (Disaster response and 


“January 1981.” @Item 


Government Publications — September 1984 


84-19093 


FEM 1.8/2:1-11 


The Federal Emergency Management Agency (FEMA) Indi- 


vidual Mobilization Augmentee (IMA) Program : administra- 
tive procedures for military reservists and emergency manage- 
ment coordinators. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, 1984. 

1 v. (various pagings) : forms ; 28 cm. Distributed to 
depository libraries in microfiche. “Supersedes CPG 1-11 
issued July 1975”—Cover. “CPG 1-11/March 1984”"— 
Cover. @Item 216-A-11 (microfiche) 

1. United States — Armed Forces — Reserves. 2. Disaster 
relief — United States. I. United States. Federal Emergency 
Management Agency. OCLC 10909807 


84-19094 


FEM 1,8/2:2-8-12/v.1 
Impacts of the crisis relocation strategy on transportation sys- 
tems / by John W. Billheimer ... [et al.] ; for Defense Civil 
Preparedness Agency. — Washington, D.C. : Federal Emer- 
gency Management Agency, [1982] 

v. : ill, maps ; 28 cm. “Supersedes CPG-2-8-12 dated 
March 1977 which may be used”—Cover. “August 1976.” 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. Contents: v. 1. Analysis and case 
study. “Contract DCPA01-75-C-0263, DCPA work unit 
2313-D.” “CPG-2-8-12”—Cover. @lItem 216-A-11 (micro- 
fiche) 

1. Evacuation of civilians — United States. 2. Emergency 
transportation. 3. United States— Civil defense. I. Bill- 
heimer, John W. II. United States. Defense Civil Prepared- 
ness Agency. III. United States. Federal Emergency Man- 
agement Agency. OCLC 10906446 


84-19095 


FEM 1.14:984 
United States. Federal Emergency Management Agency. 

Telephone directory / Federal Emergency Management 
Agency. [Washington, D.C.?] : The Agency, Federal Emer- 
gency Management Agency, 500 C St., S.W., Washington, 
D.C., 20472 

v. ; 28 cm. Title from cover. 
on: Aug. 1980. @Item 216-A-6 

1. United States. Federal Emergency 
Agency — Directories — Telephone. I. 
09198413 


1984. Description based 


Management 
Title. OCLC 


UNITED STATES FIRE ADMINISTRATION 
Washington, DC 20236 


84-19096 
FEM 1,108:J3 98 
Juvenile firesetter handbook : dealing with children ages 7- 
14, — [Washington, D.C.?] : Federal Emergency Management 
Agency, U.S. Fire Administration/National Fire Academy, 
1984. 
v, 180 p. : forms ; 28 cm. Cover title. “May 1984.” 
Bibliography: p. 180. “FA-63.” @ltem 216-A-3 
1. Fire prevention — United States — Handbooks, manuals, 
etc. 2. Arson — Handbooks, manuals, etc. 3. Problem chil- 
dren — United States — Handbooks, manuals, etc. I. Nation- 
al Fire Academy. OCLC 10921562 
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Federal Insurance Administration 


FEDERAL INSURANCE ADMINISTRATION Federal Emergency Management Agency. II. Title: Town 


. of Fanning Springs, Florida, Gilchrist and Levy counties. 
Washington, DC 20410 OCLC 10862448 
84-19097 


FEM 1.209:010052 84-19102 
Flood insurance study : Coosa County, Alabama, unincorporat- FEM 1.209:120195 
ed areas. —[Washington, D.C.?] : Federal Emergency Man- Flood insurance study : city of Boca Raton, Florida, Palm 
agement Agency, [1984]. Beach County. —[Washington, D.C.?] : Federal Emergency 
ii, 18 p., 14 folded leaves of plates : ill., 1 map ; 28 cm. Management Agency, [1984] 
Cover title. “February 15, 1984.” Distributed to depository ii, 27 p., 3 folded leaves of plates : ill., 2 maps ; 28 cm. 
libraries in microfiche. Includes bibliographical references. Cover title. “March 19, 1984.” Distributed to depository 
“Community number — 010052.” @lItem 594-C-1 (micro- libraries in microfiche. Includes bibliographical references. 
fiche) “Community number — 120195.” @lItem 594-C-9 (micro- 
1. Insurance, Flood— Alabama—Coosa County. I. fiche) 
United States. Federal Emergency Management Agency. II. 1. Insurance, Flood — Florida— Palm Beach County. I. 
Title: Coosa County, Alabama, unincorporated areas. OCLC United States. Federal Emergency Management Agency. II. 
10890041 Title: City of Boca Raton, Florida, Palm Beach County. 
84-19098 OCLC 10890144 
FEM 1.209:060305 84-19103 
Flood insurance study : city of Arroyo Grande, California, San FEM 1.209:120387 
Luis Obispo County. — [Washington, D.C.?] : Federal Emer- Flood i SN cy doe ‘ 
insurance study : city of Fruitland Park, Florida, Lake 
gency Management Agency, [1984]. Count hington, D.C] : Federal E M 
ii, 20 p., 9 folded leaves of plates : ill, 1 map ; 28 cm. ounty. — [Was Ten C2] : st ee 
Cover title. “March 19, 1984.” Distributed to depository a Agency, {1 84] : * “ 
libraries in microfiche. Includes bibliographical references. hes 8 p.: | map’; 2 net Cover title: March ‘5, 1984. 
“Community number — 060305.” @Item 594-C-5 (micro- Distributed to depository libraries in microfiche. Includes 
fiche) pace pre Community number — 120387. 
1. Insurance, Flood —California—San Luis Obispo , , 
County. I. United States. Federal Emergency Management 1. Insurance, Flood — Florida — Lake County. I. United 
Agency. Il. Title: City of Arroyo Grande, California, San States. Federal Emergency Management Agency. Il. Title: 
Luis Obispo County. OCLC 10890481 City of Fruitland Park, Florida, Lake County. OCLC 


10862408 
84-19099 


FEM 1.209:060708 84-19104 
Flood insurance study : city of East Palo Alto, California, San FEM 1.209:130391 


Mateo County. —[Washington, D.C.?] : Federal Emergency Flood insurance study : Stephens County, Georgia, unincorpo- 


Management Agency, [1984]. rated areas. —[Washington, D.C.?] : Federal Emergency 
ii, 17 p. ; ill, 1 map ; 28 cm. Cover title. “March 19, Management Agency, [1984] 


1984.” Distributed to depository libraries in microfiche. In- ii, 21 p., 26 folded leaves of plates : ill, 1 map ; 28 cm. 
cludes bibliographical references. “Community number — Cover title. “February 15, 1984.” Distributed to depository 
060708.” @ltem 594-C-5 (microfiche) libraries in microfiche. Includes bibliographical references. 


1. Insurance, Flood — California — San Mateo County. I. “Community number — 130391.” @lItem 594-C-10 (micro- 
United States. Federal Emergency Management Agency. _II. fiche) 


Title: City of East Palo Alto, California, San Mateo County. 1. Insurance, Flood —Georgia— Stephens County. I. 


OCLC 10890134 United States. Federal Emergency Management Agency. II. 
84-19100 Title: Stephens County, Georgia, unincorporated areas. 
FEM 1.209:120135 OCLC 10889944 
Flood insurance study : city of Groveland, Florida, Lake 
County. —[Washington, D.C.?] : Federal Emergency Man- 84-19105 
agement Agency, [1984] : FEM 1.209:180487 — 

ii, 8 p.: 1 map ; 28 cm. Cover title. “March 5, 1984.” Flood insurance study : town of Utica, Indiana, Clark 
Distributed to depository libraries in microfiche. Includes County. —[Washington, D.C.?] : Federal Emergency Man- 
bibliographical references. “Community number — 120135.” agement Agency, [1984]. ; 

@ltem 594-C-9 (microfiche) ii, 10 p., 1 folded leaf of plates : ill., 1 map ; 28 cm. _Cover 

1. Insurance, Flood — Florida— Lake County. I. United title. “March 19, 1984.” Distributed to depository libraries 
States. Federal Emergency Management Agency. II. Title: in microfiche. mer me —, be emggras aes 
City of Groveland, Florida, L y munity number — ye tem - microfiche 

‘ sia ee Seen MenOO 1. Insurance, Flood — Indiana — Clark County. I. United 

ce-anene States. Federal Emergency Management Agency. II. Title: 


, FEM 1.209:120146 Town of Utica, Indiana, Clark County. OCLC 10890539 
Flood insurance study : town of Fanning Springs, Florida, Gil- 


christ and Levy counties. — (Washington, D.C.?] : Federal 84-19106 
Emergency Management Agency, [1984] FEM 1.209:200223 
ii, 9 p., 1 folded leaf of plates : ill, 1 map ; 28 cm. Cover Flood insurance study : city of Osawatomie, Kansas, Miami 
title. “March 5, 1984.” Distributed to depository libraries County. — [Washington, D.C.?] : Federal Emergency Man- 
in microfiche. Includes bibliographical references. ‘“Com- agement Agency, [1984]. 
munity number — 120146.” @Item 594-C-9 (microfiche) ii, 10 p., 2 folded leaves of plates : ill, 1 map ; 28 cm. 
1. Insurance, Flood — Florida — Gilchrist County. 2. In- Cover title. ‘March 15, 1984.” Distributed to depository 
surance, Flood — Florida — Levy County. I. United States. libraries in microfiche. Includes bibliographical references. 
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“Community number — 200233.” @lItem 594-C-16 (micro- 
fiche) 

1. Insurance, Flood — Kansas — Miami County. 
States. Federal Emergency Management Agency. 
City of Osawatomie, Kansas, Miami 
10890594 


I. United 
II. Title: 
County. OCLC 


84-1907 
FEM 1.209:210069 
Flood insurance study : Floyd County, Kentucky, unincorporat- 
ed areas. — (Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 

ii, 32 p., 24 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 210069.” @Item 594-C-17 (micro- 
fiche) 

1. Insurance, Flood — Kentucky — Floyd County. I. 

- United States. Federal Emergency Management Agency. II. 
Title: Floyd County, Kentucky, unincorporated areas. 
OCLC 10862379 


84-19108 
FEM 1.209:220151 
Flood insurance study : city of Pineville, Louisiana, Rapides 
Parish. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 15 p., 10 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 220151.” @lItem 594-C-18 (micro- 
fiche) 

1. Insurance, Flood — Louisiana— Rapides Parish. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Pineville, Louisiana, Rapides Parish, OCLC 
10862505 


84-19109 
FEM 1.209:360415 
Flood insurance study : village of Fairport, New York, Monroe 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 

ii, 16 p., 2 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. ‘March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 360415.” @Item 594-C-32 (micro- 
fiche) 

1. Insurance, Flood—New York (State)— Monroe 
County. I. United States. Federal Emergency Management 
Agency. II. Title: Village of Fairport, New York, Monroe 
County. OCLC 10890164 


84-19110 
FEM 1.209:361144 
Flood insurance study : town of Rhinebeck, New York, Dut- 
chess County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 20 p., 10 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 361144.” @Item 594-C-32 (micro- 
fiche) 

1. Insurance, Flood—New York (State)— Dutchess 
County. I. United States. Federal Emergency Management 
Agency. II. Title: Town of Rhinebeck, New York, Dutchess 
County. OCLC 10862575 


448-861 - 84-5 : oL3 


Government Publications — September 1984 


84-19111 
FEM 1.,209:361315 
Flood insurance study : town of Clermont, New York, Colum- 
bia County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984]. 

ii, 15 p., 4 folded leaves of plates ; ill, 1 map ; 28 cm. 
Cover title. ‘March 5, 1984." Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 361315.” @lItem 594-C-32 (micro- 
fiche) 

1. Insurance, Flood—New York (State)— Columbia 
County. I. United States. Federal Emergency Management 
Agency. II. Title: Town of Clermont, New York, Columbia 
County. OCLC 10887129 


84-19112 
FEM 1.209:361333 
Flood insurance study : town of Beekman, New York, Dutchess 
County. —[Washington, D.C.?] : Federal Emergency Man- 
agement Agency, 1984. 

ii, 19 p., 12 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 361333.” @lItem 594-C-32 (micro- 
fiche) 

1. Insurance, Flood—New York (State) — Dutchess 
County. I. United States. Federal Emergency Management 
Agency. II. Title: Town of Beekman, New York, Dutchess 
County. OCLC 10890124 


84-19113 
FEM 1.209:361340 
Flood insurance study : town of Northeast, New York, Dut- 
chess County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 17 p., 5 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 361340.” @Item 594-C-32 (micro- 
fiche) 

1. Insurance, Flood—New York (State)— Dutchess 
County. I. United States. Federal Emergency Management 
Agency. II. Title: Town of Northeast, New York, Dutchess 
County. OCLC 10882392 


84-19114 
FEM 1.209:400236/2 
Flood insurance study : city of Broken Arrow, Oklahoma, Tulsa 
and Wagoner counties. —[Washington, D.C.?] : Federal 
Emergency Management Agency, [1984] 

iii, 43 p., 32 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “September 5, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 400236.” @Item 594-C-36 (micro- 
fiche) 

1. Insurance, Flood — Oklahoma — Tulsa County. 2. In- 
surance, Flood — Oklahoma — Wagoner County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Broken Arrow, Oklahoma, Tulsa and Wagoner coun- 
ties. OCLC 10862538 


84-19115 
FEM 1.209:410124/2 
Flood insurance study : city of Junction City, Oregon, Lane 
County. — Rev. Sept. 19, 1984. —[Washington, D.C.?] : Fed- 
eral Emergency Management Agency, [1984]. 

ii, 14 p. ; ill, 1 map ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. Includes bibliographical 
references. “Community number — 410124.” @Item 594- 
C-37 (microfiche) 
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Federal Insurance Administration 


1. Insurance, Flood — Oregon — Lane County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Junction City, Oregon, Lane County. OCLC 
10890107 


84-19116 
FEM 1.209:410150 
Flood insurance study : city of Jordan Valley, Oregon, Malheur 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984]. 

ii, 16 p., 3 folded leaves of plates ; ill., 2 maps ; 28 cm. 
Cover title. “March 19, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 410150.” @Item 594-C-37 (micro- 
fiche) 

1. Insurance, Flood —Oregon— Malheur County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Jordan Valley, Oregon, Malheur County. 
OCLC 10887030 


84-19117 
FEM 1.209:410285 
Flood insurance study : city of Adrian, Oregon, Malheur 
County. —[Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984]. 

ii, 13 p., 1 folded leaf of plates ; ill, 1 map ; 28cm. Cover 
title. “March 19, 1984.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. “Com- 
munity number — 410285.” @lItem 594-C-37 (microfiche) 

1. Insurance, Flood—Oregon— Malheur County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Adrian, Oregon, Malheur County. OCLC 
10887084 


84-19118 
FEM 1.209:450026/supp. 


Flood insurance study, supplement : wave height analysis : city 
of Beaufort, South Carolina, Beaufort County. — [Washing- 
ton, D.C.?] : Federal Emergency Management Agency, 1984. 


i, 12 p. : ill, 1 map ; 28 cm. Cover title. “March 5, 
1984.” Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number — 
450026.” @ltem 594-C-40 (microfiche) 

1. Insurance, Flood —- South Carolina — Beaufort County. 
I. United States. Federal Emergency Management Agency. 
II. Title: City of Beaufort, South Carolina, Beaufort County. 
OCLC 10873627 


84-19119 
FEM 1.209:450028/supp. 
Flood insurance study, supplement : wave height analysis : town 
of Port Royal, South Carolina, Beaufort County. — [Washing- 
ton, D.C.?] : Federal Emergency Management Agency, 1984. 


i, 12 p. : ill, 1 map ; 28 cm. Cover title. “March 5, 
1984.” Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number — 
450028.” @ltem 594-C-40 (microfiche) 

1. Insurance, Flood — South Carolina — Beaufort County. 
I. United States. Federal Emergency Management Agency. 
II. Title: Town of Port Royal, South Carolina, Beaufort 
County. OCLC 10874048 

84-19120 
FEM 1.209:470094 
Flood insurance study : city of Erwin, Tennessee, Unicoi 
County. —[Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 

ii, 17 p., 7 folded leaves of plates : ill, 1 map ; 28 cm. 

Cover title. “March 5, 1984." Distributed te depository li- 


Page 98 


braries in microfiche. Includes bibliographical references. 
“Community number — 470094.” @lItem 594-C-42 (micro- 
fiche) 

1. Insurance, Flood — Tennessee — Unicoi County. I. 
United States. Federal Emergency Management Agency. _II. 
Title: City of Erwin, Tennessee, Unicoi County. OCLC 
10862309 


84-19121 


FEM 1.209:470207 


Flood insurance study : Wilson County, Tennessee, unincorpo- 


rated areas. —[Washington, D.C.?] 
Management Agency, [1983] 

ii, 27 p., 25 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. ‘December 15, 1983.” Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical refer- 
ences. “Community number — 470207.” @Item 594-C-42 
(microfiche) 

1. Insurance, Flood — Tennessee — Wilson County. I. 
United States. Federal Emergency Management Agency. _II. 
Title: Wilson County, Tennessee, unincorporated areas. 
OCLC 10890007 


: Federal Emergency 


84-19122 


FEM 1.209:475427 


Flood insurance study : city of Harriman, Tennessee, Roane 


County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 

ii, 15 p., 1 folded leaf of plates : ill, 1 map ; 28cm. Cover 
title. “March 5, 1984.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. ‘“Com- 
munity number — 475427.” @lItem 594-C-42 (microfiche) 

1. Insurance, Flood—Tennessee— Roane County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Harriman, Tennessee, Roane County. OCLC 
10862358 


84-19123 


FEM 1.209:475435 


Flood insurance study : city of La Follette, Tennessee, Camp- 


bell County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 16 p., 2 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. ‘March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 475435.” @lItem 594-C-42 (micro- 
fiche) 

1. Insurance, Flood — Tennessee — Campbell County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of La Follette, Tennessee, Campbell County. 
OCLC 10862341 


84-19124 
FEM 1.209:481296 
Flood insurance study : town of Stagecoach, Texas, Montgom- 
ery County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 12 p. 3 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. ‘March 5, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 481296.” @ltem 594-C-43 (micro- 
fiche) 

1. Insurance, Flood — Texas — Montgomery County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Stagecoach, Texas, Montgomery County. 
OCLC 10862476 
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Flood insurance study : village of La Valle, Wisconsin, Sauk 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984]. 

li, 12 p., 1 folded leaf of plates ; ill., 1 map ; 28cm. Cover 
title. ‘March 19, 1984.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. ‘Com- 
munity number — 550395.” @lItem 594-C-49 (microfiche) 

1. Insurance, Flood — Wisconsin— Sauk County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Village of La Valle, Wisconsin, Sauk County. OCLC 
10887110 


84-19126 
FEM 1.209:550399 
Flood insurance study : village of North Freedom, Wisconsin, 
Sauk County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 13 p., 1 folded leaf of plates : ill., 1 map ; 28cm. Cover 
title. “March 19, 1984.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. ‘“Com- 
munity number — 550399.” [Item 594-C-49 (microfiche); 
VM/ft/ft; CORRECTED CARD] @ltem 594-C-49 (micro- 
fiche) 

1. Insurance, Flood — Wisconsin— Sauk County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Village of North Freedom, Wisconsin, Sauk County. 
OCLC 10890030 


84-19127 
FEM 1.209:550407 
Flood insurance study : village of West Baraboo, Wisconsin, 
Sauk County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 12 p., 1 folded leaf of plates : ill., 1 map ; 28cm. Cover 
title. “March 19, 1984.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. ‘“Com- 
munity number — 550407.” @liem 594-C-49 (microfiche) 

1. Insurance, Flood — Wisconsin— Sauk County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Village of West Baraboo, Wisconsin, Sauk County. 
OCLC 10890059 


84-19128 
FEM 1.209:720000-24 
Flood insurance study : Rio Humacao Basin, Puerto Rico. — 
[Washington, D.C.?] : Federal Emergency Management 
Agency, [1984]. 

li, 24 p., 15 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “April 16, 1984.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 720000.” @lItem 594-C-53 (micro- 
fiche) 

1. Insurance, Flood — Puerto Rico. I. United States. Fed- 
eral Emergency Management Agency. II. Title: Rio Huma- 
cao Basin, Puerto Rico. OCLC 10890632 
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GOVERNORS 
Washington, DC 20551 
84-19129 


FR 1,51:91 
Schweitzer, Paul Robert, 1930- 

Greeley in perspective / Paul Schweitzer and Joshua 
Greene. — [Washington, D.C.?] : Board of Governors of the 
Federal Reserve System, [19777]. 

17 p. ; 28 cm. — (Staff economic studies ; 91) Distributed 
to depository libraries in microfiche. Includes bibliograph- 
ical references. @lItem 443-A (microfiche) 
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1. Competition. 2. Bank holding companies — United 
States. I. Greene, Joshua E. II. Board of Governors of the 
Federal Reserve System (U.S.) III. Title. IV. Series. 
OCLC 03822144 


84-19130 
FR 1.51:94 
Eisenbeis, Robert A. 

Problems in applying discriminant analysis in credit scoring 
models / Robert A. Eisenbeis. — [Washington, D.C.?] : Board 
of Governors of the Federal Reserve System, [19787]. 

28 p. ; 28 cm. — (Staff economic studies ; 94) Distributed 
to depository libraries in microfiche. Bibliography: p. 24-28. 
@ltem 443-A (microfiche) 

1. Discriminant analysis. 2. Credit management — Mathe- 
matical models. 3. Bank loans — United States. I. Board of 
Governors of the Federal Reserve System (U.S.) II. Title. 
III. Series. OCLC 03822230 


84-19131 
FR 1.51:98 
Rhoades, Stephen A. 

Foothold acquisitions and bank market structure / by Ste- 
phen A. Rhoades and Paul Schweitzer. — [Washington, 
D.C.?] : Board of Governors of the Federal Reserve System, 
[19787]. 

8 p. ; 27 cm. — (Staff economic studies ; 98) Distributed 
to depository libraries in microfiche. Includes bibliograph- 
ical references. @lItem 443-A (microfiche) 

1. Bank holding companies — United States. 2. Competi- 
tion. I. Schweitzer, Paul Robert, 1930- II. Board of Gover- 
nors of the Federal Reserve System (U.S.) III. Title. IV. 
Series. OCLC 04328278 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


84-19132 
FT 1,2:L 11/7 
What’s new about care labels. — Washington, D.C. : Federal 
Trade Commission, Bureau of Consumer Protection : For sale 
by the Supt. of Docs., U.S. G.P.O., 1984. 

9 p.: ill. ; 22 cm. Cover title. “April 1984”°—P. [2] of 
cover. @Item 535 S/N 018-000-00304-0 @ GPO $16.00/ 
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1. Labels. 2. Laundry. 3. Dry cleaning. 4. Consumer 
protection — United States. I. United States. Bureau of Con- 
sumer Protection. II. Title: Care labels. OCLC 10938405 


84-19133 
FT 1,2:R 31/7 
Overstreet, Thomas R. 

Resale price maintenance : economic theories and empirical 
evidence / by Thomas R. Overstreet, Jr., Bureau of Econom- 
ics staff report to the Federal Trade Commission. — [Wash- 
ington, D.C.?] : The Bureau, 1984. 

vii, 208 p. ; 23 cm. “November 1983.” Bibliography: p. 
199-208. @Item 535 

1. Price discrimination — United States. 2. Price mainte- 
nance — United States. 3. Competition, Unfair — United 
States. I. United States. Federal Trade Commission. Bureau 
of Economics. II. Title. OCLC 10737490 
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GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


84-19134 
GA 1.2:M 58 
Workshop on—Using Microcomputers for Financial Managers 
(1983 : Washington, D.C.) 

Proceedings of Workshop on Using Mircocomputers [i.e. 
Microcomputers] for Financial Managers, July 12, 1983. — 
Washington, D.C. : Joint Financial Management Improve- 
ment Program, 1983. 

i, 43 p. : ports. ; 28cm. @lItem 545 

1. Finance, Public — United States — Data processing — 
Congresses. 2. Government business enterprises — United 
States — Finance — Data processing — Congresses. I. United 
States. Joint Financial Management Improvement Program. 
II. Title. OCLC 10115580 


84-19135 
GA 1.4:C 83 
United States. General Accounting Office. Office of the General 
Counsel. 
Office of the General Counsel review guide. — [Washing- 
ton, D.C.?] : U.S. General Accounting Office, [1984] 
iii, 48, 13 p. ; 28 cm. “April 15, 1984.” @Item 545-A 
1..United States. General Accounting Office. Office of the 
General Counsel — Officials and Employees. I. Title. 
OCLC 10882053 


Reports to Congress by Comptroller General of United States. 
Order multiple copies from GAO, Box 1020, Washington, DC 
20013; $1.00 each. Single copies free (write: GAO, 441 G St., 
N.W., Washington, DC 20548) 


84-19136 
GA 1.13:AFMD-83-54 
United States. General Accounting Office. 

Criteria for recording obligations for defense stock fund 
purchases should be changed : report / by the Comptroller 
General of the United States.— Washington, D.C. : U.S. 
General Accounting Office, [1983] 

12 p. ; 28 cm. Cover title. Distributed to depository li- 
braries in microfiche. “August 19, 1983.” “GAO/AFMD- 
83-54.” “B-208863”—Ist prelim. p. Includes bibliographical 
references. @lItem 546-D (microfiche) 

1. Stocks — United States. 2. United States. Dept. of De- 
fense — Appropriations and expenditures. I. Title. OCLC 
10868799 

84-19137 
GA 1.13:AFMD-84-10 
United States. General Accounting Office. 

Control improvements needed in accounting for Treasury 
securities at the Federal Reserve Bank of New York : report 
/ by the U.S. General Accounting Office. — Washington, 
D.C. : The Office, [1984] 

4, [1], 20 p. ; 28 cm. Cover title. “May 2, 1984.” Dis- 
tributed to depository libraries in microfiche. “GAO/ 
AFMD-84-10." “B-211646"—P. [1] @ltem 546-D (micro- 
fiche) 

1. Federal Reserve Bank of New York. 2. Government 
securities — United States. I. Title. OCLC 10809909 


84-19138 


GA 1,13;GGD-84-13 
United States. General Accounting Office. 

Need to better assess consequences before reducing taxpay- 
er assistance : report to the Congress / by the Comptroller 
General of the United States. — Washington, D.C. : U.S. 
General Accounting Office, [1984] 

{1}, vii, [2], 117 p. : ill. ; 28 cm. Cover title. “April 5, 
1984." Distributed to depository libraries in microfiche. In- 
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cludes bibliographical references. “GAO/GGD-84-13.” 
“B-212824"—Prelim. leaf. @lItem 546-D (microfiche) 

1. United States. Internal Revenue Service. 2. Tax con- 
sultants — United States. I. Title. OCLC 10879661 


84-19139 


GA 1,13:GGD-84-15 
United States. General Accounting Office. 

IRS’ administration of the Crude Oil Windfall Profit Tax 
Act of 1980 : report to the chairman, Subcommittee on Com- 
merce, Consumer, and Monetary Affairs, House Committee 
on Government Operations / by the Comptroller General of 
the United States. — Washington, D.C. : U.S. General Ac- 
counting Office, 1984. 

[1], v, [3], 129 p. : ill. ; 28cm. Cover title. Distributed to 
depository libraries in microfiche. “June 18, 1984.” In- 
cludes __ bibliographical references. “GAO/GGD-84-15.” 
“B-206634”—Prelim. leaf. @lItem 546-D (microfiche) 

1. United States. Internal Revenue Service. 2. Petrole- 
um — Taxation — United States. 3. Oil and gas leases — 
United States. 4. Excess profits tax— United States. I. 
United States. Congress. House. Committee on Government 
Operations. Commerce, Consumer, and Monetary Affairs 
Subcommittee. II. Title. OCLC 10905890 


84-19140 


GA 1.13:GGD-84-15/sum. 
United States. General Accounting Office. 

IRS’ administration of the Crude Oil Windfall Profit Tax 
Act of 1980 : summary : report to the chairman, Subcommit- 
tee on Commerce, Consumer, and Monetary Affairs, House 
Committee on Government Operations / by the Comptroller 
General of the United States.— Washington, D.C. : US. 
General Accounting Office, [1984] 

v, [3] p. ; 28 cm. Cover title. “June 18, 1984.” Distrib- 
uted to depository libraries in microfiche. “GAO/GGD-84- 
15.” @Item 546-D (microfiche) 

1. United States. Internal Revenue Service. 2. Petrole- 
um — Taxation — United States. 3. Oil and gas leases — 
United States. 4. Excess profits tax— United States. I. 
United States. Congress. House. Committee on Government 
Operations. Commerce, Consumer, and Monetary Affairs 
Subcommittee. II. Title. OCLC 10905926 


84-19141 


GA 1.13:;GGD-84-34 
United States. General Accounting Office. 

Guidelines for rescuing large failing firms and municipali- 
ties : report to the Congress / by the Comptroller General of 
the United States. — Washington, D.C. : U.S. Generai Ac- 
counting Office, 1984. 

[1], vii, [3], 82 p. ; 28 cm. Cover title. “March 29, 1984.” 
Distributed to depository libraries in microfiche. “GAO/ 
GGD-84-34." “B-197380"”—Prelim. leaf. [Item  546-D 
(microfiche); lww/lfm/lfm] @lItem 546-D (microfiche) 

1. Subsidies. 2. Bankruptcy. 3. Industry and state — 
United States. 4. Corporations — Finance. 5. Government 
spending policy — United States. I. Title. OCLC 10902158 


84-19142 
GA 1,13:GGD-84-34/sum. 
United States. General Accounting Office. 

Guidelines for rescuing large failing firms and municipali- 
ties : summary : report to the Congress / by the Comptroller 
General of the United States.— Washingion, D.C. : US. 
General Accounting Office, [1984] 

vii, [3], 3 p. ; 28 cm. Cover title. “March 29, 1984.” 
Distributed to depository libraries in microfiche. “GAO/ 
GGD-84-34." @Item 546-D (microfiche) 





1. Subsidies. 2. Bankruptcy. 3. Industry and state — 
United States. 4. Corporations — Finance. 5. Government 
spending policy — United States. I. Title. OCLC 10922325 

84-19143 
GA 1.13:GGD-84-46 
United States. General Accounting Office. 

No strong indication that restrictions on executive branch 
lobbying should be expanded : report to the Chairman, Com- 
mittee on Government Operations, House of Representatives 
/ by the Comptroller General of the United States. — Wash- 
ington, D.C. : U.S. General Accounting Office, 1984. 

[1], v, [2], 41 p. ; 28 cm. Cover title. “March 20, 1984.” 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. “GAO/GGD-84-46.” “B- 
129874”—Prelim. leaf. @lItem 546-D (microfiche) 

1. Lobbying — Law and legislation — United States. I. 
United States. Congress. House. Committee on Government 
Operations. II. Title. OCLC 10848505 

84-19144 
GA 1.13:HRD-84-29 
United States. General Accounting Office. 

Labor needs to adjust compensation benefits it pays injured 
federal employees to levels appropriate to their disabilities : 
report to the Secretary of Labor / by the U.S. General 
Accounting Office. — Washington, D.C. : The Office, [1984] 


6, [1], 20 p. ; 28 cm. Cover title. “March 26, 1984.” 
Distributed to depository libraries in microfiche. “GAO/ 
HRD-84-29.” “B-214438”—Prelim. p. [1] @Item 546-D 
(microfiche) 

1. Workers’ compensation — United States. 2. Personal in- 
juries — United States. 3. United States. Officials and em- 
ployees. I. United States. Dept. of Labor. II. Title. 
OCLC 10740379 


84-19145 
GA 1.13:;HRD-84-46 
United States. General Accounting Office. 

First-year implementation of the Federal Managers’ Finan- 
cial Integrity Act in the Veterans Administration : report to 
the Administrator of Veterans Affairs / by the U.S. General 
Accounting Office. — Washington, D.C. : The Office, 1984. 

5, [2], 23 p. ; 28 cm. Cover title. “April 27, 1984.” Dis- 
tributed to depository libraries in microfiche. “GAO/HRD- 
84-46.” “B-202205”—Prelim. p. [1] @lItem 546-D (micro- 
fiche) 

1. United States. Veterans Administration — Management. 


2. Auditing, Internal— United States. I. Title. OCLC 
10939761 


84-19146 
GA 1.13:NSIAD-84-46 
United States. General Accounting Office. 

New and better equipment being made available for inter- 
national nuclear safeguards : report to the chairman, Subcom- 
mittee on Energy Research and Protection [i.e. Production], 
Committee on Science and Technology, House of Representa- 
tives / by the Comptroller General of the United States. — 
Washington, D.C. : U.S. General Accounting Office, 1984. 

{1], v, [2], 76 p. : ill. ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “June 14, 1984.” In- 
cludes bibliographical references. “GAO/NSIAD-84-46.” 
“B-215047"—Prelim. leaf. @lItem 546-D (microfiche) 

1. International Atomic Energy Agency. 2. Atomic 
energy industries — United States — Security measures. 3. 
Atomic power — International.control. I. United States. 
Congress. House. Committee on Science and~ Technology. 
Subcommittee on Energy Research and Production. II. 
Title. OCLC 10919770 
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84-19147 


GA 1.13:NSIAD-84-62 
United States. General Accounting Office. 

Further improvements needed in Navy's oversight and 
management of contracting for facilities construction on 
Diego Garcia : report to the Secretary of Defense / by the 
U.S. General Accounting Office. — Washington, D.C. : The 
Office, [1984] 

[1], vi, [2], 53 p. : ill., 2 maps ; 28 cm. Cover title. ‘May 
23, 1984.” Distributed to depository libraries in microfiche. 
“GAO/NSIAD-84-62.” “B-209865”—Prelim. leaf. @lterh 
546-D (microfiche) 

1. United States. Dept. of Defense. 2. United States. 
Navy — Facilities. 3. Diego Garcia — Strategic aspects. I. 
Title. OCLC 10858484 


84-19148 
GA 1,13:NSIAD-84-75 
United States. General Accounting Office. 

AID’s management of the housing guaranty program : 
report to the administrator, Agency for International Devel- 
opment / by the U.S. General Accounting Office. — Wash- 
ington, D.C. : The Office, [1984] 

[1], vii, [1], 74 p. : ill. ; 28 cm. Cover title. “April 25, 
1984.” Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “GAO/NSIAD-84-75.” 
“B-206203”—Prelim. leaf. @lItem 546-D (microfiche) 

1. Loans, American — Developing countries. 2. Economic 
assistance, American — Developing countries. 3. Housing — 
Developing countries— Finance. 4. United States. Agency 
for International Development. I. Title. OCLC 10874052 


84-19149 
GA 1,13:NSIAD-84-76 
United States. General Accounting Office. 

Foreign currency purchases can be reduced through great- 
er use of currency use payments under Public Law 480 com- 
modity sales agreements : report / by the U.S. General Ac- 
counting Office. — Washington, D.C. : The Office, [1984] 

8 p.; 28 cm. Cover title. “April 10, 1984.” Distributed 
to depository libraries in microfiche. “GAO/NSIAD-84-76.” 
“B-214252”—Prelim. p. [1] @lItem 546-D (microfiche) 

1. Foreign exchange. I. Title. OCLC 10855315 


84-19150 
GA 1.13:PEMD-84-3 
United States. General Accounting Office. 

How well do the military services perform jointly in 
combat? : DOD’s joint test-and-evaluation program provides 
few credible answers : report to the Honorable David Pryor, 
United States Senate / by the Comptroller General of the 
United States. — Washington, D.C. : U.S. General Account- 
ing Office, [1984] 

[1], xi, [5], 209 p. : ill. ; 28cm. Cover title. “February 22, 
1984.” Distributed to depository libraries in microfiche. 
“GAO/PEMD-84-3.” Includes bibliographical references. 
“B-207947"—Prelim. leaf. @lItem 546-D (microfiche) 

1. Unified operations (Military science) 2. United States. 
Dept. of Defense. 3. United States. Office of the Director 
Defense Test and Evaluation. I. Pryor, David. II. Title. 
Ill. Title: DOD’s Joint Test-and-Evaluation Program pro- 
vides few credible answers. ~ OCLC 10774648 


84-19151 
GA 1.13:RCED-84-14 
United States. General Accounting Office. 

Alaska land conveyance program—a slow, complex, and 
costly. process : report to the Secretary of the Interior / by 
the U.S. General Accounting Office. — Washington, D.C. : 
The Office, [1984] 
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Rao Business Administration’s first-year implementation of 

the Federal Managers’ Financial Integrity Act : report to the 

Administrator, Small Business Administration / be US. ASSISTANT PUBLIC PRINTER 

General Accounting Office.— Washington, D.C. : The (Superintendent of Documents) 

Office, [1984] Government Printing Office 


4, [1], 21 p. ; 28 cm. Cover title. “June 12, 1984.” Dis- 
tributed to depository libraries in microfiche. “GAO/ Washington, DC 20402 


RCED-84-125.” “B-202205”—Prelim. p. : 
(microfiche) notin. p. fi): Giem ED Subject bibliography . . . available free upon request from the 


1. United States. Small Business Administration — Manage- Supt. of Docs., U.S. Govt. Print. Off. Orders must included SB 


ment. 2. Auditing, Internal— United States. I. Title. number. 
OCLC 10905970 
84-19159 


84-19155 GP 3.22/2:077/11 
GA 1.13;RCED-84-131 United States. Superintendent of Documents. 
United States. General Accounting Office. Printing and graphic arts.— Washington, D.C. : U.S. 
The Interstate Commerce Commission can better manage G.P.O., Supt. of Docs., [1984] 
its enforcement program : report / by the U.S. General Ac- 4 p. ; 26 cm. — (Subject bibliography ; SB-077) Caption 
counting Office. — Washington, D.C. : The Office, [1984] title. “May 18, 1984.” .@Item 552-A 
8, [1], 23 p.; 28 cm. Cover title. Distributed-to deposito- 1. .Government _ publications — Bibliography — Catalogs. 
ry tibraries:in microfiche. ‘“‘May 24, 1984.” “GAO/RCED- 2. Printing — United’ States — Bibliography — Catalogs. 3. 
84-131." “B-214613"—P. [1] . @Item 546-D (microfiche) Graphic arts — United States — Bibliography — Catalogs. I. 
A. United States: Interstate Commerce Commission. I. Title. Il.Series: United States. Superintendent of Docu- 
Title. OCLC 10880096 ments. Subject bibliography ; SB-077. OCLC 10853349 
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84-19153 





84-19160 
GP 3.22/2:129/9 
United States. Superintendent of Documents. 
Procurement, supply cataloging, and classification. — Wash- 
ington, D.C. : U.S. G.P.O., Supt. of Docs., [1983] 
11 p. ; 26 cm. — (Subject bibliography ; SB-129) Caption 
title. “February 21, 1984.” @Item 552-A 
1. United States— Armed Forces — Procurement — Bibli- 
ography — Catalogs. 2. Government publications — Bibliog- 
raphy — Catalogs. I. Title. II. Series: United States. Super- 
intendent of Documents. Subject bibliography ; SB-129. 
OCLC 10886756 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


84-19161 
GS 1.1/3:983-2 
United States. General Services Administration. Office of In- 
spector General. 

Semiannual report to the Congress / Office of Inspector 
General. [Washington, D.C.] : The Office, General Services 
Administration, Office of Inspector General, Washington, DC 
20405 

v. ; 28 cm. 

Semiannual Oct. 1, 1983 to Mar. 31, 1984. Description 
based on: Oct. 1, 1982 to Mar. 31, 1983; title from cover. 
@ltem 558-A-6 

1. United States. General Services Administration. Office of 
Inspector General — Periodicals. I. Title. PAR 83-645068 
//184 OCLC 09796288 


84-19162 
GS 1.6/6:C 76 
United States. General Services Administration. Office of Fed- 
eral Protection and Safety. 
Contract guard information manual. — [Washington, D.C.?] 
: U.S. General Services Administration, Office of Federal 
Protection and Safety, [1984] 
64 p. : ill. (some col.), forms (some col.) ; 28 cm. “April 
1984.” @ltem 559-B 
1. United States. General Services Administration. Office of 
Federal Protection and Safety — Officials and employees. 2. 
Police, Private — United States — Handbooks, manuals, etc. 
I. Title. OCLC 10881925 


FEDERAL SUPPLY AND SERVICES OFFICE 
General Services Administration 
Washington, DC 20390 


84-19163 
GS 2.6/3:Sp 3/984 
Guide to—specifications, standards and commercial item de- 
scriptions of the federal government, February 1984. — 
[Washington, D.C.?] : U.S. General Services Administration, 
Federal Supply and Services, 1984. 
24 p.: ill. ; 28cm. @Item 564-A 
1. Government purchasing — United States. I. United 
States. Office of Federal Supply and Services. OCLC 
10692849 
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NATIONAL ARCHIVES AND RECORDS 
SERVICE 
General Services Administration 
Washington, DC 20408 


84-19164 
GS 4.17/5-2:L 61/983 
National Audiovisual Center. 

A list of audiovisual materials produced by the United 
States Government for library and information science. — 
Washington, DC : General Services Administration, National 
Archives and Records Service, National Audiovisual Center, 
[1983] 

8 p. ; 28 cm. Cover title. “October 15, 1983”—P. [2] of 
cover. Includes index. @ltem 569-C-1 

1. Library science — United States — Audio-visual aids — 
Catalogs. 2. Information science — Audio-visual aids — 
Catalogs. I. Title. OCLC 10660289 


FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


84-19165 
GS 4,107/a:P 939/2/982-83/v.1 
Privacy act issuances ... compilation. [Washington, D.C.?] : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration, Office of 
the Federal Register, National Archives and Records Service, 
Washington, D.C. 20408 
v. ; 28 cm. 
Annual 
Began with 1976. 1982/83, v. 1. Description based on: 
1980, v. 1. Issued in parts. @Item 573 ISSN 0190-8146 
1. Public records — Law and legislation — United States — 
Periodicals. 2. Public records— United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
KF5753.A329F4 77-647783 //181  342/.73/085 OCLC 
03084918 


84-19166 
GS 4.108:7/pt.400-699/984 
United States. Dept. of Agriculture. 

Code of federal regulations. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v.; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 7, Agriculture 1984, pts. 400-699. Description based 
on: 1980, pts. 53 to 209. Special edition of the Federal regis- 
ter, containing a codification of document of general applica- 
bility and future effect as of Jan. 1 ... with ancillaries. Vols. 
for (1984-) distributed to some depository libraries in micro- 
fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. OCLC 07515004 
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84-19167 84-19170 


GS 4.108:7/pt.1945-end/984 


GS 4.108:18/pt.400-end/984 
United States. Dept. of Agriculture. 


Code of federal regulations. 18, Conservation of power and 


Code of federal regulation. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 7, Agriculture 1984, pts. 1945-end. Description based 
on: 1980, pts. 53 to 209. Special edition of the Federal regis- 
ter, containing a codification of document of general applica- 
bility and future effect as of Jan. 1 ... with ancillaries. Vols. 
for (1984-) distributed to some depository libraries in micro- 
fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. OCLC 07515004 


84-19168 


GS 4.108:12/pt.500-end/984 
Code of federal regulations. 12, Banks and banking. Washington 
: Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 12, Banks and banking 1984, pts. 500-end. Descrip- 
tion based on: 1981, pts. 1 to 199. Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future effect as of Jan. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @Item 572-B, 572-C (microfiche) 
S/N _ 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Banking law — United States — Periodicals. I. United 
States. Office of the Federal Register. OCLC 07863327 


84-19169 


GS 4,108:16/pt.1000-end/984 
Code of Federal regulations. 16, Commercial practices. Wash- 
ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 16, Commercial practices 1984, pt. 1000 to end. De- 
scription based on: 1981, pts. 0 to 149. Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future effect as of Jan. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N _ 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Consumer protection — Law and legislation — United 
States — Periodicals. 2. Trade regulation — United States — 
Periodicals. 1. United States. Office of the Federal Register. 


[DNLM 1. Commerce—United States — Legislation] 
OCLC 07439179 
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water resources. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C., 
20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 18, Power and water resources 1984, pts. 400-end. 
Description based on: 1980, pts. 150 to end. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984)- distributed to some depository 
libraries in microfiche. @Item 572-B, 572-C (microfiche) 
S/N 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Conservation of natural resources— United States — 
Periodicals. 2. Power resources— Law and legislation — 
United States — Periodicals. 3. Water resources develop- 
ment -— Law and _ legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07220398 


84-19171 


GS 4.108:20/pt.1-399/984 


Code of federal regulations. 20, Employees benefits. Washington 


: Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs. U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 20, Employees’ benefits 1984, pts. 1-399. Description 
based on: 1981, pts. 1 to 399. Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future as of Apr. 1 ... with ancillaries. Vols. 
for (1984)- distributed to some depository libraries in micro- 
fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Labor laws and legislation — United States — Periodi- 
cals. 2. Workers’ compensation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
{[DNLM 1. Employment — Legislation 2. Workmen’s com- 
pensation — Legislation] OCLC 07439298 


84-19172 


GS 4.108:21/pt.1-99/984 


Code of federal regulations. 21, Food and drugs. Washington : 


Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v.; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. 1984, pts. 1-99. Description 
based on: 1981, pts. 1 to 99. Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of Apr. 1 ... with ancillaries. 
Vols. for (1984)- distributed to depository libraries in micro- 





fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-19173 
GS 4,108:21/pt.100-169/984 
Code of federal regulations. 21, Food and drugs. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24. cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. 1984, pts. 100-169. Description 
based on: 1981, pts. 1 to 99. Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of Apr. 1 ... with ancillaries. 
Vols. for (1984)- distributed to depository libraries in micro- 
fiche. @Item 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-19174 
GS 4,108:21/pt.300-499/984 
Code of federal regulations. 21, Food and drugs. Washington : 

Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. 1984, pts. 300-499. Description 
based on: 1981, pts. 1 to 99. Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of Apr. 1 ... with ancillaries. 
Vols. for (1984)- distributed to depository libraries in micro- 
fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodi- 


cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-19175 
GS 4,108:21/pt.500-599/984 
Code of federal regulations. 21, Food and drugs. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 
v. ; 24cm. 
Annual 
$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. 1984, pts. 500-599. Description 
based on: 1981, pts. 1 to 99. Special edition of the Federal 
register, containing a codification of documents of general 
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applicability and future effect as of Apr. | ... with ancillaries. 
Vols. for (1984)- distributed to depository libraries in micro- 
fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-19176 
GS 4,108:21/pt.800-1299/984 
Code of federal regulations. 21, Food and drugs. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. 1984, pts. 800-1299. Description 
based on: 1981, pts. 1 to 99. Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of Apr. 1 ... with ancillaries. 
Vols. for (1984)- distributed to depository libraries in micro- 
fiche. @Item 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs— Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-19177 


GS 4,108:21/pt.1300-end/984 


Code of federal regulations. 21, Food and drugs. Washington : 


Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. 1984, pts. 1300-end. Description 
based on: 1981, pts. 1 to 99. Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of Apr. 1 ... with anciliaries. 
Vols. for (1984)- distributed to depository libraries in micro- 
fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-19178 
GS 4,108:23/984 
United States. Dept. of Transportation. 

Code of federal regulations. 23, Highways. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
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$250.00 (foreign) single copies vary in price Spine title: 
CFR. 23, Highways 1984. Description based on: 1981. 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of Apr. 1 ... with ancillaries. Vols. for (1984)- distributed to 
some depository libraries in microfiche. @lItem 572-B, 572-C 
(microfiche) S/N 022-003-81001-3 (paper) ; 022-003-81004-8 
(microfiche) 

1. Highway law — United States — Periodicals. 2. Traffic 
regulations — United States — Periodicals. I. United States. 
Office of the Federal Register. II. Title. OCLC 07858740 


$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pt. 1, sections 1.641 to 
1.850. Description based on: 1980, pt. 1, sections 1.0-1 to 
1.169. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984)- 
distributed to some depository libraries in microfiche. 
@ltem 572-B, 572-C (microfiche) S/N 022-003-81001-3 
(paper) ; 022-003-8 1004-8 (microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


84-19179 
GS 4,108:24/pt.0-199/984 
Code of federal regulations. 24, Housing and urban develop- 
ment. Washington : Office of the Federal Register, National 


84-19182 
GS 4,108:26/pt.40-299/984 
United States. Internal Revenue Service. 


Archives and Records Service, General Services Administra- 
tion : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402. 

v. ; 24cm. 

Annual Spine title: CFR. 24, Housing and urban develop- 
ment 1984, pts. to 199. Description based on: 1980, pts. 
500-1699. Special edition of the Federal register containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984)- 
distributed to some depository libraries in microfiche. 
@ltem 572-B, 572-C (microfiche) S/N 022-003-81001-3 
(paper) ; 022-003-81004-8 (microfiche) 

1. Housing — Law and legislation — United States — Peri- 
odicals. 2. City planning and redevelopment law — United 
States — Periodicals. I. United States. Office of the Federal 
Register. OCLC 07607526 


84-19180 


GS 4.108:24/pt.500-699/984 

Code of federal regulations. 24, Housing and urban develop- 
ment. Washington : Office of the Federal Register, National 
Archives and Records Service, General Services Administra- 
tion : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402. 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 24, Housing and urban development 1984, pts. 500- 
699. Description based on: 1980, pts. 500-1699. Special edi- 
tion of the Federal register containing a codification of docu- 
ments of general applicability and future effect as of Apr. 1 ... 
with ancillaries. Vols. for (1984)- distributed to some depos- 
itory libraries in microfiche. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-81001-3 (paper) ; 022-003-81004-8 
(microfiche) 

1. Housing — Law and legislation — United States — Peri- 
Odicals. 2. City planning and redevelopment law — United 
States — Periodicals. I. United States. Office of the Federal 
Register. OCLC 07607526 


84-19181 


GS 4.108:26/pt.1 (sec.1.641 to 1.850)/984 
United States. Internal Revenue Service. 

Code of federal reguiations. 26, Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
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Code of federal regulations. 26, Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pts. 40 to 299. Description 
based on: 1980, pt. 1, sections 1.0-1 to 1.169. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984)- distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


84-19183 


GS 4,108:26/pt.600-end/984 


United States. Internal Revenue Service. 


Code of federal regulations. 26, Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pt. 600-end. Description 
based on: 1980, pt. 1, sections 1.0-1 to 1.169. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. | ... with 
ancillaries. Vols. for (1984)- distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


84-19184 


GS 4,108:26/pt.1(sec.1.170 to 1.300)/984 


United States. Internal Revenue Service. 


Code of federal regulations. 26, Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 





v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pt. 1, 1.170 to 1.300. De- 
scription based on: 1980, pt. 1, sections 1.0-1 to 1.169. Spe- 
cial edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of 
Apr. 1 ... with ancillaries. Vols. for (1984)- distributed to 
some depository libraries in microfiche. @lItem 572-B, 572-C 
(microfiche) S/N 022-003-81001-3 (paper) ; 022-003-81004-8 
(microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


84-19185 
GS 4.108:26/pt.1(sec.1.301 to 1.400)/984 
United States. Internal Revenue Service. 

Code of federal regulations. 26, Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pt. 1, sections 1.301 tO 
1.400. Description based on: 1980, pt. 1, sections 1.0-1 to 
1.169. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984)- 
distributed to some depository libraries in microfiche. 
@lItem 572-B, 572-C (microfiche) S/N 022-003-81001-3 
(paper) ; 022-003-81004-8 (microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


84-19186 
GS 4,108:26/pt.1(sec.1.501 to 1.640)/984 
United States. Internal Revenue Service. 

Code of federal regulations. 26, Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pt. 1, 1.501 to 1.640. De- 
scription based on: 1980, pt. 1, sections 1.0-1 to 1.169. Spe- 
cial edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of 
Apr. | ... with ancillaries. Vols. for (1984)- distributed to 
some depository libraries in microfiche. @lItem 572-B, 572-C 
(microfiche) S/N 022-003-81001-3 (paper) ; 022-003-81004-8 
(microfiche) 

1. Internal revenue law — United States — Periodicals. 1. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


Government Publications — September 1984 


PUBLIC LAWS 


84-19187 
GS 4,110:98-229 
United States. 

An Act to Apportion Certain Funds for Construction of 
the National System of Interstate and Defense Highways for 
Fiscal Year 1985, and to Increase the Amount Authorized to 
be Expended for Emergency Relief Under Title 23, United 
States Code, and for Other Purposes. —[Washington, D.C.? : 
U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1984] 


[3] p. ; 24cm. Caption title. “Public Law 98-229.” “98 
Stat. 55.” “Mar. 9, 1984, (H.R. 4957)” @lItem 575 S/N 
022-003-95984-0 @ GPO $1.50 

1. Roads— United States— Finance. 2. Express high- 
ways — Law and legislation — United States. 3. Federal aid 
to _transportation— United States. I. Title. OCLC 
10944232 


84-19188 
GS 4,110:98-241 
United States. 

An Act to Authorize Appropriations for the Earthquake 
Hazards Reduction Act of 1977 and the Federal Fire Preven- 
tion and Contol Act of 1974 for Fiscal Year 1984 and Fiscal 
Year 1985, and for Other Purposes. —[Washington, D.C.? : 
U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1983] 


[2] p. ; 24cm. Caption title. “Public Law 98-241.” “98 
Stat. 95.” “Mar. 22, 1984, (S. 820)” @lItem 575 S/N 022- 
003-95996-3 @ GPO $1.50 

1. Seismological research — United States — Finance. 2. 
Fire prevention — Law and legislation — United States. 3. 
United States — Appropriations and expenditures, 1984-1985. 
I. Title. OCLC 10944258 


84-19189 
GS 4.110:98-256 
United States. 

An Act to Authorize the President to Appoint Donald D. 
Engen to the Office of Administrator of the Federal Aviation 
Administration. — [Washington, D.C.? : U.S. G.P.O. : Supt. 
of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-256.” 
“98 Stat. 125.” “Apr. 10, 1984, (S. 2392)” @Item 575 S/ 
N 022-003-96011-2 @ GPO $1.50 

1. United States. Federal Aviation Administration — Ap- 
pointments, promotions, salaries, etc. 2. Engen, Donald Dav- 
enport, 1924- I. Title. OCLC 10944273 


84-19190 
GS 4,110:98-268 
United States. 

Joint Resolution Commending the Historic American 
Buildings Survey, a Program of the National Park Service, 
Department of the Interior, the Library of Congress, and the 
American Institute of Architects. — [Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs. U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-268.” 
“98 Stat. 155.” “Apr. 17, 1984, (S.J. Res. 173)” @lItem 575 
S/N 022-003-96023-6 @ GPO $1.50 

1. Historic American Buildings Survey — Anniversaries, 
etc. 2. Historic buildings— United States. 3. Historic 
sites — United States. I. Title. OCLC 10944302 
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Federal Register Office — General Services Administration 


84-19191 
GS 4.110:98-269 
United States. 

An Act to Transfer Responsibility for Furnishing Certified 
Copies of Miller Act Payment Bonds from the Comptroller 
General to the Officer That Awarded the Contract for Which 
the Bond Was Given. — [Washington, D.C.? : U.S. G.P.O. : 
Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-269.” 
“98 Stat. 156.” “Apr. 18, 1984, (H.R. 596)” @lItem 575 
S/N 022-003-96024-4 @ GPO $1.50 

1. Insurance, Surety and fidelity— United States. 2. 
Public contracts — United States. I. Title. OCLC 10944284 


84-19192 
GS 4,110:98-271 
United States. 

An Act to Continue the Transition Provisions of the Bank- 
ruptcy Act Until May 26, 1984, and for Other Purposes. — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-271.” 
“98 Stat. 163.” “Apr. 30, 1984, (S. 2570)” @lItem 575 S/ 
N 022-003-96026-1 @ GPO $1.50 

1. Bankruptcy — United States. 2. District courts — 
United States. 3. Jurisdiction— United States. I. Title. 
OCLC 10944322 


84-19193 
GS 4.110:98-272 
United States. 

Joint Resolution to Designate the Period Commencing 
April 1, 1984, and Ending March 31, 1985, as the “Year of 
Excellence in Education.” —[Washington, D.C.? : US. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-272.” 
“98 Stat. 164.” “May 3, 1984, (S.J. Res. 210)” @lItem 575 
S/N 022-003-96027-9 @ GPO $1.50 

1. Year of Excellence in Education. I. Title. OCLC 
10944423 


84-19194 
GS 4.110:98-274 
United States. 

Joint Resolution Designating the Week of April 29 
Through May 5, 1984, as “National Week of the Ocean.” — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-274.” 
“98 Stat. 167." “May 7, 1984, (H.J. Res. 478)” @lItem 575 
S/N 022-003-96029-5 @ GPO $1.50 

1. National Week of the Ocean. I. 


Title. OCLC 
10944973 


84-19195 
GS 4.110:98-275 
United States. 

Joint Resolution to Recognize “Volunteer Firefighters Rec- 
ognition Day” as a Tribute to the Bravery and Self-Sacrifice 
of Our Volunteer Firefighters. —[Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-275.” 
“98 Stat. 168." “May 8, 1984, (S.J. Res. 136)” @lItem 575 
S/N 022-003-96030-9 @ GPO $1.50 

1. Volunteer Firefighters Recognition Day. I. 


Title. 
OCLC 10945019 
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84-19196 
GS 4.110:98-276 
United States. 

An Act to Provide for a White House Conference on Small 
Business. — [Washington, D.C.? : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1984] 

[3] p. ; 24cm. Caption title. ‘Public Law 98-276.” “98 
Stat. 169." “May 8, 1984, (H.R. 5298)” @Item 575 S/N 
022-003-96031-7.@ GPO $1.50 

1. Small business — United States — Congresses. 2. White 
House (Washington, D.C.) I. Title. OCLC 10944436 


84-19197 
GS 4.110:98-281 
United States. 

Joint Resolution Designating the Week Beginning on May 
6, 1984, as “National Asthma and Allergy Awareness 
Week.” — [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-281.” 
“98 Stat. 178.” “May 11, 1984, (S.J. Res. 244)” @lItem 575 
S/N 022-003-96036-8 @ GPO $1.50 

1. National Asthma and Allergy Awareness Week. I. 
Title. OCLC 10944950 


84-19198 
GS 4.110:98-282 
United States. 

An Act to Declare that the United States Holds Certain 
Lands in Trust for the Makah Indian Tribe, Washington. — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] ‘ 

[1] leaf ; 24 cm. Caption title. “Public Law 98-282.” 
“98 Stat. 179.” “May 14, 1984, (H.R. 3376)” @lItem 575 
S/N 022-003-96037-6 @ GPO $1.50 

1. Indians of North America — Washington (State) — Gov- 
ernment relations. 2. Makah Indians— Land tenure. I. 
Title. OCLC 10919690 


84-19199 
GS 4,110:98-283 
United States. 

Joint Resolution to Authorize and Request the President to 
Designate the Month of May 1984 as “National Physical 
Fitness and Sports Month.” —[Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-283.” 
“98 Stat. 180.” “May 15, 1984, (S.J. Res. 232)” @lItem 575 
S/N 022-003-96038-1 @ GPO $1.50 

1. National Physical Fitness and Sports Month. I. Title. 
OCLC 10944996 


84-19200 
GS 4,110:98-285 
United States. 

An Act to Authorize the President of the United States to 
Present on Behalf of Congress a Specially Struck Medal to 
the Widow of Roy Wilkins. —[Washington, D.C.? : US. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-285.” 
“98 Stat. 186.” “May 17, 1984, (H.R. 3240)” @Item 575 
S/N 022-003-96040-6 @ GPO $1.50 

1. Wilkins, Roy, 1901-1981. 2. Medals — Law and legisla- 
tion — United States. I. Title. OCLC 10945130 


84-19201 
GS 4.110:98-286 
United States. 
Joint Resolution to Designate the Week of May 20, 1984, 
Through May 26, 1984, as “National Arts with the Handi- 





capped Week.” — [Washington, D.C.? : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-286.” 
“98 Stat. 187.” “May 17, 1984, (S.J. Res. 220)” @lItem 575 
S/N 022-003-96041-4 @ GPO $1.50 

1. National Arts with the Handicapped Week. 
OCLC 10944931 


I. Title. 


HEALTH AND HUMAN SERVICES 
DEPARTMENT 
Washington, DC 20201 


84-19202 
HE 1.6/3:Sa 1 
Safety management information system : accident reporting 
codebook : exhibit X-18, safety management manual : MP-3, 
part III, appendix 3A / Department of Health and Human 
Services and the Veterans Administration. — [Washington, 
D.C.?] : The Department : The Administration, 1981. 
30 p. ; 28 cm. Cover title. “January 1981.” @lItem 445- 
A (short) 
1. Accidents — Investigation — Handbooks, manuals, etc. 
I. United States. Dept. of Health and Human Services. II. 
United States. Veterans Administration. [DNLM 1. Acci- 
dents, Occupational — classification] OCLC 08199268 


84-19203 
HE 1.52/2:11 
Income supplement program : 1974 HEW welfare replacement 
proposal. — Washington, D.C. : Dept. of Health, Education, 
and Welfare, 1976. 
1 v. (various pagings) ; 27 cm. — (Technical analysis paper 
;no. 11) “October, 1976.” @Item 444-K-1 
1. Income maintenance programs — United States. 2. Eco- 
nomic assistance, Domestic — United States. 3. Public wel- 
fare — United States. I. United States. Dept. of Health, Edu- 
cation, and Welfare. II. Series: Technical analysis paper 
(United States. Dept. of Health, Education, and Welfare. 
Office of Income Security Policy) ; no. 11. HC110.1S5U55 
1976 77-603530 362.5 OCLC 03627413 


SOCIAL SECURITY ADMINISTRATION 
Health and Human Services Dept. 
Baltimore, MD 21235 


84-19204 
HE 3.5:So 1/4/969-72/v.1-9 
United States. 

Amendments to the Social Security Act, 1969-1972, — 
(Washington, D.C.] : Dept. of Health and Human Services, 
Social Security Administration, Office of Policy, Office of 
Legislative and Regulatory Policy, [19847] 

9 v. ; 28 cm. Contents: v. 1-6. Social Security Amend- 
ments of 1972 aed related amendments — v. 7-8. Social Secu- 
rity Ammendments of 1970 (not enacted) — v. 9. Social 
Security Amendments of 1969 and related amendments. 
@ltem 518 

1. Social security — Law and legislation — United States. 
I. United States. Social Security Act. II. United States. 
Social Security Administration. Office of Legislative and Reg- 
ulatory Policy. III. Title. OCLC 10556439 


Government Publications — September 1984 


EDUCATION OFFICE 
Health and Human Services Dept. 
Washington, DC 20202 


84-19205 


HE 19.102:L 47/4 

Learning, an overview & update : a report of the Chief State 
School Officers 1976 Summer Institute / sponsored by the 
United States Office of Education in cooperation with the 
Council of Chief State School Officers and the Colorado 
Department of Education, San Diego, California, July 29- 
August 6, 1976 ; edited by Kenneth H. Hansen. — Washing- 
ton, D.C. : The Office, [19767] 

vi, 186 p.: ill. ; 23cm. Bibliography: p. 40-42. 

1. Institute for Chief State School Officers (1976 : San 
Diego, Calif.) 2. Learning, Psychology of. 3. Educational 
psychology. I. Hansen, Kenneth H. II. United States. 
Office of Education. III. Council of Chief State School Offi- 
cers. IV. Colorado. Dept. of Education. V. Title: Learn- 
ing, an overview and update. OCLC 02938101 


NATIONAL CENTER FOR EDUCATION 
STATISTICS 
Health and Human Services Dept. 
Washington, DC 20202 


84-19206 
HE 19.312:13-CS-10 
Citizenship and social studies objectives : 1981-82 assessment / 
by the National Assessment of Educational Progress. — 
Denver, Colo. : Education Commission of the States, 1980. 

35, [1] p. ; 23 cm. “Performed pursuant to grant no. NIE- 
G-80-0003 of the National Institute of Education”—T.p. 
verso. Bibliography: p. 34-[36] “No. 13-CS-10.” @Item 
461-A-8 ISBN 0-8939-8076- 

1. Citizenship — Study and teaching — United States. 2. 
Social sciences — Study and teaching — United States. I. 
National Assessment of Educational Progress (Project) II. 
Education Commission of the States. III. National Institute 
of Education (U.S.) 72-169008 OCLC 09531132 


PUBLIC HEALTH SERVICE 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19207 
HE 20.2:H 62/5 
Forum on the Status of Hispanic Health (ist : 1978 : Rockville, 
Md.) 

Hispanic mosaic : a public health service perspective : pro- 
ceedings of the 1st Annual Forum on the Status of Hispanic 
Health / Marta Sotomayor, editor ; sponsored by the Public 
Health Service, Hispanic Employee Organization. — [Bethes- 
da, Md.?] : The Organization, 1984. 

iii, 106 p. ; 28 cm. “In commemoration of the Hispanic 
Heritage Week Observance.” Includes bibliographies. 
@ltem 485 

1. Hispanic Americans— Health and hygiene — United 
States — Congresses. 2. Hispanic Americans — Medical 
care — United States— Congresses. I. Sotomayor, Marta. 
II. United States. Public Health Service. Hispanic Employee 
Organization. III. Title. OCLC 10740622 
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National Institutes of Health — Health and Human Services Dept. 


84-19208 1. Aging — Physiological effect. 2. Brain. I. National In- 
HE 20.2:P 92/2 stitutes of Health (U.S.) II. Title. III. Series. IV. Series: 
Prevention profile : excerpted from Health, United States, DHHS publication ; no. (NIH) 83-2625. OCLC 10818041 
1983. — Washington, D.C. : Office of Disease Prevention and 
Health Promotion, U.S. Dept. of Health and Human Services, NATIONAL CANCER INSTITUTE 
Public Health Service, [19847] Health and H Servi Dent 
p. 241-267 ; 28 cm. Includes bibliographical references. an uman Services Vept. 
@ltem 485 Bethesda, MD 20014 
1. Public health — United States — Statistics. 2. Medical 
care — United States — Statistics. I. United States. Office of 8419213 
Disease Prevention and Health Promotion. OCLC 10933100 ; HE 20.3152:P 27/2 
Impress your patients—with your nurses. —[Bethesda, MD : 
Dept. of Health and Human Services, Public Health Service, 
NATIONAL INSTITUTES OF HEALTH National Institutes of Health, 19847] 
Health and Human Services Dept. 1 folded sheet (6) p. : ill., forms ; 28 cm. @ltem 507-G-2 
Bethesda, MD 20014 1. Nurses — United States. 2. Breast — Cancer — Preven- 
84-19209 tion. I. National Institutes of Health (U.S.) OCLC 
HE 20.3002:D 54/5 10901414 
The Early treatment diabetic retinopathy study : an explanation 84-19214 
for patients / prepared by the Office of Scientific Reporting, HE 20,3152:P 92/4/estro. 
pone "hy Seok phn adler aes i Cancer prevention research summary : estrogens. — Bethesda, 


Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, 1983. 

26 p. : ill. ; 26 cm.— (NIH publication ; no. 81-2192) 
“May 1981.” @Item 507 

1. Diabetic retinopathy. I. National Eye Institute. Early 
Treatment Diabetic Retinopathy Study Research Group. II. 
National Institutes of Health (U.S.) III. Series: DHHS publi- 
cation ; no. (NIH) 81-2192. OCLC 10786407 


84-19210 


HE 20.3002:M 97 

Evaluation of the Musculoskeletal Diseases Program. — Bethes- 
da, Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, 1984. 

iii, 221 p. : ill. ; 28 cm.— (NIH publication ; no. 84-109) 
“Contract no. NO1-AM-1-2203 was supported from the Na- 
tional Institutes of Health set-aside funds (NIADDK-80-301).” 
“March 1984.” Includes bibliographical references. @lItem 
507 

1. Musculoskeletal Diseases Program (U.S.) 2. Musculos- 
keletal system — Diseases. I. National Institutes of Health 
(U.S.) II. Series: DHHS publication ; no. (NIH) 84-109. 
OCLC 10793168 


84-19211 


HE 20.3010:980 
National Institutes of Health (U.S.). Clinical Center. 

Current clinical studies and patient referral procedure. — 
Rev. Spring 1980.— Bethesda, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, National Insti- 
tutes of Health, [1980] 

v, 85 p. ; 22 x 10 cm.— (NIH publication ; no. 80-217) 
“The NIH Clinical Center’—Cover. Includes index. 
@ltem 507 

1. Medicine, Clinical— Study and teaching — United 
States. 2. National Institutes of Health (U.S.). Clinical 
Center. I. Title. II. Series: DHHS publication ; no. (NIH) 
80-217. OCLC 08477858 


84-19212 


HE 20.3031:B 73/2 
Rapoport, Stanley I. 

Brain in aging and dementia / [presented by Dr. Stanley 
Rapoport]. — [Bethesda, Md.] : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, [1983] 

33 p. : col. ill. ; 22 cm.— (Medicine for the layman) (NIH 
publication ; no. 83-2625) Cover title. ‘December 1983”°— 
P. [4] of cover. @lItem 506-A-13 
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Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, 1984. 

46 p. ; 28 cm. — (NIH publication ; no. 84-2615) “Febru- 
ary 1984.” Bibliography: p. 26-46. @lItem 507-G-2 

1. Cancer — United States — Prevention. 2. Estrogen. I. 
National Cancer Institute (U.S.) II. Series: DHHS publica- 
tion ; no. (NIH) 84-2615. OCLC 10827791 


84-19215 
HE 20.3152:P 92/4/tobacco 
Cancer prevention research summary : tobacco. — Bethesda, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, National Cancer 
Institute, 1984. 
32 p. ; 28 cm. — (NIH publication ; no. 84-2614) “Febru- 
ary 1984.” Bibliography: p. 22-32. @lItem 507-G-2 
1. Cancer — United States— Prevention. 2. Tobacco — 
United States — Physiological effect. I. National Cancer In- 
stitute (U.S.) II. Series: DHHS publication ; no. (NIH) 84- 
2614. OCLC 10827896 


84-19216 
HE 20,3152:P 92/4/viruses 
Cancer prevention research summary : viruses. — Bethesda, Md. 
: U.S. Dept. of Health and Human Services, Public Health 
Service, National Institutes of Health, National Cancer Insti- 
tute, 1984. 
46 p. ; 28 cm. — (NIH publication ; no. 84-2612) “Febru- 
ary 1984.” Bibliography: p. 23-46. @lItem 507-G-2 
1. Cancer — United States— Prevention. 2. Viruses. I. 
National Cancer Institute (U.S.) II. Series: DHHS publica- 
tion ; no. (NIH) 84-2612. OCLC 10827865 


84-19217 
HE 20.3152:Sy 6/v.2 
Workshop on Patterns of Failure After Cancer Treatment (1982 
: Milwaukee, Wis.) 

Cancer treatment symposia : proceedings of the Workshop 
on Patterns of Failure After Cancer Treatment. — [Bethesda, 
Md.?] : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, 1983. 

313 p. : ill. ; 26 cm.— (NIH publication ; no. 83-2488) 
Cover title. Includes bibliographical references. @Item 
507-G-2 S/N 017-042-00167-6:@ GPO $15.00 

1. Cancer regression, Spontaneous — United States — Con- 
gresses. I. National Institutes of Health (U.S.) II. Title. 
III. Series: DHHS publication ; no. (NIH) 84-2488. [DNLM 
1. Tumors — Prevention — Congresses.] OCLC 10264331 





84-19218 
HE 20.3152/a:In 3 
Robichaud, Kathleen J. 

Campaigning against infection : bear-ing important mes- 
sages. — Bethesda, MD : National Cancer Institute, [1983] 

[6] p. : ill. (some col.) ; 28 cm. Caption title. “Reprinted 
from Profiles in hospital marketing, 2nd quarter, 1983.” 
@ltem 507-G-2 

1. Infection in children — United States — Prevention. I. 
National Cancer Institute (U.S.) II. Title. OCLC 10868772 

84-19219 
HE 20.3158:G 76/2 
National Cancer Institute (U.S.). Division of Cancer Prevention 
and Control. 

Grant guidelines for cancer control : areas of programmatic 
interest / Division of Cancer Prevention and Control, Nation- 
al Cancer Institute. — [Bethesda, Md.] : U.S. Dept. of Health 
and Human Services, Public Health Service, National Insti- 
tutes of Health, 1984. 

10 p. ; 23 cm. — (NIH publication ; no. 84-2659) ‘“Febru- 
ary 1984.” @Item 507-G-6 

1. Cancer — Prevention — Research grants — United States. 
I. National Institutes of Health (U.S.) II. Title. III. Series: 
DHHS publication ; no. (NIH) 84-2659. OCLC 10897074 

84-19220 
HE 20.3166:C 71/984 
Cancer of the colon & rectum. — Rev. March 1984. — [Bethes- 
da, Md.?] : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, National Cancer 
Institute, 1984. 

11 p. ; 23 cm.— (Research report (National Cancer Insti- 
tute (U.S.))) (NIH publication ; no. 84-95) Caption title. 
Bibliography: p. 11. @lItem 507-V 

1. Colon (Anatomy)— Cancer. 2. Rectum — Cancer. I. 
National Cancer Institute (U.S.) II. Title: Cancer of the 
colon and rectum. III. Series. IV. Series: DHHS publica- 
tion ; no. (NIH) 84-95. OCLC 10880216 

84-19221 

HE 20.3173:77/126 

Current cancer research on cancers of the urinary tract. — 
Updates the Bladder and Kidney section of SL-76/11 and the 
Urinary Tract section of SL-76/43. — [Bethesda, Md.?] : U.S. 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, National Institutes of Health, National Cancer Institute ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1978] 

i, 36 p. ; 28 cm. — (Special listing ; NCI/ICRDB/SL-77/ 
126) Cover title. “A service of the International Cancer 
Research Data Bank (ICRDB)” “July 21, 1978.” Includes 
index. “NTISUB/D/294-008.” 

| Cancer — Research — Abstracts. 2. Bladder — 
Tumors — Research — Abstracts. I. National Cancer Insti- 
tute (U.S.) II. International Cancer Research Data Bank. 
III. Title: Cancers of the urinary tract. IV. Series: Special 
listing (International Cancer Research Data Bank) ; NCI/ 
ICRDB/SL-77/126. OCLC 06290736 

84-19222 

HE 20.3173:77/137 

Current cancer research on occupational and environmental car- 
cinogenesis. — Updates NCI/ICRDB/SL-76/04, SL-76/53, 
and SL-76/57.—[Bethesda, Md.?] : U.S. Dept. of Health, 
Education, and Welfare, Public Health Service, National In- 
stitutes of Health, National Cancer Institute ; Springfield, Va. 
: National Technical Information Service [distributor, 1978] 

ii, 41 p. ; 28 cm. — (Special listing ; NCI/ICRDB/SL-77/ 
137) Cover title. “A service of the International Cancer 
Research Data Bank (ICRDB)” “September 1, 1978.” In- 
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cludes bibliographical references and index. 
296-010.” 

1. Carcinogens — Research — Abstracts. 2. Occupational 
diseases — Research — Abstracts. 3. Environmentally _ in- 
duced diseases — Research — Abstracts. 4. Cancer — Re- 
search — Abstracts. I. National Cancer Institute (U.S.) II. 
International Cancer Research Data Bank. III. Title: Occu- 
pational and environmental carcinogenesis. IV. Series: Spe- 
cial listing (International Cancer Research Data Bank) ; NCI/ 
ICRDB/SL-77/137. OCLC 05936479 


84-19223 


“NTISUB/D/ 


HE 20.3173:77/140 
Current cancer research on development and application of in 
vitro techniques. — Updates NCI/ICRDB/SL-76/56. — [Be- 
thesda, Md.?] : U.S. Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Cancer Institute ; Springfield, Va. : National Technical Infor- 
mation Service [distributor, 1978] 

i, 32 p. ; 28 cm. — (Special listing ; NCI/ICRDB/SL-77/ 
140) Cover title. “A service of the International Cancer 
Research Data Bank (ICRDB)” “September 22, 1978.” In- 
cludes bibliographical references and index. “NTISUB/D/ 
299-003.” 

1. Genetics — Research — Abstracts. 2. Cancer — Re- 
search — Abstracts. I. National Cancer Institute (U.S.) II. 
International Cancer Research Data Bank. III. Title: Devel- 
opment and application of in vitro techniques. IV. Series: 
Special listing (International Cancer Research Data Bank) ; 
NCI/ICRDB/SL-77/140. OCLC 05428633 


84-19224 
HE 20.3173:77/141 

Current cancer research on tumor growth : kinetics differentia- 
tion, proliferation invasion, metastasis non-immune host-tumor 
interactions. — Updates NCI/ICRDB/SL-76/45 and section 
II of SL-76/15. — [Bethesda, Md.?] : U.S. Dept. of Health, 
Education, and Welfare, Public Health Service, National In- 
stitutes of Health, National Cancer Institute ; Springfield, Va. 
: National Technical Information Service [distributor, 1978] 

i, 40 p. ; 28 cm. — (Special listing ; NCI/ICRDB/SL-77/ 
141) Cover title. “A service of the International Cancer 
Research Data Bank (ICRDB)” “September 22, 1978.” In- 
cludes index. ‘“NTISUB/D/299-004.” 

1. Cancer — Research — Abstracts. 2. Tumors — Re- 
search — Abstracts. I. National Cancer Institute (U.S.) II. 
International Cancer Research Data Bank. III. Title: Tumor 
growth. IV. Series: Special listing (International Cancer Re- 
search Data Bank) NCI/ICRDB/SL-77/141. OCLC 
05453824 


84-19225 
HE 20.3173/3:0K-83/04 

Selected abstracts on the role of bile acids in the promotion of 
gastrointestinal carcinogenesis / Bandaru S. Reddy, consult- 
ing reviewer. — Bethesda, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health ; Springfield, Va. : National Technical Information 
Service [distributor, 1983] 

xii, 60 p. ; 28 cm.— (Oncology overview) Cover title: 
The role of bile acids in the promotion of gastrointestinal 
carcinogenesis. “A service of the International Cancer Re- 
search Data Bank (ICRDD), program of the National Cancer 
Institute.” Distributed to depository libraries in microfiche. 
“November 1983”—Cover. Includes bibliographical refer- 
ences and index. “NCI/ICRDB/OK-83/04"—Cover. 
NTIS: PB83-92290. @lItem 507-G-16 (microfiche) 

1. Stomach — Cancer — Abstracts. 2. Biie acids — Ab- 
stracts. I. Reddy, Bandaru S. II. National Institutes of 
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National Heart, Lung, and Blood Institute — Health and Human Services Dept. 


Health (U.S.) III. International Cancer Research Data Bank. 
IV. Title: The role of bile acids in the promotion of gastroin- 
testinal carcinogenesis. V. Series. OCLC 10881948 


NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 


Health and Human Services Dept. 
Bethesda, MD 20014 


84-19226 
HE 20.3202:B 39/4 
Proceedings of the behavioral medicine, epidemiology and bios- 
tatistics research training session. — [Bethesda, Md.?] : Re- 
search Training and Development Branch, Division of Heart 
and Vascular Diseases, National Heart, Lung, and Blood In- 
stitute, 1984. 
16 p. ; 28 cm. Cover title. “March 7, 1984.” @ltem 
507-E-1 
1. Cardiovascular system. 2. Biometry. I. National Heart, 
Lung, and Blood Institute. Division of Heart and Vascular 
Diseases. Research Training and Development Branch. 
OCLC 10868748 


84-19227 
HE 20.3202:R 31/9 
National Heart, Lung, and Blood Institute. Division of Heart 
and Vascular Diseases. Research Training and Development 
Task Group. 

Report of 1982 : a review of the activities of the last ten 
years and recommendations for the next five years. — (Wash- 
ington, D.C.?] : Division of Heart and Vascular Diseases, 
National Heart, Lung, and Blood Institute, Research Training 
and Development Task Group, 1984. 

vi, 89, 4 p. : ill. ; 28 cm. Cover title. Includes biblio- 
graphical references. @ltem 507-E-1 

1. Medical research personnel— Training of — United 


States. OCLC 10868932 


84-19228 
HE 20.3202:W 89/2/sum. 

National Heart, Lung, and Blood Institute demonstration 
projects in workplace : high blood pressure control. — (Be- 
thesda, Md.?] : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, 1984. 

v, 33 p. ; 28 cm. — (NIH publication ; no. 84-2119) “Sum- 
mary report.” “February 1984.” Includes bibliographical 
references. @ltem 507-E-1 

1. Hypertension — United States — Prevention. I. National 
Heart, Lung, and Blood Institute. II. Series: DHHS publica- 
tion ; no. (NIH) 84-2119. OCLC 10491819 


NATIONAL LIBRARY OF MEDICINE 
Health and Human Services Dept. 
Bethesda, MD 20209 


84-19229 
HE 20.3614/2:84-11 
Schulman, Jacque-Lynne. 
Premenstrual syndrome, January 1982 through May 1984 : 
15 citations / prepared by Jacque-Lynne Schulman. — [Be- 
thesda, Md.?] : National Library of Medicine, U.S. Dept. of 
Health and Human Services, Public Health Service, National 
Institutes of Health, 1984. 
10 p. ; 28 cm. — (Literature search ; no. 84-11) Caption 
title. @Item 508-H-1 
1, Premenstrual syndrome — Bibliography. 1. National Li- 
brary of Medicine (U.S.) II. Title. III. Series. OCLC 
10886376 
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84-19230 


HE 20.3614/2:84-13 


Kenton, Charlotte. 


Posttraumatic stress disorder : January 1982 through June 
1984, 105 citations / prepared by Charlotte Kenton. — Bethes- 
da, Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, 1984. 

7, [1] p. ; 28 cm. — (Literature search ; no. 84-13) Cap- 
tion title. ‘‘National Library of Medicine.” @lItem 508-H-1 

1. Post-traumatic stress disorder — Bibliography. 2. Veter- 
ans — United States — Psychology — Bibliography. 3. Viet- 
namese Conflict, 1961-1975 — Psychological aspects — Bibli- 
ography. I. National Library of Medicine (U.S.) II. Title. 
III. Series. OCLC 10858347 


84-19231 


HE 20.3614/2:84-14 


Kenton, Charlotte. 


The keratinocyte : January 1980 through June 1984, 115 
citations / prepared by Charlotte Kenton. — Bethesda, Md. : 
U.S. Dept. of Health and Human Services, Public Health 
Service, National Institutes of Health, 1984. 

9 p. ; 28 cm.— (Literature search ; no. 84-14) Caption 
title. ‘National Library of Medicine.” @lItem 508-H-1 

1. Keratin— Bibliography. 2. Keratinization — Bibliogra- 
phy. I. National Library of Medicine (U.S.) II. Title. III. 
Series. OCLC 10939842 


84-19232 


HE 20.3614/6:1984-1 


Gluckstein, Fritz P. 


Laboratory animal welfare : January 1984, 85 selected cita- 


tions / compiled by Fritz P. Gluckstein. — Bethesda, Md. : 
Reference Services Division, National Library of Medicine, 


U.S. Dept. of Health and Human Services, Public Health 
Service, National Institutes of Health, 1984. 

18 p. ; 28 cm. — (Specialized bibliography series ; SBS no. 
1984-1) @lItem 508-F 

1. Animal experimentation — United States — Bibliography. 
2. Laboratory animals — United States — Bibliography. I. 
National Library of Medicine (U.S.). Reference Services Di- 
vision. II. Title. III. Series. OCLC 10699464 


JOHN E. FOGARTY INTERNATIONAL 
CENTER FOR ADVANCED STUDY IN THE 
HEALTH SCIENCES 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-19233 


HE 20,.3702:H 53 


International Symposium on Acclimatization, Adaptation, and 


Tolerance to High Altitude (1981 
Health) 

Proceedings of the International Symposium on Acclimati- 
zation, Adaptation, and Tolerance to High Altitude / spon- 
sored by the John E. Fogarty International Center for Ad- 
vanced Study in the Health Sciences, NIH ... [et al.].— 
(Washington, D.C.?] : U.S. Dept. of Health and Human Serv- 
ices, Public Health Service, National Institutes of Health, 
[1983] 

i, 104 p. : ill. ; 28 cm.— (NIH publication ; no. 83-2496) 
“December 1983.” Includes bibliographical references. 
@item 507-C-1 

1. Acclimatization — Congresses. 2. Altitude, Influence 
of — Congresses. I. John E. Fogarty International Center 


: National Institutes of 





for Advanced Study in the Health Sciences. II. Title. III. 
Series: DHHS publication ; no. (NIH) 83-2496. OCLC 
10797173 


84-19234 
HE 20,3702:In 8/3/984 
The International research fellowship program : application, 
review, and award procedures. — (Bethesda, Md.] : U.S. 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, John E. Fogarty International 
Center for Advanced Study in the Health Sciences, 1984. 
vi, 27, 8, [1], 37 p. : forms ; 28 cm. “January 1984”—P. [4] 
of cover. Includes bibliographical references. @Item 507- 
C-1 
1. Medical research — International cooperation. 2. Medi- 
cal research— Research grants— United States. 3. Sci- 
ence — International cooperation. 4. Medicine — Scholar- 
ships, fellowships, etc. I. John E. Fogarty International 
Center for Advanced Study in the Health Sciences. OCLC 
10874069 


NATIONAL INSTITUTE ON AGING 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-19235 
HE 20.3852:N 39/2 
National Institute on Aging : Laboratory of Neurosciences : 
radiologic tests used in LNS studies. —[Bethesda, Md.?) : 
U.S. Dept. of Health and Human Services, Public Health 
Service, National Institutes of Health, [19847] 
[2] p. ; 22cm. @lItem 447-A-13 
1. Laboratory of Neurosciences (U.S.) 2. Radiology, Med- 
ical — United States. I. National Institutes of Health (U.S.) 
OCLC 10896107 


FOOD AND DRUG ADMINISTRATION 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19236 
HE 20,4010/a:As 6/2 
Hecht, Annabel. 

Aspirin vs. acetaminophen / by Annabel Hecht. — Rock- 
ville, Md. : Dept. of Health and Human Services, Public 
Health Service, Food and Drug Administration, 1983. 

[4] p. : ill. ; 28 cm.— (HHS publication ; no. (FDA) 83- 
3130) Caption title. “Reprinted from February 1983 FDA 
Consumer”—P. [4] @ltem 475-H 

1. Aspirin. 2. Analgesics. I. United States. Food and 
Drug Administration. II. Title. III. Title: Aspirin versus 
acetaminophen. IV. Series: DHHS publication ; no. (FDA) 
83-3130. OCLC 10910550 


84-19237 
HE 20.4010/a:B 11 
Morrison, Margaret. 

When the baby’s life is so much your own. — (Washington, 
D.C.?] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, Food and Drug Administration, Office of 
Public Affairs, 1983. 

[4] p. : ill. ; 28 cm.— (HEW publication ; no. (FDA) 79- 
1057) Reprinted from May 1979 FDA Consumer. @lItem 
475-H 

1. Pregnancy — Nutritional aspects. 2. Prenatal care — 
United States. I. United States. Food and Drug Administra- 
tion. Office of Public Affairs. II. Title. III. Series: DHEW 
publication ; no. (FDA) 79-1057. OCLC 10896490 
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84-19238 
HE 20.4010/a:D 842/4 
Folkenberg, Judy. 

Using drugs to lift that dark veil of depression / by Judy 
Folkenberg. — Rockville, Md. : Dept. of Health and Human 
Services, Public Health Service, Food and Drug Administra- 
tion, 1984. 

[3] p. : ill. ; 28 cm.— (HHS publication ; no. (FDA) 84- 
3140) Caption title. Reprinted from October 1983 FDA 
Consumer. Includes bibliographical references. @lItem 475- 
H 

1. Antidepressants. I. United States. Food and Drug Ad- 
ministration. II. Title. III. Series: DHHS publication ; no. 
(FDA) 84-3140. OCLC 10896812 


84-19239 
HE 20.4010/a:F 739/11 
Larkin, Tim. 

Food fit for Fido / by Tim Larkin. — Rockville, Md. : 
Dept. of Health and Human Services, Public Health Service, 
Food and Drug Administration, 1983. 

[3] p. : ill. ; 28 cm.— (HHS publicaton ; no. (FDA) 83- 
2174) Reprinted from: FDA Consumer, June 1983. @lItem 
475-H 

1. Dogs — Food. 2. Cats— Food. I. United States. Food 
and Drug Administration. II. Title. III. Series: DHHS pub- 
lication ; no. (FDA) 83-2174. OCLC 10868919 


84-19240 
HE 20.4010/a:P 49 
How to talk to (and listen to) your pharmacist. — Rockville, 
Md. : Dept. of Health and Human Services, Public Health 
Service, Food and Drug Administration, 1984. 

[4) p. : ill. ; 28 cm.— (HHS publication ; no. (FDA) 84- 
3141) Caption title. Reprinted from April 1980 FDA Con- 
sumer. @ltem 475-H 

1. Pharmacist and patient — United States. 2. Pharmacy — 
Information services— United States. I. United States. 
Food and Drug Administration. II. Series: DHHS publica- 
tion ; no. (FDA) 84-3141. OCLC 10874644 


84-19241 


HE 20.4010/a:R 33 
Thompson, Richard C. (Richard Church), 1922- 

Reye syndrome spells caution to parents / by Richard C. 
Thompson. — [Washington, D.C.?] : Dept. of Health and 
Human Services, Public Health Service, Food and Drug Ad- 
ministration, 1982. 

[4] p. ; 28 cm.— (HHS publication ; no. (FDA) 82-3127) 
Caption title. Reprinted from October 1982 FDA Consumer. 
@ltem 475-H 

1. Reye’s syndrome. I. United States. Food and Drug 
Administration. II. Title. III. Series: DHHS publication ; 
no. (FDA) 82-3127. OCLC 10858290 


84-19242 
HE 20.4010/a:So 1/2 
Miller, Roger W. 

The public knows and cares about sodium / by Roger W. 
Miller. — Rockville, Md. : Dept. of Health and Human Serv- 
ices, Public Health Service, Food and Drug Administration, 
1983, 

[6) p. : ill. ; 28 cm.— (HHS publication ; no. (FDA) 83- 
2173) Caption title. “Reprinted from April 1980 FDA 
Consumer.” @ltem 475-H 

1. Sodium. 2. Salt-free diet. 3. Food — Sodium content. 
4. Food — Sodium content. I. United States. Food and Drug 
Administration. II. Title. III. Series: DHHS publication ; 
no. (FDA) 83-2173. OCLC 10882090 
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84-19243 NATIONAL CENTER FOR DEVICES AND 


RADIOLOGICAL HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


HE 20.4010/a:So 1/2 
Miller, Roger W. 
The public knows and cares about sodium / by Roger W. 
Miller. — Rockville, Md. : Dept. of Health and Human Serv- 
ices, Public Health Service, Food and Drug Administration, 84-19246 
1983. HE 20.4602:M 46/2 
[6] p. : ill. ; 28 cm.— (HHS publication ; no. (FDA) 83- Everything you always wanted to know about the medical 
2173) Caption title. “Reprinted from April 1980 FDA device amendments ... and weren't afraid to ask. — 2nd ed. — 
Consumer.” @ltem 475-H [Rockville, Md.?] : U.S. Dept. of Health and Human Serv- 
1. Sodium. 2. Salt-free diet. 3. Food — Sodium content. ices, Public Health Service, Food and Drug Administration, 
I. United States. Food and Drug Administration. II. Title. wate yd = re — ‘tea ae 
III. Series: DHHS publication ; no. (FDA) 83-2173. OCLC ix, 52 p.: 22 oh (HHS me se " FDA 84-4173) 
10882090 “March 1984.” Includes index. @Item 499-L-7 S/N 017- 
012-00317-6 @ GPO $2.00 

1. Medical instruments and apparatus. 2. Medical laws and 
legislation — United States. I. National Center for Devices 
and Radiological Health (U.S.) II. Series: DHHS publication 
; no. (FDA) 84-4173. OCLC 10941605 


84-19247 


MEDICAL DEVICES BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19244 
HE 20.4308:L 69 
United States. Bureau of Medical Devices. 
Medical device listing : information and instruction / 
Bureau of Medical Devices. — Silver Spring, Md. : U.S. 
Dept. of Health and Human Services, Food and Drug Ad- 


HE 20.4602:N 73 
Instrumentation for nonionizing radiation measurement / pre- 
pared by Conference of Radiation Control Program Direc- 
tors, Inc. and U.S. Department of Health and Human Serv- 
ices, Public Health Service, Food and Drug Administration, 


ministration, Division of Product Surveillance, 1982. 

43 p. : forms ; 28 cm. Cover title. Distributed to deposi- 
tory libraries in micrfiche. @lItem 499-L-3 (microfiche) 

1. Medical instruments and apparatus — United States — 
Forms, blanks, etc. I. United States. Food and Drug Ad- 
ministration. Division of Product Surveillance. II. Title. 
OCLC 10874637 


VETERINARY MEDICINE BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


National Center for Devices and Radiological Health. — 
Rockville, Md. : The Center ; Washington, D.C. : Supt. of 
Docs., U.S. G.P.O. [distributor] ; Springfield, VA : National 
Technical Information Service [distributor], 1984. 

vii, 27 p. : ill. ; 28 cm.— (HHS publication ; (FDA) 84- 
8222) “Printed January 1984.” Includes bibliographical ref- 
erences. @Item 499-L-7 S/N 017-015-00220-_9 @ GPO 
$2.00 

1. Radiation — Measurement. I. Conference of Radiation 
Control Program Directors. II. National Center for Devices 
and Radiological Health (U.S.) III. Series: DHHS publica- 
tion ; no. (FDA) 84-8222. OCLC 10882142 


84-19248 
HE 20.4606:Im 7 
Import/export : regulatory requirements for medical devices / 


84-19245 


HE 20.4402:T 66 
Conference on Environmental and Naturally Occurring Toxins 
in Animal Feeds and Grains Related to Animal Health (3rd : 
1981 : Bureau of Veterinary Medicine) 

Conference on Environmental and Naturally Occurring 
Toxins in Animal Feeds and Grains Related to Animal 
Health. — Rockville, Md. : Bureau of Veterinary Medicine, 
Food and Drug Administration ; [Springfield, Va.] : U.S. 
Dept. of Commerce, National Technical Information Service 
[distributor], 1984. 

xiii, 340 p. : ill. ; 28cm. “June 5, 1981.” Includes bibliog- 
raphies. NTIS: PB84-170471. @ltem 499-D-2 

1. Mycotoxins — Physiological effect — Congresses. 2. 
Herbicides — Toxicology — Congresses. 3. Mycotoxi- 
coses — Congresses. I. United States. Bureau of Veterinary 
Medicine. II. Title. OCLC 10881918 
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prepared by Office of Small Manufacturers Assistance, Office 
of Medical Devices. — Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, Food and Drug 
Administration, National Center for Devices and Radiological 
Health, 1983. 

vi, 46 p. : 2 forms ; 28 cm. — (HHS publication ; FDA 83- 
4160) “January 1983.” @lItem 499-L-4 

1. Medical instruments and apparatus — Safety regulations. 
I. National Center for Devices and Radiological Health 
(U.S.). Office of Smail Manufacturers Assistance. II. Series: 
DHHS publication ; no. (FDA) 83-4160. OCLC 10882057 


84-19249 


HE 20.4606:In 8 


Investigational device exemptions : regulatory requirements for 


medical devices / prepared by Office of Small Manufacturers 
Assistance, Office of Medical Devices. — Rockville, Md. : 
U.S. Dept. of Health and Human Services, Public Health 
Service, Food and Drug Administration, National Center for 
Devices and Radiological Health, 1983. 

vi, 114 p. : ill, 2 forms ; 28 cm.— (HHS publication ; 
FDA 83-4159) “January 1983.” @lItem 499-L-4 

1. Medical instruments and apparatus — Safety regulations. 
I. National Center for Devices and Radiological Health 
(U.S.). Office of Small Manufacturers Assistance. II. Series: 
DHHS publication ; no. (FDA) 83-4159. OCLC 10882045 





84-19250 
HE 20.4606:M 46 

Regulatory requirements for medical devices : a workshop 
manual / prepared by the Division of Small Manufacturers 
Assistance, Office of Assistance and Training. — Rockville, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, Food and Drug Administration, National 
Center for Devices and Radiological Health ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., [1983] 

1 v. (various pagings) : ill., forms ; 28 cm.— (HHS publi- 
cation ; FDA 83-4165) “June 1983.” @lItem 499-L-4 S/N 
017-012-00315-0 @ GPO $8.50 

1. Medical instruments and apparatus — Safety measures. 
I. National Center for Devices and Radiological Health 
(U.S.). Office of Training and Assistance. II. Series: DHHS 
publication ; no. (FDA) 83-4165. OCLC 10881911 

84-19251 

HE 20.4606:R 26 

Registration and listing : regulatory requirements for medical 
devices / prepared by Office of Small Manufacturers Assist- 
ance, Office of Medical Devices. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Food and Drug Administration, National Center for Devices 
and Radiological Health, 1983. 

vi, 73 p. : ill., forms ; 28 cm.— (HHS publication ; FDA 
83-4163) “April 1983.” @Item 499-L-4 

1. Medical instruments and apparatus — Safety regulations. 
I. National Center for Devices and Radiological Health 
(U.S.). Office of Small Manufacturers Assistance. II. Series: 
DHHS publication ; no. (FDA) 83-4163. OCLC 10423723 

84-19252 

HE 20.4608:G 59 

Sterile medical devices : a GMP workshop manual / prepared 
by Division of Small Manufacturers Assistance, Office of 
Training and Assistance. — 4th ed. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Food and Drug Administration, National Center for Devices 
and Radiological Health ; Washington, D.C. : [Supt. of Docs., 
U.S. G.P.O., distributor ; Springfield, Va. : National Techni- 
cal Information Service, distributor], 1984. 

viii, 445 p. : ill., forms ; 28 cm. — (HHS publication ; FDA 
84-4174) “March 1984.” Includes bibliographical refer- 
ences. @lItem 499-L-8 S/N 017-012-00318-4 @ GPO 
$12.00 

1. Medical instruments and apparatus. 2. Sterilization. I. 
National Center for Devices and Radiological Health (U.S.). 
Division of Small Manufacturers Assistance. II. National 
Center for Devices and Radiological Health (U.S.) III. 
Series: DHHS publication ; no. (FDA) 84-4174. OCLC 
10740355 


84-19253 
HE 20.4609:Ed 8/2 
Pijar, Mary Lou. 

Source book of educational materials for medical radio- 
graphers, 1984 / compiled by Mary Lou Pijar, Catherine 
Pascuitti. — [2nd ed.] — Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, Food and Drug 
Administration, Center for Devices and Radiological Health ; 
Washington, D.C. : For sale by the Supt. of Docs. U.S. 
G.P.O., 1984. 

vi, 86 p. ; 28 cm.— (HHS publication ; no. (FDA) 84- 
8230) “April 1984." “(Supersedes FDA 78-8047).” @lItem 
499-L-6 S/N 017-015-00222-5 @ GPO - $2.75 

1. Radiography, Medical— Bibliography. I. ~Pascuitti, 

=-Catherine. II. -National-Center for Devices and Radiological 
Health (U.S.) III. Title. .IV. Series: DHHS publication ; no. 
(FDA) 84-8230. OCLC 10905075 


Government Publications — September 1984 


84-19254 
HE 20.4611:N 88 
National Symposium and Workshop on Quality Assurance in 
Nuclear Medicine (1981 : Washington, D.C.) 

Quality assurance in nuclear medicine : proceedings of an 
International Symposium and Workshop held in Washington, 
D.C., April 27-29, 1981 / editors Donald R. Hamilton ... [et 
al.] ; cosponsored by the Federated Council of Nuclear Medi- 
cine Organizations and U.S. Department of Health and 
Human Services, Public Health Service, Food and Drug Ad- 
ministration, National Center for Devices and Radiological 
Health. — Rockville, Md. : The Center ; Washington, D.C. : 
For sale by the Supt. of Docs., U.S. G.P.O., 1984. 

viii, 202 p. : ill., forms ; 28 cm. — (HHS publication ; FDA 
84-8224) (Quality assurance series) “January 1984.” In- 
cludes bibliographical references. @Item 498-B-16 S/N 
017-015-00221-7 @ GPO $7.00 

1. Radioisotope scanning — Quality control — Congresses. 
2. Tomography, Emission — United States — Quality con- 
trol — Congresses. 3. Nuclear medicine — United States — 
Quality control — Congresses. I. Hamilton, Donald R. IL. 
Federated Council of Nuclear Medicine Organizations. III. 
National Center for Devices and Radiological Health (U.S.) 
IV. Title. V. Series: DHHS publication ; no. (FDA) 84- 
8224. VI. Series: Quality assurance series. Radiological 
health. OCLC 10945687 


NATIONAL CENTER FOR HEALTH 
STATISTICS 
Health and Human Services Dept. 
Hyattsville, MD 20782 


84-19255 


HE 20.6210:979/v.1 


Vital statistics of the United States. Hyattsville, Md. : U.S. 


Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, National Center for Health Statistics : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, DC 20402 

v. ; 30 cm. (-1975, DHEW publication ; no. (PHS)) (DHHS 
publication ; no. (PHS) 84-1100) 

Annual 

$15.00 

Began publication with 1937 issue. Previously classed: HE 
20.6210/a: 1979, v. 1. Description based on: 1975, v. 3. 
Contents: v. 1. Natality. 1937-49 issued in 2 pts.; 1950- in 3 
v. Supplement for 1955, published 1965, issued by the Na- 
tional Center for Health Statistics, Division of Vital Statistics. 
Issuing body varies: 1937-44, U.S. Bureau of the Census, Vital 
Statistics Division; 1945-59, National Office of Vital Statistics; 
1959-62, National Center for Health Statistics, National Vital 
Statistics Division; 1963- National Center for Health Statistics, 
Division of Vital Statistics. @lItem 510 S/N 017-022-00838- 
6 ISSN 0083-6710 Continues in part: Birth, stillbirth, and 
infant mortality statistics for the continental United States, the 
territory of Hawaii, the Virgin Islands Continues in part: 
Mortality statistics (United States. Bureau of the Census) 
Related records: Vital statistics of the United States. Volume 
2. Section 5, Life tables ISSN 0276-6302 

1. United States — Statistics, Vital — Periodicals. I. United 
States. Bureau of the Census. Vital Statistics Division. II. 
United States. National Office of Vital Statistics. III. United 
States. National Vital Statistics Division. IV. National 
Center for Health Statistics (U:S.). Division of Vital Statistics. 
V. Series. -VI. Series: DHEW publication ; no. (PHS) 
[DNLM 1. Vital Statistics — United States W2 A N25VI] 
OCLC 01168068 
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National Center for Health Services Research — Health and Human Services Dept. 


84-19256 CENTERS FOR DISEASE CONTROL 


Health and Human Services Dept. 
Atlanta, GA 30333 


HE 20.6214:983 
Public Health Conference on Records and Statistics (19th : 1983 

: National Center for Health Statistics) 

Priorities in health statistics : proceedings of the 19th na- 
tional meeting of the Public Health Conference on Records HE 20.7002:Ep 4 
and Statistics, August 1983. — Hyattsville, Md. : U.S. Dept. : : : 
of Health and Human Services, Public Health Service, Na- i Disease Control (U.S.). Epidemiology Program 
tional Center for Health Statistics, 1984. 

vii, 510 p. : ill., maps, forms ; 28 cm. — (DHHS publication 
; no. (PHS) 81-1214) Spine title: Proceedings of the 19th 
national meeting of the Public Health Conference on Records 
and Statistics, August 1983. “December 1983.” Includes 
bibliographical references. @lItem 509-A 

1. Public health records — United States — Congresses. 2. 
Medical statistics Congresses. I. National Center for 
Health Statistics (U.S.) II. Title. II. Title: Proceedings of 
the 19th national meeting of the Public Health Conference on 
Records and Statistics, August 1983. IV. Series. OCLC 
10868935 


84-19260 


EIS : Epidemic Intelligence Service. — Atlanta, GA : Epi- 
demiology Program Office, Centers for Disease Control, 
[19837] 

1 folded sheet (6 p.) : ill. ; 28cm. @lItem 504 

1. Centers for Disease Control (U.S.). Epidemic Intelli- 
gence Service. 2. Epidemiology. I. Title. OCLC 
10894126 


84-19261 
HE 20.7002:Ep 4/3 
Epidemic Intelligence Service Conference (32nd : 1983 : Centers 
for Disease Control) 
Epidemic Intelligence Service 32nd annual conference. — 
NATIONAL CENTER FOR HEALTH [Rockville, Md.?] : U.S. Dept. of Health and Human Serv- 
SERVICES RESEARCH a Health Service, Centers for Disease Control, 
. 198 
Health and Human Services Dept. 83 p.; 23 cm. Distributed to depository libraries in micro- 
Rockville, MD 20857 fiche. @lItem 504 (microfiche) 
1. Epidemics — United States — Prevention — Congresses. 
I. Centers for Disease Control (U.S.) II. Title. OCLC 
10891165 


84-19262 


84-19257 
HE 20.6502:G 76/3 
NCHSR solicitation : grants for research on health promotion 
and disease prevention. — Hyattsville, MD. : U.S. Dept. of 
Health and Human Services, Public Health Service, Office of 
Health Research, Statistics, and Technology, National Center 
for Health Services Research, [19807] 


HE 20.7002:H 34/5 

Interpretation of the Health Risk Appraisal Printout. — Atlanta, 
: pat Ga. : U.S. Dept. of Health and Human Services, Public 

21 p. ; 23 cm.— (DHHS publication ; no. (PHS) 80-3292) ‘ ; 
Includes bibliographical references. @Item 507-1-1 Health ese ang Control, [19837] 

1. Public health — Research grants — United States. I. Na- [7] p. :ill.; 28cm. @ltem ; 
tional Center for Health Services Research. II. Title: 1. Health education — United States. 1. Centers for Dis- 
N.C.H.S.R. solicitation. III. Series. OCLC 10918573 case Control (U'S.). OCLC 10881731 


84-19258 84-19263 
HE 20.6502:G 76/4/984 

NCHSR program solicitation : grants for health services disser- 

tation research, 1984. — Rockville, MD : U.S. Dept. of Health 

and Human Services, Public Health Service, Office of the 

Assistant Secretary for Health, National Center for Health 
Services Research, 1984. 

7 p. ; 23 cm.— (DHHS publication ; no. (PHS) 83-3381) 


HE 20.7002:R 49/2 
Moriarty, David G. 
An alternative definition of “risk age” / David G. Mor- 
iarty, Richard A. Lasco. — Atlanta, Ga. : Center for Health 
Promotion and Education, Centers for Disease Control, [1982] 


[21] p. : ill. ; 28cm. “Submitted to the Society of Prospec- 
@ltem 507-I-1 tive Medicine for potential publication in their 1982 annual 
1. Public health—Research grants— United States. 2. proceedings.” Distributed to depository libraries in micro- 
Health services administration — United States. I. National fiche. “12/15/82.” Bibliography: p. [9] @lItem 504 
Center for Health Services Research. II. Title: N.C.H.S.R. (microfiche) a 
program solicitation. III. Title: Grants for health services 1. Life expectancy — United States. 2. Vital statistics. I. 
dissertation research. IV. Series. OCLC 10941963 Lasco, Richard A. II. Center for Health Promotion and 
84-19259 Education (U.S.) III. Title. OCLC 10897047 


HE 20,6502:L 86 84-19264 


Meiners, Mark R. 


HE 20.7002:V 81 
The state of the art in long-term care insurance / by Mark 


Jason, Janine. 


R. Meiners. — [Rockville, Md.?] : National Center for Health 
Services Research, U.S. Dept. of Health and Human Services, 
Public Health Service, Office of the Assistant Secretary for 
Health ; (Springfield, VA : Available from National Technical 
Information Service, 1984] 

20, [14] p. ; 28 cm. “4/9/84.” Includes bibliographical 
references. @Item 507-I-1 

1. Nursing homes — United States — Finance. 2. Aged — 
Medical care— United States. 3. Insurance,» Health — 
United States. I. National Center for Health Services Re- 
search. II. Title. OCLC 10865486 
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CDC and the epidemiology of violence / Janine Jason. — 
Atlanta, Ga. : U.S. Dept. of Health and Human Services, 
Public Health Service, Centers for Disease Control, Center 
for Health Promotion and Education, [19837] 

11 p.; 28cm. Includes bibliographical references. @Item 
504 

1. Violence research — United States. I. Center for. Health 
Promotion’ and -Education (U.S.) II. Title. III. Title: 
C.D.C. and the epidemiology of violence. IV. Title:-Centers 
for Disease Control and the epidemiology of violence. 
OCLC 10204966 





84-19265 
HE 20.7002:V 81/2 
Laboratory exercise review : basic virology / prepared by Vi- 
rology Training Branch. — Atlanta, Ga. : U.S. Dept. of 
Health and Human Services, Public Health Service, Centers 
for Disease Control, [19837] 
15 p. : ill., forms ; 28 cm. @lItem 504 
1. Virology — Experiments. 1. Centers for Disease Con- 
trol (U.S.). Virology Training Branch. OCLC 10901422 


84-19266 
HE 20.7008/2:M 58/2 
Miller, J. Michael (Jon Michael), 1945- 

Handbook of specimen collection and handling in microbi- 
ology / J. Michael Miller.— Rev. March 1983. — Atlanta, 
GA : U.S. Dept. of Health and Human Services, Public 
Health Service, Centers for Disease Control, 1983. 

v, 51 p. ; 23 cm.— (CDC lab manual) “February 1981.” 
Includes bibliographical references. @Item 505-A 

1. Diagnostic specimens — Collection and preservation. 2. 
Microbiology — Classification and preservation. I. Centers 
for Disease Control (U.S.) II. Title. III. Series. OCLC 
09671573 


84-19267 
HE 20.7019:P 27/2 
Patient education or health care delivery : list of resources. — 
Atlanta, Ga. : Dept. of Health and Human Services, Public 
Health Service, Centers for Disease Control, Center for 
Health Promotion and Education, Division of Health Educa- 
tion, [1982] 
7 p. ; 28 cm. Caption title. “October 1982.” @Item 
483-L-5 
1. Hospital patients— United States. 2. Health educa- 
tion — United States — Bibliography. 3. Patient education — 
United States — Bibliography. I. Center for Health Promo- 
tion and Education (U.S.). Division of Health Education. 
OCLC 10901410 


84-19268 
HE 20.7022:L 11 
Center for Disease Control. 

Laboratory training and consultation division : audio-visual 
training aids. — Repr. Mar. 1980, rev. Apr. 1980. — Atlanta, 
Ga. : U.S. Dept. of Health and Human Services, Public 
Health Service, Center for Disease Control, 1980. 

21 p. ; 27 cm.— (CDC laboratory update) Cover title. 

1. Medical technology — Audio-visual aids — Catalogs. 2. 
Diagnosis, Laboratory — Audio-visual aids — Catalogs. 3. 
Health — Study and teaching — United States — Audio-visual 


aids — Catalogs. I. Title. II. Series; CDC lab update. 
OCLC 10933104 


84-19269 
HE 20.7022:79-018 
Velleca, Wallis M. 

Microneutralization test for the detection of antibody to 
poliovirus / Wallis M. Velleca ; developed by Laboratory 
Training and Consultation Division, Bureau of Laborato- 
ries. — Atlanta, Ga. : U.S. Dept. of Health and Human Serv- 
rr eee Health Service, Center for Disease Control, 
1980 

6 p. : ill. ; 22 cm.— (CDC laboratory update ; 79-018) 
(Continuing education series) “January 1980.” 

1. Poliovirus. 2. Immunoglobulins. I. Center for Disease 
Control. Laboratory Training and Consultation Division. II. 
Title. III. Series: CDC lab update ; 79-018. IV. Series: 
Continuing education series (Center for Disease Control. 
Bureau of Laboratories) OCLC 10933125 


Government Publications — September 1984 


NATIONAL INSTITUTE FOR 
OCCUPATIONAL SAFETY AND HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19270 


HE 20.7102:In 2/6 


Industrial hygiene sampling decision-making, monitoring and 


recordkeeping : sampling strategies (553). — Cincinnati, Ohio : 
U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, Center for Disease Control, National Institute for 
Occupational Safety and Health, 1983. 

1 v. (various pagings) : ill., forms ; 28 cm. “Division of 
Training and Manpower Development.” Distributed to de- 
pository libraries in microfiche. “April 1980.” Includes bib- 
liographical references. @lItem 499-F-2 (microfiche) 

1. Industrial hygiene — United States — Statistical methods. 
I. National Institute for Occupational Safety and Health. Di- 
vision of Training & Manpower Development. OCLC 
10896431 


84-19271 


HE 20.7102:In 2/7 


Industrial hygiene measurements (550) / conducted by Division 


of Training and Manpower Development. — Cincinnati, Ohio 
: U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, Centers for Disease Control, National Institute for 
Occupational Safety and Health, 1983. 

1 v. (various pagings) : ill., forms ; 28 cm. Distributed to 
depository libraries in microfiche. “August 1979.” Includes 
bibliographical references. @lItem 499-F-2 (microfiche) 

1. Industrial hygiene — United States — Measurement. I. 
National Institute for Occupational Safety and Health. Divi- 
sion of Training & Manpower Development. OCLC 
10896479 


84-19272 


HE 20.7102:Sa 1/5 


Comprehensive safety recommendations for land-based oil and 


gas well drilling. — Morgantown, W. Va. : U.S. Dept. of 
Health and Human Services, Public Health Service, Centers 
for Disease Control, National Institute for Occupational 
Safety and Health, Division of Safety Research ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1984. 

x, 159 p. : ill. (some col.) ; 28 cm.— (DHHS (NIOSH) 
publication ; no. 83-127) “September 1983.” Includes bib- 
liographical references. @Item 499-F-2 S/N  017-033- 
00411-1 @ GPO $5.50 

1. Oil well drilling — Safety measures. 2. Gas well drill- 
ing — Safety measures. 3. Petroleum industry and trade — 
United States — Safety measures. I. National Institute for 
Occupational Safety and Health. Division of Safety Research. 
II. Series: DHHS publication ; no. (NIOSH) 83-127. OCLC 
10919785 


LABORATORIES BUREAU 
Health and Human Services Dept. 
Atlanta, GA 30333 


84-19273 


HE 20.7402:En 8 


Rhoden, Dwane L. 


Isolation and identification of Enterobacteriaceae in the 
clinical bacteriology laboratory / Dwane L. Rhoden. — Rev. 
May 1980.—[Atlanta, Ga.?] : U.S. Dept. of Health and 
Human Services, Public Health Service, Center for Disease 
Control, Bureau of Laboratories, Bacteriology Division, Clini- 
cal Bacteriology Branch, 1980. 
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National Institute of Mental Health — Health and Human Services Dept. 


vi, 26 p. ; 28cm. Includes bibliographical references. 

1. Bacteriology, Medical. 2. Enterobacteriaceae. I. 
Center for Disease Control. Bacteriology Division. Clinical 
Bacteriology Branch. II. Title. OCLC 10881885 


84-19274 
HE 20.7402:H 37 
The Hemagglutination inhibition test for influenza viruses. — 
Dec. 1975, repr. June 1979. — Atlanta, Ga. : U.S. Dept. of 
Health, Education, and Welfare, Public Health Service, 
Center for Disease Control, Bureau of Laboratories, 1979. 
21 p. : ill. ; 14 cm. Caption title. Bibliography: p. 21. 
“V31." @ltem 504 
1. Hemagglutination tests. 2. Influenza viruses — Testing. 
3. Blood — Agglutination — Testing. I. Center for Disease 
Control. Bureau of Laboratories. OCLC 10910469 


84-19275 
HE 20.7402:T 42 
Summary report : cooperative throxine experiment / F.W. 
Spierto ... [et al.].— Atlanta, Ga. : U.S. Dept. of Health and 
Human Services, Public Health Service, Centers for Disease 
Control, Bureau of Laboratories, Clinical Chemistry Division, 
1980. 

1 v. (various pagings) : ill., forms ; 28 cm. Distributed to 
depository libraries in microfiche. ‘October 1980.” @Item 
494-L-3 (microfiche) 

1. Thyroxine — Experiments — Statistics. I. Spierto, F. W. 
(Francis W.) II. Center for Disease Control. Clinical Chem- 
istry Division. III. Title. IV. Title: Cooperative thyroxine 
experiment. OCLC 10874623 


84-19276 
HE 20.7402:V 49/no.3 

Control of western equine encephalitis. — Fort Collins, Colo. : 
U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, Center for Disease Control, Bureau of Laboratories, 
Vector-Borne Diseases Division ; Atlanta, Ga. : Bureau of 
Tropical Diseases, Vector Biology and Control Division, 
[1978] 

35 p. ; 28 cm.— (Vector topics ; no. 3) “October 1978.” 
“Reprinted by U.S. Department of Health and Human Serv- 
ices, Public Health Service, Centers for Disease Control, 
1982.” Bibliography: p. 33-35. @Item 494-L-3 

1. Equine encephalomyelitis— Prevention. 2. Encephali- 
tis— Prevention. I. Center for Disease Control. Vector- 
Borne Disease Division. II. Center for Disease Control. 
Bureau of Tropical Diseases. Vector Biology and Control 
Division. III. Series. OCLC 10868753 


84-19277 
HE 20.7409:7 
Cavallaro, Joseph J. 

Immunofluorescence detection of autoimmune diseases / 
Joseph J. Cavallaro, Dan F. Palmer, Pierluigi E. Bigazzi. — 
Repr. June 1977.— Atlanta, GA : U.S. Dept. of Health, 
Education, and Welfare, Public Health Service, Center for 
Disease Control, [1977] 

vi, 131 p. : ill. ; 23 cm.— (Immunology series ; no. 7) 
“January 1976.” Distributed to depository libraries in micro- 
fiche. Includes bibliographies. @lItem 494-L-1 (microfiche) 

1. Autoimmune diseases — Diagnosis — Laboratory manu- 
als. 2. Immunofluorescence— Laboratory manuals. I. 
Palmer, Dan F. II. Bigazzi, Pierluigi E. II]. Center for 
Disease Control. IV. Title. V. Series: Immunology series 
(United States. Public Health Service) ; no. 7. OCLC 
10889347 
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NATIONAL INSTITUTE OF MENTAL 
HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19278 


HE 20.8102:M 31/imp. 


Implementing the NIMH prototype in a mental health 


agency. — Rockville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National Institute of Mental 
Health, Division of Biometry and Epidemiology, [1983] 

14 p. ; 23 cm. — (DHHS publication ; no. (ADM) 83-1299) 
(The NIMH/PROTOTYPE management information system 
series) “Developed by Birch & Davis Associates, inc. under 
contract number 278-81-0018 (DB) from the National Institute 
of Mental Health.” Distributed to depository libraries in 
microfiche. @lItem 507-B-5 

1. Mental health services — Administration. 2. Manage- 
ment information systems. I. National Institute of Mental 
Health (U.S.). Division of Biometry and Epidemiology. II. 
Birch & Davis Associates. III. Series. IV. Series. OCLC 
10863519 


84-19279 


HE 20.8102:M 31/intro. 


An Introduction to automated mental health information sys- 


tems and their acquisition. — Rockville, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, Alcohol, 
Drug Abuse, and Mental Health Administration, National In- 
stitute of Mental Health, Division of Biometry and Epidemi- 
ology, [1983] 

28 p. : ill. ; 23 cm.— (DHHS publication ; no. (ADM) 83- 
1300) (The NIMH/PROTOTYPE management information 
system series) ‘Developed by Birch & Davis Associates, inc. 
under contract number 278-81-0018 (DB) from the National 
Institute of Mental Health.” Distributed to depository librar- 
ies in microfiche. @lItem 507-B-5 (microfiche) 

1. Mental health services — Administration. 2. Manage- 
ment information systems. I. National Institute of Mental 
Health (U.S.). Division of Biometry and Epidemiology. II. 
Birch & Davis Associates. III. Series. IV. Series. OCLC 
10675650 


84-19280 


HE 20.8102:M 31/und. 


Understanding the NIMH prototype management information 


system. — Rockville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National Institute of Mental 
Health, Division of Biometry and Epidemiology, [1983] 

9 p. ; 23 cm.— (DHHS publication ; no. (ADM) 83-1298) 
(The NIMH/PROTOTYPE management information system 
series) “Developed by Birch & Davis Associates, inc. under 
contract number 278-81-0018 (DB) from the National Institute 
of Mental Health.” Distributed to depository libraries in 
microfiche. @lItem 507-B-5 (microfiche) 

1. Mental health services — Administration. 2. Manage- 
ment information systems. I. National Institute of Mental 
Health (U.S.). Division of Biometry and Epidemiology. II. 
Birch & Davis Associates. III. Series. IV. Series. OCLC 
10863491 


84-19281 


HE 20.8116:163 


Thompson, James W. 


The NIMH translation from DSM-II/ICDA-8 to DSM-III/ 
ICD-9-CM using grouped codes / James W. Thompson and 
Howard H. Goldman. — [Rockville, MD] : U.S. Dept. of 





Health and Human Services, Public Health Service, Alcohol, 
Drug Abuse, and Mental Health Administration, National In- 
stitute of Mental Health, Division of Biometry and Epidemi- 
ology, Survey and Reports Branch, [1983] 

8 p. ; 28 cm.— (Mental health statistical note ; no. 163) 
(DHHS publication ; no. (ADM) 83-158) Caption title. 
Distributed to depository libraries in microfiche. “August 
1983.” Includes bibliographical references. @Item 507-B-12 
(microfiche) 

1. Psychiatry — United States — Terminology — Data proc- 
essing. I. Goldman, Howard H. II. National Institute of 
Mental Health (U.S.). Division of Biometry and Epidemiolo- 
gy. Survey and Reports Branch. III. Title. IV. Series. V. 
Series. OCLC 10891207 


NATIONAL INSTITUTE ON DRUG ABUSE 
Health and Human Services Dept. 
Rockville, MD 20857 

84-19282 
HE 20.8211:T 71/984 
National Institute on Drug Abuse U.S. 

Catalog of treatment research : reports, monographs, manu- 
als / National Institute on Drug Abuse.— Rev. March 
1984 — Rockville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, Alcohol, Drug Abuse and 
Mental Health Administration, 1984. 

23 p. ; 23 cm. Cover title. “Treatment Research Branch, 
Division of Clinical Research, National Institute on Drug 
Abuse”—-P. [3] of cover. @lItem 467-A-3 

1. Drug abuse — Treatment — United States — Bibliogra- 
phy. I. National Institute on Drug Abuse (U.S.). Division of 
Clinical Research. Treatment Research Branch. II. Title. 
OCLC 10858241 


84-19283 
HE 20.8212/6:10 

Main findings for drug abuse treatment units, September 1982 : 
data from the National Drug and Alcoholism Treatment Utili- 
zation Survey (NDATUS). — Rockville, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, Alcohol, 
Drug Abuse, and Mental Health Administration, National In- 
stitute on Drug Abuse, Division of Epidemiology and Statisti- 
cal Analysis, 1983. 

vii, 69 p. : forms ; 28 cm.— (National Institute on Drug 
Abuse statistical series. Series F ; no. 10) (DHHS publication ; 
no. (ADM) 83-1284) Distributed to depository libraries in 
microfiche. @lItem 467-A-9 (microfiche) 

1. Drug abuse — Treatment — United States — Statistics. 
I. National Institute on Drug Abuse. Division of Epidemiolo- 


gy and Statistical Analysis. II. Series. III. Series. OCLC 
10891175 


NATIONAL INSTITUTE ON ALCOHOL 
ABUSE AND ALCOHOLISM 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19284 


HE 20.8302:C 82/2 
Development of cost simulation study of alcoholism insurance 
benefit packages : documentation of the alcoholism treatment 
health insurance simulation model (ATHIS). — Rockville, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, Alcohol, Drug Abuse, and Mental Health 
Administration, National Institute on Alcohol Abuse and Al- 

coholism, 1983. 

1 v. (various pagings) : ill., forms ; 28 cm. “Contract no. 
ADM 281-81-0016 to Koba Associates’—T.p. verso. Dis- 
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tributed to depository libraries in microfiche. “May 1983.” 
Includes bibliographical references. @lItem 498-C-1 (micro- 
fiche) 

1. Insurance, Health — United States. 2. Alcoholism — 
Treatment — United States — Costs. I. National Institute on 
Alcohol Abuse and Alcoholism (U.S.) II. Koba Associates. 
OCLC 10901362 


HEALTH CARE DELIVERY AND 
ASSISTANCE BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19285 
HE 20.9102:C 43 
Surgeon General’s Workshop on Children with Handicaps and 
Their Families (2nd : 1982 : Children’s Hospital of Philadel- 
phia) 

Report of the Surgeon General’s Workshop on Children 
with Handicaps and Their Families : case example : the venti- 
lator-dependent child / presented by the U.S. Dept. of Health 
and Human Services, Public Health Service, Health Re- 
sources and Services Administration, Bureau of Health Care 
Delivery and Assistance, Division of Maternal and Child 
Health in conjunction with the Children’s Hospital of Phila- 
delphia. — Washington, D.C. : The Division, [1982] 

x, 69 p. : ill. ; 23 cm. —— (DHHS publication ; no. (PHS) 83- 
50194) “December 13th and 14th 1982.” Bibliography: p. 
67-69. @Item 532-E-10 

1. Handicapped children— Care and treatment — United 
States. 2. Handicapped — United States — Family relation- 
ships. I. United States. Bureau of Health Care Delivery and 
Assistance. Division of Maternal and Child Health. II. Chil- 
dren’s Hospital of Philadelphia. III. Title. IV. Series. 
OCLC 10881906 


84-19286 


HE 20,9102:P 94 


NHSC professional policies. — Rockville, Md. : U.S. Dept. of 


Health & Human Services, Public Health Service, Health 
Resources and Services Administration, Bureau of Health 
Care Delivery and Assistance, National Health Service Corps, 
1983. 

v, 10 p.; 23cm. @lItem 532-E-10 

1. National Health Service Corps (U.S.)—- Officials and 
employees. I. National Health Service Corps (U.S.) II. 
Title: N.H.S.C. professional policies. OCLC 10882121 


84-19287 
HE 20,9108:D 63 
Health promotion & disease prevention : an assessment guide for 
BHCDA projects. — Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, Health Re- 
sources and Services Administration, Bureau of Health Care 
Delivery and Assistance, 1983. 

76 p.; 28cm. “Prepared by Medicus Systems Corporation 
under subcontract with Family Health Care, S.E., Inc.”—T.p. 
verso. “September 1983.” Bibliography: p. 73-76. “Con- 
tract no. 240-82-0199"—T.p. verso. @lItem 532-E-12 

1. Medicine, Preventive — United States. I. United States. 
Bureau of Health Care Delivery and Assistance. II. Medicus 
Systems Corporation. III. Family Health Care, inc. OCLC 
10891279 
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HMO’S AND RESOURCE DEVELOPMENT 
BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


84-19288 
HE 20.9202:In 8 
Private sector investment in health maintenance organizations : 
a case study of hospital sponsorship. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Office of Health Maintenance Organizations, 1982. 

11 p. ; 28 cm.— (DHHS publication ; no. (PHS) 82-50183) 
Distributed to depository libraries in microfiche. “June 
1982.” @Item 486-A-6 (microfiche) 

1. Health maintenance organizations — United States — Cit- 
izen participation. 2. Health maintenance organizations — 
United States — Finance. I. United States. Office of Health 
Maintenance Organizations. II. Series. OCLC 10896474 


84-19289 
HE 20.9202:T 84 
Gettys, Robert C. 

Case studies in the turnaround of health maintenance orga- 
nizations. — Rockville, Md. : Dept. of Health and Human 
Services, Public Health Service, Health Resources and Serv- 
ices Administration, Bureau of Health Maintenance Organiza- 
tions and Resource Development, Division of Analysis and 
Technical Assistance, 1984. 

273 p. : ill., 2 maps ; 28 cm. — (Technical assistance mono- 
graph) Distributed to depository libraries in microfiche. 
“January 1984.” “Contract no. 282-81-0052.” Includes in- 
dexes. @Item 486-A-6 (microfiche) 

1. Health maintenance organizations— United States — 
Case studies. I. United States. Office of Health Maintenance 
Organizations. Division of Analysis and Technical Assistance. 
II. Title. III. Series. OCLC 10874629 

84-19290 

HE 20.9208:F 32 

Guide for fee-for-service medical groups on affiliation with 
health maintenance organizations / prepared by Jurgovan and 
Blair, Inc. — Rockville, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, Health Resources 
and Services Administration, Bureau of Health Maintenance 
Organizations and Resources Development, Division of Anal- 
ysis and Technical Assistance, 1983. 

49 p. : ill. ; 28 cm.— (Technical assistance monograph) 
“March 1983.” Includes bibliographical _ references. 
“DHHS contract no. 240-81-0046.” @Item 486-A-07 

1. Health maintenance organizations — United States. 2. 
Group medical practice — United States. I. Jurgovan and 
Blair, Inc. II. United States. Office of Health Maintenance 
Organizations. Division of Analysis and Technical Assistance. 
III. Series. OCLC 10928234 


HEALTH CARE FINANCING 
ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 
84-19291 


HE 22.18/a:C 76 
Marquis, M. Susan. 

Consumers’ knowledge about their health insurance cover- 
age / by M. Susan Marquis. — (Washington, D.C.? : Health 
Care Financing Administration, 1983] 

p. 65-80 ; 28 cm. Caption title. Reprinted from Health 
Care Financing Review/fall 1983/volume 5, number 1. 
“Supported by Health Care Financing Administration grant 
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18-P-97122/9-03"—P. 65. Bibliography: p. 79-80. @Item 
512-A-10 

1. Insurance, Health— United States. I. United States. 
Health Care Financing Administration. II. Title. OCLC 
10611711 


84-19292 


HE 22.18/a:M 46 


Fitzmaurice, J. Michael. 


A statistical analysis of the Medicare hospital routine nurs- 
ing salary cost differential / by J. Michael Fitzmaurice. — 
(Baltimore, MD : Health Care Financing Administration, 
1983] 

p. 45-64 ; 28 cm. Caption title. Reprinted from Health 
Care Financing Review, Fall 1983, Volume 5, Number 1. 
Bibliography: p. 64. @Item 512-A-10 

1. Nurses — Salaries, pensions, etc.— United States. 2. 
Medicare — Costs. I. United States. Health Care Financing 
Administration. II. Title. OCLC 10611717 


84-19293 


HE 22.18/a:M 46/2 


Gornick, Marian. 


Options for change under medicare : impact of a cap on 
catastrophic illness expense / by Marian Gornick, James 
Beebe, and Ronald Prihoda. — [Baltimore, Md. : Health Care 
Financing Administration, 1983] 

p. 33-43 : ill. ; 28 cm. Caption title. Reprinted from: 
Health Care Financing Review/fall 1983/vol. 5, no. 1. In- 
cludes bibliographical references. @lItem 512-A-10 

1. Medicare—Costs. I. Beebe, James. II. Prihoda, 
Ronald. III. United States. Health Care Financing Adminis- 
tration. IV. Title. OCLC 10868898 


84-19294 


HE 22.18/a:Se 8 


Wagner, Douglas P. 


The hidden costs of treating severely ill patients : charges 
and resource consumption in an intensive care unit / by 
Douglas P. Wagner, Thomas D. Wineland, and William A. 
Knaus. — [Baltimore, MD? : Health Care Financing Adminis- 
tration, 1983] 

p. 81-86 : ill. ; 28 cm. Caption title. “Supported by grant 
no. 18-P-97079/3 from the Health Care Financing Administra- 
tion and grant no. HS 04857 from the National Center for 
Health Services Research”—P. 81. Reprinted from: Health 
Care Financing Review/fall 1983/vol. 5, no. 1. Bibliogra- 
phy: p. 86. @lItem 512-A-10 

1. Intensive care units — United States — Costs. 2. Critical 
care medicine— United States— Costs. I. Wineland, 
Thomas D. II. Knaus, William A. III. United States. 
Health Care Financing Administration. IV. National Center 
for Health Services Research. V. Title. OCLC 10868907 


HUMAN DEVELOPMENT SERVICES OFFICE 
Health and Human Services Dept. 
Washington, DC 20201 


84-19295 


HE 23.2:St 1 


Hiland, Iona B. 


Management of the staff development and training function 
in state social service organizations : report of the training of 
trainers pilot test of curriculum / by Iona B. Hiland. — Wash- 
ington, D.C. : Office of Program Coordination and Review, 
Office of Human Development Services, U.S. Dept. of Health 
and Human Services, [19817] 

xii, 250 p. : forms ; 28 cm. Cover title: Managing staff 
development: training of trainers. Distributed to depository 





libraries in microfiche. 
B-6 (microfiche) 

1. Teachers, Training of— United States — Handbooks, 
manuals, etc. I. United States. Office of Human Develop- 
ment Services. Office of Program Coordination and Review. 


II. Title. III. Title: Managing staff development. OCLC 
10891185 


84-19296 


Includes bibliographies. @lItem 529- 


HE 23.2:Un 3 
The Future of university affiliated facilities for the developmen- 
tally disabled : a report of the Ad Hoc Workshop on the 
University Affiliated Facility (UAF) Program. — Washington, 
D.C. : U.S. Dept. of Health and Human Services, Office of 
Human Development Services, Administration on Develop- 
mental Disabilities, 1984. 

xii, 143 p. : 2 maps ; 28 cm.— (DHHS publication ; no. 
(OHDS) 84-29002) “August 1983.” Bibliography: p. 101- 
143. @ltem 529-B-6 

1. Mentally handicapped — Education — United States. I. 
United States. Administration on Developmental Disabilities. 
Ad Hoc Workshop on the University Affiliated Facility 
(UAF) Program. II. Series. OCLC 10928555 


CHILDREN’S BUREAU 
Health and Human Services Dept. 
Washington, DC 20201 
84-19297 
HE 23.1202:Ad 7/2 

Single parent adoption / prepared by the National Adoption 
Information Exchange System for the Children’s Bureau, Ad- 
ministration for Children, Youth, and Families, Office of 
Human Development Services, U.S Department of Health 
and Human Services. — Washington, D.C. : The Bureau : 
LSDS, Dept. 76 [distributor], 1981. 

24 p. ; 23 cm.— (DHHS publication ; no. (OHDS) 81- 
30306) “Issued Aprill 1981.” “This publication was devel- 
oped pursuant to HHS contract no. 105-79-1102”—P. [2] of 
cover. Includes bibliographical references. @lItem 452 

1. Adoption. 2. Single parents. I. United States. Chil- 
dren’s Bureau. II. Title. III. Series. OCLC 07794018 


CHILD SUPPORT ENFORCEMENT OFFICE 
Health and Human Services Dept. 
Baltimore, MD 21235 


84-19298 
HE 24.2:C 33 
The Central registry, clearinghouse: a tool for improving the 
child support enforcement program. — (Rockville, Md.] : U.S. 
Dept. of Health and Human Services, Office of Child Support 
Enforcement, Child Support Technology Transfer Project, 
1984. 

xi, 46 p. : ill. ; 23 cm. “Contract number 600-83-0019 from 
the Office of Child Support Enforcement”—P. [iii] ‘“Decem- 
ber, 1983"—P. [iii] @lItem 524-A-1 

1. Child support — United States. 2. Child welfare — 
United States. I. Child Support Technology Transfer 
Project (U.S.) OCLC 10745000 

84-19299 
HE 24.2:T 22/no.14 
Locate resource data bank. —[Washington, D.C.?] : National 
Child Support Enforcement Reference Center, U.S. Dept. of 
Health and Human Services, Office of Child Support En- 
forcement, [1980] 

17 p. : 1 form ; 28 cm.— (OCSE publication ; 0004) 
(TEMPO ; no. 14) Cover title. “December 31, 1980.” 
@ltem 524-A-1 
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1. Information storage and retrieval systems. I. National 
Child Support Enforcement Reference Center (U.S.) II. 
Series. III. Series: TEMPO (Rockville, Md.) ; no. 14. 
OCLC 10896441 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 
Washington, DC 20410 


84-19300 
HH 1.2:Ad 6 
United States. Dept. of Housing and Urban Development. 
Office of Administrative and Management Services. 

Administrative services guide. — [Washington, D.C.] : U.S. 
Dept. of Housing and Urban Development, Office Adminis- 
trative and Manegement Services, [19837] 

43 p. ; 22 cm Cover title. Distributed to depository li- 
braries in microfiche. Includes index. @lItem 582 (micro- 
fiche) 

1. United States. Dept. of Housing and Urban Develop- 
ment. Office of Administrative and Management Services. _ I. 
Title. OCLC 10897103 


84-19301 
HH 1.2:D 44 
Dommel, Paul R. 

Deregulating community development / by Paul R. 
Dommel, Michael J. Rich, Leonard S. Rubinowitz and Asso- 
ciates. — Washington, D.C. : Office of Policy Development 
and Research, U.S. Dept. of Housing and Urban Develop- 
ment, 1983. 

xii, 153, 84 p. : forms ; 28 cm. “May 1983.” “October 
1983”—P. [4] of cover. Includes bibliographical references. 
“Report on the Cleveland State University field study of the 
Community Development Block Grant Program, prepared 
under contract HC-55467.”. “HUD-PDR-647”—P. [4] of 
cover. @Item 582 

1. Block grants — United States. 2. Federal aid to commu- 
nity development — United States. I. Rich, Michael J. II. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. III. Leonard S. 
Rubinowitz and Associates. IV. Community Development 
Block Grant Program (U.S.) V. Title. OCLC 10140273 


84-19302 
HH 1.2:P 96/10/984 
When a public agency acquires your property. — [Washington, 
D.C.] : U.S. Dept. of Housing and Urban Development, 
[1984] 

20, [1] p. : col. ill. ; 15 x 23 cm. Cover title. “May 
1984”—P. [4] of cover. “Previous edition current”—P. [4] of 
cover. “HUD-448-CPD(4)”—P. [4] of cover. @lItem 582 

1. Federal aid to community development — United States. 
2. Government purchasing of real property — United States. 
I. United States. Dept. of Housing and Urban Development. 
OCLC 10889271 


84-19303 
HH 1.6/3:C 49/2 
Making cities green : a funding guide for the urban environ- 
ment. — Washington, D.C. : U.S. Dept. of Housing and 
Urban Development, Office of Neighborhoods, Voluntary As- 
sociations, and Consumer Protection, [1980] 
v, 23 p. : ill. ; 28 cm. Cover title. “November 1980”—P. 
[4] of cover. “HUD-579-NVACP”—P. [4] of cover. 
1. Urban beautification — United States. 2. Block grants — 
United States. 3. Federal aid to community development — 
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Interior Department 


United States. I. United States. Office of Neighborhoods, 
Voluntary Associations, and Consumer Protection. OCLC 
10862968 


84-19304 
HH 1.6/3:H 29 
Urban development siting with respect to hazardous commer- 
cial/industrial facilities / prepared for Department of Housing 
and Urban Development by Rolf Jensen & Associates, Inc. — 
Washington, D.C. : The Dept., 1984. 
137 p. : ill. ; 28 cm. “April 2, 1982.” Includes biblio- 
graphical references. “Contract HC-5232.” @ltem 582-E 
1. Land use— United States— Planning. 2. Hazardous 
substances — United States. I. United States. Dept. of Hous- 
ing and Urban Development. II. Rolf Jensen & Associates. 
OCLC 10785078 


84-19305 
HH 1.23:F 76 
United States. Dept. of Housing and Urban Development. 
Forms, Issuances, and Mail Management Branch. 

Forms catalog. —[Washington, D.C.?} : U.S. Dept. of 
Housing and Urban Development, Office of Administration, 
[1983?- } 

1 v. (loose leaf) ; 20 cm. x 27 cm. Cover title. 
144(4-80)” @ltem 581-D 

1. United States. Dept. of Housing and Urban Develop- 
ment — Forms, blanks, etc. OCLC 10897084 


“HUD- 


INTERIOR DEPARTMENT 
Washington, DC 20240 
84-19306 
I 1.1:982 
A Year of progress : preparing for the 2ist century. — [Wash- 
ington, D.C.) : U.S. Dept. of the Interior : For sale by the 
Supt. of Docs., U.S. G.P.O., 1982. 
31 p. : ill. Gome col.), 2 col. maps ; 28 cm. @Item 600-C 
S/N 024-000-00879-7 @ GPO $4.75 
1. United States. Dept. of the Interior. 
United States — Governmnet policy. 
United States — Governmnet policy. 
of the Interior. OCLC 10734510 


84-19307 


2. Public lands — 
3. Natural resources — 
I. United States. Dept. 


1 1.1:983 
A Year of enrichment : improving the quality of life for all 

Americans. — (Washington, D.C.| : U.S. Dept. of the Interior 
: For sale by the Supt. of Docs., U.S. G.P.O., 1983. 

38 p. : ill. (some col.) ; 28 cm. @ltem 600-C S/N 024- 
000-00882-7 @ GPO $7.00 

1. Public lands — United States — Government policy. 2. 
Natural resources — United States — Government policy. 1. 
United States. Dept. of the Interior. OCLC 10881670 


84-19308 
I 1.1/7:982-1 
I 1.1/7:982-2 
— a States. Dept. of the Interior. Office of Inspector Gener- 
al. 
Semiannual report / U.S. Department of the Interior, 
Office of Inspector General. [Washington, D.C.] : The Office, 


U.S. Dept. of the Interior, Office of Inspector General, Wash- 
ington, D.C., 20240 


v. ; 28 cm. 

Semiannua) Apr. 1, 1982-Sept. 30, 1982: Oct. 1, 1982-Mar. 
31,1983. Description based on: Apr. 1, 1982-Sept. 30, 1982; 
title from cover. [Item 600-C, jt/jt/jt] @ltem 600-C 
ISSN 0736-7864 Continues: United States. Dept. of the Inte- 
rior. Office of Inspector General. Semiannual report on oper- 
ations of the Office of Inspector General 
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1. United States. Dept. of the Interior. Office of Inspector 
General — Periodicals. I. Title. PAR 83-640937 //r84 
OCLC 09188454 


84-19309 


I 1.98:C 27/final 
Cassia resource management plan and environmental impact 
statement : final / prepared by Bureau of Land Management, 
Burley District Office. — Burley, Idaho : The District, [1983] 


41 p.: maps; 28cm. “This document, used with the draft 
statments ... constitutes the final environmental impact state- 
ment”—Prelim. p. [1]. “Nov. 1984’—Cover. Includes bib- 
liographical references. @lItem 603-G 

1. Land use — Planning —Idaho— Cassia County. 2. 
Conservation of natural resources — Idaho — Cassia County. 
3. Idaho — Public lands. I. United States. Bureau of Land 
Management. Burley District Office. OCLC 10852473 


84-19310 
1 1.98:Ea 7/4/draft 
United States. Office of Surface Mining, Reclamation, and En- 
forcement. 

Proposed mining plan, East Gillette Federal Mine, Camp- 
bell County, Wyoming : draft environmental impact statement 
/ prepared by the U.S. Office of Surface Mining Reclamation 
and Enforcement. —[Denver, Colo.) : The Office, [1984] 

1 v. (various pagings) : ill, maps ; 28 cm. Spine title: East 
Gillette Federal Mine, Campbell County, Wyoming. “Type 
of action: administrative.” “March 1984.” Bibliography: p. 
VII-1 - VII-3. “OSM-EIS-15.” @Item 603-G 

1. Coal mines and mining — Environmental aspects — Wyo- 
ming — Campbell County. 2. Environmental impact state- 
ments — Wyoming — Campbell County. I. Title. II. Title: 
East Gillette Federal Mine, Campbell County, Wyoming. 
OCLC 10650214 


84-19311 
1 1,98:J 61/draft 
United States. Office of Surface Mining, Reclamation, and En- 
forcement. 

Proposed John Henry No. | mine, King County, Washing- 
ton : draft environmental impact statement / prepared by the 
U.S. Office of Surface Mining Reclamation and Enforce- 
ment. — [Denver, Colo.) : The Office, 1984. 

1 v. (various pagings) : ill., maps ; 28 cm. Spine title: John 
Henry No. 1 mine, King County, Washington. “Type of 
action: administrative.” “March 1984.” Bibliography: p. 7-1 
- 7-2, “OSM-EIS-13.” @Item 603-G 

1. Coal mines and mining — Environmental aspects — 
Washington (State)—King County. 2. Environmental 
impact statements — Washington (State)— King County. 1. 
Title. II. Title: Proposed John Henry number one mine, 
King County, Washington. Ill. Title: John Henry No. 1 
mine, King County, Washington. OCLC 10719942 


84-19312 
I 1,98:L 14/2/sum.update 
Lakeview Rangeland Program summary update. — Lakeview, 
Or. : U.S. Dept. of the Interior, Bureau of Land Management, 
Lakeview District, [1984] 
1 sheet : ill. ; 51 x 46 cm. folded to 13 x 23 cm. 
1984.” @ltem 603-G 
1. Range management — Oregon. 2. Grazing — Oregon. 
I. United States. Bureau of Land Management. Lakeview 
District. OCLC 10918584 


“January 





84-19313 
1 1,98:M 76/draft 
Proposed Montco Mine, Rosebud County, Montana : draft envi- 
ronmental impact statement : OSM-EIS-14 ; prepared by 
Office of Surface Mining Reclamation and Enforcement. — 
Washington, D.C. : The Office, [1984] 
1 v. (various pagings) : ill, maps ; 28 cm. “February 
1984.” Bibliography: p. 1-7 (8th group) @Item 603-G 
1. Mining engineering — Environmental aspects — Mon- 
tana — Rosebud County. I. United States. Office of Surface 
Mining, Reclamation, and Enforcement. OCLC 10579841 


84-19314 
I 1,98:Sh 8/2/draft 
United States. Bureau of Land Management. Shoshone District. 

Shoshone/Sun Valley plan amendment/wilderness environ- 
mental impact statement : (draft) : Blaine, Camas, Custer, 
Gooding, and Lincoln counties, state of Idaho / prepared by 
Department of Interior, Bureau of Land Management, Sho- 
shone District. — Shoshone, Idaho : The District, 1982. 

vii, 111 p., [10] leaves of plates (some folded) : maps (some 
col.) ; 28 cm. Distributed to depository libraries in micro- 
fiche. Includes index. @lItem 603-G (microfiche) 

1. Wilderness areas—Idaho. 2. Land use —Idaho. I. 
Title. OCLC 09120285 


84-19315 
I 1.98:Ut 1/2/final/v.1-4 
Utah combined hydrocarbon leasing regional final EIS / pre- 
pared by Department of the Interior, Bureau of Land Man- 
agement, Richfield District. — (Richfield, Utah : Richfield 
District Office, Bureau of Land Management], 1984. 
4v.: ill, maps (1 col.) ; 28cm. One map on folded leaf in 
pocket of Vol. 1. Includes bibliographies and index. Con- 
tents: v. 1. Regional analyses — v. 2. Leasing category 
amendments — v. 3. Potential lease tract analyses — v. 4. 
Public comment analyses. @Item 603-G 
1. Hydrocarbons. 2. Oil sands— Utah. 3. Petroleum 
products — Utah. I. United States. Bureau of Land Manage- 
ment. Richfield District. OCLC 10862725 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


84-19316 
1 19.2:Ea 7/19/prelim. 

Workshop on “the 1886 Charleston, South Carolina, Earthquake 
and its Implications for Today” (1983 : Charleston, S.C.) 

Proceedings of conference XX : a workshop on “the 1886 
Charleston, South Carolina, Earthquake and its Implications 
for Today”, May 23-26, 1983, Charleston, South Carolina / 
sponsored by U.S. Geological Survey ... [et al.] ; editors 
Walter W. Hays and Paula L. Gori ; compiled by Carla 
Kitzmiller. — Reston, Va. : The Survey, 1983. 

v, 501 p. : ill., maps ; 28 cm. — (Open file report ; 83-843) 
Distributed to depository libraries in microfiche. Includes 
bibliographies. @lItem 621 (microfiche) 

1. Earthquakes — Congresses. 2. Charleston (S.C.) — 
Earthquake, 1886— Congresses. I. Hays, Walter W. II. 
Gori, Paula. III. Kitzmiller, Carla. IV. Geological Survey 
(U.S.) V. Title. OCLC 10720319 

84-19317 

1 19.2:Ea 7/20/prelim. 

Workshop on “Continuing Actions to Reduce Potential Losses 
from Future Earthquakes in the Northeastern United States” 
(1983 : Massachusetts Institute of Technology) 

Proceedings of conference XXI : a workshop on “Continu- 
ing Actions to Reduce Potential Losses from Future. Earth- 
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quakes in the Northeastern United States”, June 13-15, 1983, 
Massachusetts Institute of Technology, Cambridge, Massachu- 
setts / sponsored by U.S. Geological Survey and the Federal 
Emergency Management Agency ; editors Walter W. Hays 
and Paula L. Gori ; compiled by Carla Kitzmiller. — Reston, 
Va. : The Survey, 1983. 

iii, 129, 37, 4 p. : ill, maps ; 28 cm. — (Open file report ; 
83-844) Distributed to depository libraries in microfiche. 
Includes bibliographies. @ltem 621 (microfiche) 

1. Earthquakes — United States— Congresses. 2. Earth- 
quake prediction — United States— Congresses. I. Hays, 
Walter W. II. Gori, Paula. III. Kitzmiller, Carla. IV. Ge- 
ological Survey (U.S.) V. U.S. Nuclear Regulatory Commis- 
sion. VI. Title. VII. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-844. OCLC 10567845 


84-19318 
I 19,.2:Ea 7/21/prelim. 

Workshop on “Site-Specific Effects of Soil and Rock on 
Ground Motion and the Implications for Earthquake-Resistant 
Design” (1983 : Santa Fe, N.M.) 

Proceedings of conference XXII : a workshop on “Site- 
Specific Effects of Soil and Rock on Ground Motion and the 
Implications for Earthquake-Resistant Design”, July 25-27, 
1983, Santa Fe, New Mexico / sponsored by the U.S. Geo- 
logical Survey and the Nuclear Regulatory Commission ; 
editor Walter W. Hays ; compiled by Carla Kitzmiller and 
Diana Darnell. — Reston, Va. : The Survey, 1983. 

iii, 501 p. : ill., maps ; 28 cm.— (Open file report ; 83-845) 
Distributed to depository libraries in microfiche. Includes 
bibliographies.. @Item 621 (microfiche) 

1. Earthquakes — Congresses. 2. Seismology — Congress- 
es. I. Hays, Walter W. II. Kitzmiller, Carla. III. Darnell, 
Diana. IV. Geological Survey (U.S.) V. U.S. Nuclear Reg- 
ulatory Commission. VI. Title. VII. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-845. OCLC 10688351 


84-19319 


1 19,2:Ec 7 
McGregor, Bonnie A. 

The exclusive economic zone : an exciting new frontier / 
by Bonnie A. McGregor and Terry W. Offield. —[Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey ; Wash- 
ington, D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 
[19837] 

20 p. : col. ill., col. maps ; 23 cm. @lItem 621 S/N 024- 
001-03504-9 @ GPO = $2.75 

1. Geology, Economic— United States. 2. Geology, 
Structural. 1. Offield, Terry W. Il. Geological Survey 
(U.S.) ' UI. Title. OCLC 10197877 


84-19320' 
Williams, Richard S. 


Glaciers : clues to future climate? / by Richard S. Williams, 
Jr. —[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

21 p. : ill. (some col.), maps (some col.) ; 23 cm. @Item 
621 

1. Glaciers. 2. Climatic changes. I. Geological Survey 
(U.S.) Il. Title. OCLC 10600008 


84-19321 


1 19.2:G 45/4 


1 19.2:In 7/3 
Instrumentation for today and tomorrow : the U.S. Geological 
Survey’s Hydrologic Instrumentation Facility (HIF) / US. 
Department of the Interior/Geological Survey. — (Reston, 
Va.?] : The Survey, 1984. 
1 folded sheet (11 p.) : ill, 1 map ; 23 cm. @lItem 621 
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1. Hydrologic Instrumentation Facility (U.S.) 2. Hydrolo- 
gy— United States— Instruments. I. Geological Survey 
(U.S.) OCLC 10922553 


84-19322 
I 19.2:W 29/28/980 
Solley, Wayne B. 
Water use in the United States, 1980.— (Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey, [1980?] 
1 folded sheet (10 p.) : ill, 1 map ; 23 cm. @Item 621 
1. Water consumption — United States. 2. Water-supply — 
United States. I. Geological Survey (U.S.) II. Title. 
OCLC 10905623 


84-19323 
I 19.2:W 89 
Masters, Charles D. 

Distribution and quantitative assessment of world crude oil 
reserves and resources / Charles D. Masters, David H. Root, 
William D. Dietzman.—([Reston, Va.? : US Geological 
Survey, 1983] 

p. 229-237 : ill. ; 28 cm. Cover title. “Preprint of paper 
presented to the World Petroleum Congress, London, August 
28 to September 2, 1983.” Includes bibliographical refer- 
ences. @Item 621 

1. Petroleum — Reserves. I. Root, David H. II. Dietz- 
man, William D. III. Geological Survey (U.S.) IV. Title. 
OCLC 09937842 


84-19324 
I 19.3:1534 
Watts, K. C. 

Geochemical halos in the Silver City mining region and 
adjacent areas, Grant County, New Mexico / by Kenneth C. 
Watts, Jerry R. Hassemer, and David F. Siems. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey ; Alex- 
andria, VA : For sale by the Branch of Distribution, USGS, 
1984. 

iv, 85 p. : 21 map ; 24 cm. — (Geological Survey bulletin ; 
1534) Bibliography: p. 28-30. @lItem 620 

1. Geochemistry — New Mexico — Grant County. 2. Ore- 
deposits— New Mexico—Grant County. I. Hassemer, 
Jerry R. II. Siems, David F. III. Geological Survey (U.S.) 
IV. Title. V. Series: U.S. Geological Survey bulletin ; 1534. 
QE75.B9 no. 1534 81-607560 [QE515] 557.3 s [553.4/ 
09789/692 ¢2 19} OCLC 08051258 


84-19325 


I 19.3:1537-B 
Baltz, Elmer Harold, 1927- 

Porvenir formation (new name)—and other revisions of no- 
menclature of Mississippian, Pennsylvanian, and lower Permi- 
an rocks, southeastern Sangre. de Cristo Mountains, New 
Mexico / by Elmer H. Baltz and Donald A. Myers. — 
[Reston, Va.?] : U.S. Dept. of the Interior, Geological Survey 
; Alexandria, VA : For sale by the Branch of Distribution, 
U.S. Geological Survey, 1984. 

iti, 39 p. : ill., maps ; 24 cm. — (Contributions to stratigra- 
phy) (Geological Survey bulletin ; 1537-B) Bibliography: p. 
36-39. @ltem 620 

1. Geology, Stratigraphic — Paleozoic. 2. Geology, Strati- 
graphic — Nomenclature— Sangre de Cristo Mountains 
(Colo. and N.M.) I. Myers, Donald A., 1921- II. Geologi- 
cal Survey (U.S.) III. Title. IV. Series. V. Series: U.S. 
Geological Survey bulletin ; 1537-B. QE654.B27 82-600110 
551.7/5/097895 ¢2 19 OCLC 08347655 
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84-19326 
I 19.3:1556 
Engineering geology and design of slopes for cretaceous Poto- 
mac deposits in Fairfax County, Virginia, and vicinity / by 
Stephen F. Obermeier. — [Washington, D.C.?] : U.S. Dept. of 
the Interior, U.S. Geological Survey ; Alexandria, Va. : For 
sale by the Distribution Branch, Text Products Section, U.S. 
Geological Survey, 1984. 
iii, 88 p. : ill., maps ; 23 cm. — (Geological Survey bulletin 
; 1556) Includes bibliographies. Contents: Engineering ge- 
ology of Potomac formation deposits in Fairfax County, Vir- 
ginia, and vicinity, with emphasis on landslides / by Stephen 
F. Obermeier — Design and construction of slopes in Poto- 
mac formation deposits / by Paul G. Swanson and John S. 
Jones, Jr. — Evaluation of permanent cut slope stability in 
Potomac formation deposits / by James J. Schnabel — A 
summation and critique: a review of procedures for design of 
permanent slopes on the Potomac formation and some rele- 
vant field observations / by Stephen F. Obermeier. @Item 
620 
1. Engineering geology — Washington Metropolitan Area. 
2. Slopes (Soil mechanics) — Washington Metropolitan Area. 
3. Geology, Stratigraphic — Cretaceous. I. Obermeier, Ste- 
phen F. II. Geological Survey (U.S.) III. Series: U.S. Geo- 
logical Survey bulletin ; 1556. QE75.B9 no. 1556 83-600248 


[TA705.3.W3] 557.3 s [623.1/51755/291 ¢2 19] OCLC 
09969896 


84-19327 


I 19.4/2:935 


Eittreim, Stephen. 


Marine geological and geophysical investigations of the 
Antarctic continental margin, 1984 / by Stephen L. Eittreim, 
Alan K. Cooper, and scientific staff. — [Reston, Va.?] : Dept. 
of the Interior, U.S. Geological Survey, 1984. 

12 p. : ill, maps ; 26 cm.— (U.S. Geological Survey 
circular ; 935) Bibliography: p. 12. @Item 620-A 

1. Submarine geology. 2. Geophysics — Research — Ant- 
arctic regions. 3. Seismic reflection method. 4. Boring. I. 
Cooper, Alan K. II. Geological Survey (U.S.) III. Title. 
IV. Series. 84-601061 OCLC 10933119 


84-19328 


I 19,13:2208 


Prince, Keith R. 


Streamflow augmentation at Fosters Brook, Long Island, 
New York : a hydraulic feasibility study / by Keith R. Prince 
; prepared in cooperation with the Nassau County Depart- 
ment of Public Works and Suffolk County Department of 
Health Services. —[Washington, D.C.?] : Dept. of the Interi- 
or, U.S. Geological Survey ; Alexandria, Va. : For sale by 
Distribution Branch, Text Products Section, U.S. Geological 
Survey, 1984. 

iv, 43 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-supply paper ; 2208) Bibliography: p. 31. @lItem 625 

1. Rivers — New York (State) — Long Island — Regulation. 
I. Nassau County'(N.Y.). Dept. of Public Works. II. Suffolk 
County (N.Y.).. Dept. of Health Services. III. Geological 
Survey (U.S.) IV. Title. V. Series. TC424.N7P74 82- 
600115 627/.12 ¢2.19 OCLC 08388857 


84-19329 
I 19.13:2243 
Miller, Jeffrey E. 

Changes in flood response of the Red River of the North 
Basin, North Dakota-Minnesota / by Jeffrey E. Miller and 
Dale L. Frink ; prepared in cooperation with the Upper 
Mississippi Basin Commission Souris-Red-Rainy Regional 
Committee and the North Dakota State Water Commis- 





sion. — [Reston, Va.] : Dept. of the Interior, U.S. Geological 
Survey ; Alexandria, Va. : For sale by Distribution Branch, 
Text Products Section, U.S. Geological Survey, 1984. 

vi, 103 p. : ill, maps ; 28 cm. — (U.S. Geological Survey 
water-supply paper ; 2243) Bibliography: p. 45-47. @lItem 
625 


1. Floods—Red River of the North Watershed. 2. 
Floods — Minnesota. 3. Floods— North Dakota. I. Frink, 
Dale L. II. Upper Mississippi River Basin Commission. _ III. 
United States. Souris-Red-Rainy River Basin Commission. 
IV. North Dakota State Water Commission. V. Title. VI. 
Series. TC801.U2 no. 2243 83-600253 [GB1399.4.R4] 
553.7/0973 s [551.48/9/097841 ¢2 19} OCLC 09828963 


84-19330 


I 19.16:1228-B 
Moore, Ellen James. 

Tertiary marine pelecypods of California and Baja Califor- 
nia : Propeamussiidae and Pectinidae / by Ellen James 
Moore. — Washington, D.C. : U.S. Dept. of the Interior, Ge- 
ological Survey ; Alexandria, Va. : For sale by the Distribu- 
tion Branch, U.S. Geological Survey, 1984. 

iv, 112 p., 42 p. of plates : ill., 2 maps ; 28 cm. — (Geologi- 
cal Survey professional paper ; 1228-B) Bibliography: p. 
B91-B99. Includes index. @lItem 624 

1. Lamellibranchiata, Fossil. 2. Paleontology — Tertiary. 
3. Paleontology — California. 4. Paleontology — Mexico — 
Baja California Peninsula. I. Geological Survey (U.S.) II. 
Title. III. Series: U.S. Geological Survey professional paper 
; 1228-B. 83-600022 OCLC 10941966 


84-19331 


I 19.16:1260 
Cady, John W. 

Geophysical interpretation of the gneiss terrane of northern 
Washington and southern British Columbia, and its implica- 
tions for uranium exploration / by John W. Cady and Ken- 
neth F. Fox, Jr. — [Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey ; Washington, D.C. : For sale by the Supt. 
of Docs., U.S. G.P.O., 1984. 

29 p. : ill, 3 maps ; 28 cm. 1 folded map in pocket. — 
(Geological Survey professional paper ; 1260) Bibliography: 
p. 26-29. @lItem 624 S/N 024-001-03517-1 @ GPO $2.50 

1. Gneiss— Washington (State) 2. Gneiss— British Co- 
lumbia. 3. Uranium ores — Washington (State) 4. Uranium 
ores — British Columbia. I. Fox, Kenneth F. II. Geological 


Survey (U.S.) III. Title. IV. Series. 81-607564 OCLC 
08111167 


84-19332 
I 19.16:1297 
Fulton, Patricia. 

DEPTH : a system for the display of elementary petroleum 
themes / by Patricia A. Fulton, Robert W. Coffin, and Mark 
S. Kutsko. — [Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey ; Alexandria, VA : For sale by the Distribu- 
tion Branch, U.S. Geological Survey, 1983. 

iv, 82 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1297) Five maps on folded leaves in pocket. 
Bibliography: p. 5. @Item 624 

1. DEPTH (Computer system) 2. Petroleum — United 
States — Data processing. I. Coffin, Robert W. II. Kutsko, 
Mark S. Ill. Title. IV. Title: D.E.P.T.H., a system for the 
display of elementary petroleum themes. V. Series. 


TN871.F84 1983 83-600259 553.2/8/028542 ¢2 19 OCLC 
09828970 
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84-19333 


I 19,16:1375 


Geological Survey research. [Reston, Va.?] : U.S. Dept. of the 


Interior, Geological Survey, Distribution Branch, U.S. Geo- 
logical Survey, 604 S. Pickett St., Alexandria, VA, 22304 

v. : maps ; 29 cm. (Geological Survey professional paper ; 
1375) 

Annual 

Began with 1960. 1981. Description based on: 1980. 
Vols. for -1972 issued in parts. A summary of recent signifi- 
cant scientific and economic results accompanied by a list of 
geologic, hydrologic, and cartographic investigations in 
progress. Vol. for 1960 issued by the Survey’s Geologic 
Division. Chapters B,C & D continued by: Journal of re- 
search of the U.S. Geological Survey, ISSN 0091-374X. 
@ltem 624 

1. Geology — United States — Periodicals. 2. Geology — 
Periodicals. I. Geological Survey (U.S.). II. Geological 
Survey (U.S.). Geologic Division. III. Series. QE75.P9 
subser 68-046150 //r815 557.3/05 OCLC 04962906 


84-19334 


I 19.42/4:81-66 


Siegel, Donald I. 


Effect of snowmelt on the quality of Filson Creek and 
Omaday Lake, Northeastern Minnesota / by D.I. Siegel ; 
with a section on preliminary evaluation of methods for deter- 
mination of sulfate concentration in precipitation and other 
dilute solutions / by D.I. Siegel, L.E. Anderson, and J.A. 
Rogalla ; prepared in cooperation with the U.S. Environmen- 
tal Protection Agency. — St. Paul, Minn. : U.S. Geological 
Survey, 1982. 

v, 81 p. : ill., maps ; 28 cm. — (Water-resources investiga- 
tions ; 81-66) “September 1981.” Bibliography: p. 62-66. 
@ltem 624-B 

1. Water quality — Minnesota — Filson Creek. 2. Water 
quality — Minnesota— Omaday Lake. I. Anderson, L. E. 
II. Rogalla, J. A. III. United States. Environmental Protec- 
tion Agency. IV. Geological Survey (U.S.) V. Title. VI. 
Series. OCLC 09307848 


84-19335 


I 19.42/4:82-223 


Hydrology of area 1, Eastern Coal Province, Pennsylvania / by 


William J. Herb ... [et al.]. — Harrisburg, Pa. : U.S. Dept. of 
the Interior, Geological Survey, [1983] 

vi, 89 p. : ill. (some col.), maps (some col.) ; 28 cm. — 
(Water resources investigations) (Open file report ; 82-223) 
“September, 1983.” Bibliography: p. 88-89. @Item 624-B 

1. Hydrology — Pennsylvania. I. Herb, William J. II. 
Geological Survey (U.S.) III. Title: Eastern Coal Province, 
Pennsylvania. IV. Series: Water-resources investigations V. 
Series: Open-file report (Geological Survey (U.S.)) ; 82-223. 
OCLC 10874009 


84-19336 


I 19.42/4:82-505 


Hydrology of area 13, Eastern Coal Province, Kentucky, Vir- 


ginia, and West Virginia / by Jay Kiesler ... [et al.]. — Louis- 
ville, Ky. : U.S. Dept. of the Interior, Geological Survey, 
1983. 

v, 112 p. : ill. (some col.), maps (some col.) ; 28 cm. — 
(Water resources investigations) (Open file report ; 82-505) 
“May, 1983.” Bibliography: p. 110-112. @Item 624-B 

1. Hydrology — Kentucky. 2. Hydrology — Virginia. 3. 
Hydrology — West Virginia. I. Kiesler, Jay. II. Geological 
Survey (U.S.) III. Title: Eastern Coal Province, Kentucky, 
Virginia, and West Virginia. IV. Series: Water-resources in- 
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vestigations V. Series: Open-file report (Geological Survey 
(U.S.)) ; 82-505. OCLC 10603052 


84-19337 
I 19.42/4:82-647 
Hydrology of area 2, Eastern Coal Province, Pennsylvania and 
New York / by William J. Herb ... [et al.]. — Harrisburg, Pa. 
: U.S. Dept. of the Interior, Geological Survey, 1983. 

vi, 93 p. : ill. (some col.), maps (some col.) ; 28 cm. — 
(Water resources investigations) (Open file report ; 82-647) 
“September, 1983.” Bibliography: p. 92-93. @Item 624-B 

1. Hydrology — Pennsylvania. 2. Hydrology — New York 
(State) I. Herb, William J. II. Geological Survey (U.S.) 
III. Title: Eastern Coal Province, Pennsylvania and New 
York. IV. Series: Water-resources investigations V. Series: 
Open-file report (Geological Survey (U.S.)) ; 82-647. OCLC 
10741998 


84-19338 
I 19.42/4:82-858 
Fitzgerald, K. K. 

Hydrology of area 29, Eastern Region, Interior Coal Prov- 
ince, Illinois / by K.K. Fitzgerald, C.A. Peters, and E.E. 
Zuehls. — Urbana, Ill. : U.S. Dept. of the Interior, Geological 
Survey, [1983] 

v, 70 p. : ill. (some col.), maps (some col.) ; 28 cm. — 
(Water resources investigations) (Open file report ; 82-858) 
“September 1983.” Bibliography: p. 68-70. @lItem 624-B 

1. Hydrology — Illinois. I. Peters, Charles A. II. Zuehls, 
E. E. III. Geological Survey (U.S.) IV. Title. V. Title: 
Eastern Region, Interior Coal Province, Illinois. VI. Series: 
Water-resources investigations VII. Series: Open-file report 
(Geological Survey (U.S.)) ; 82-858. OCLC 10660956 


84-19339 
I 19.42/4:82-4063 
Terry, John E. 

Water-quality assessment of White River between Lake Se- 
quoyah and Beaver Reservoir, Washington County, Arkansas 
/ by J.E. Terry, E.E. Morris, and C.T. Bryant ; prepared in 
cooperation with the Arkansas Department of Pollution Con- 
trol and Ecology ; [prepared by United States Department of 
the Interior Geological Survey]. — Little Rock, Ark. : The 
Survey ; Denver, Colo. : Open-File Services Section, Western 
Distribution Branch, U.S. Geological Survey, 1983. 

vi, 84, 4, 19 p. : ill, 1 map ; 28 cm.— (Water-resources 
investigations report ; 82-4063) Bibliography: p. 81-84. 
@ltem 624-B 

1. Water quality — Arkansas — Washington County. 2. 
White River (Ark. and Mo.) I. Morris, Edward E. II. 
Bryant, Charles T. III. Arkansas. Dept. of Pollution Control 
and Ecology. IV. Geological Survey (U.S.) V. Title. VI. 
Series: Water resources investigations report ; 82-4063. 
OCLC 09397129 


84-19340 
I 19.42/4:83-33 
Staubitz, W. W. (Ward W.) 

Hydrology of area 6, Eastern Coal Province, Maryland, 
West Virginia, and Pennsylvania / by Ward W. Staubitz and 
John R. Sobashinski.— Towson, Md. : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

v, 71, [10] p. : ill. (some col.), maps (some col.) ; 28 cm. — 
(Water-resources investigations) (Open-file report ; 83-33) 
“September 1983.” Bibliography: p. 70-71. @lItem 624-B 
1. Hydrology — Maryland. 2. Hydrology — West Virgin- 

ia. 3. Hydrology — Pennsylvania. I. Sobashinski, John R. 
II. Geological Survey (U.S.) III. Title. IV. Title: Eastern 
Coal Province, Maryland, West Virginia, and Pennsylvania. 
V. Series: VI. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-33. OCLC 10794481 
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84-19341 
I 19.42/4:83-146 
Kuhn, Gerhard. 

Hydrology of area 54, Northern Great Plains, and Rocky 
Mountain coal provinces, Colorado, and Wyoming / by Ger- 
hard Kuhn, Pamela B. Daddow, Gordon S. Craig, Jr., and 
others. — Lakewood, Colo. : U.S. Dept. of the Interior, Geo- 
logical Survey, 1983. 

vi, 94 p. : ill. (some col.), maps (some col.) ; 28 cm. — 
(Water resources investigations) (Open file report ; 83-146) 
“December, 1983.” Bibliography: p. 87-91. @lItem 624-B 

1. Hydrology — Great Plains. 2. Hydrology — Colorado. 
3. Hydrology — Wyoming. I. Daddow, Pamela B. II. 
Craig, Gordon, S. III. Geological Survey (U.S.) IV. Title. 
V. Title: Northern Great Plains, and Rocky Mountain coal 
provinces, Colorado, and Wyoming. VI. Series: Water-re- 
sources investigations VII. Series: Open-file report (Geologi- 
cal Survey (U.S.)) ; 83-146. OCLC 10838344 


84-19342 
I 19.42/4:83-4060 

A Preliminary appraisal of sediment sources and transport in 
Kings Bay and vicinity, Georgia and Florida / by James B. 
McConnell ... [et al.] ; prepared in cooperation with the 
United States Navy, Officer in Charge of Construction, Tri- 
dent Naval Submarine Base. — Doraville, Ga. : U.S. Geologi- 
cal Survey ; Denver, Colo. : Open-File Services Section, 
Western Distribution Branch, U.S. Geoiogical Survey, 1984. 


vi, 68 p. : ill., 1 map ; 28 cm. — (Water-resources investiga- 
tions report ; 83-4060) “1983.” Bibliography: p. 66-68. 
@ltem 624-B 

1. Sediment transport — Georgia. 2. Sediment transport — 
Florida. I. McConnell, James B. II. Trident Naval Subma- 
rine Base (Ga.) III. Geological Survey (U.S.) IV. Series: 
Water resources investigations report ; 83-4060. OCLC 
10577999 


84-19343 
I 19.42/4:83-4136 
Graf, Julia B. 

Measurement of bedload discharge in nine Illinois streams 
with the Helley-Smith sampler / by Julia B. Graf ; prepared 
in cooperation with the U.S. Army Corps of Engineers, St. 
Louis and Rock Island Districts and Illinois Department of 
Transportation, Division of Water Resources. — Urbana, Ill. : 
U.S. Geological Survey, Water Resources Division ; Lake- 
wood, CO : Open-File Services Section, Western Distribution 
Branch, U.S. Geological Survey, 1984. 

ix, 70 p. : ill. ; 28 cm.— (Water-resources investigations 
report ; 83-4136) Bibliography: p. 70. @ltem 624-B 

1. Bed load — Illinois — Measurement. 2. Sediment trans- 
port — Illinois. I. United States. Army. Corps of Engineers. 
St. Louis District. II. United States. Army. Corps of Engi- 
neers. Rock Island District. III. Illinois. Division of Water 
Resources. IV. Geological Survey (U.S.) V. Title. VI. 
Series. OCLC 10369407 


84-19344 
I 19.42/4:83-4159 
Lusby, Gregg C. 

Use of rainfall-simulator data in precipitation-runoff model- 
ing studies / by Gregg C. Lusby and Robert W. Lichty ; 
prepared in cooperation with the U.S. Bureau of Land Man- 
agement. — Denver, Colo. : U.S. Dept. of the Interior, Geo- 
logical Survey : Open-File Services Section, Western Distri- 
bution Branch, U.S. Geological Survey, 1983. 

vii, 59 p. : ill, 1 map ; 28 cm.— (Water-resources investi- 
gations report ; 83-4159) Bibliography: p. 59. @lItem 624-B 





1. Runoff— Colorado. 2.. Watersheds — Colorado. I. 
Lichty, Robert W. II. United States. Bureau of Land Man- 
agement. III. Geological Survey (U.S.) IV. Title. V. 
Series: Water resources investigations report ; 83-4159. 
OCLC 10854884 


84-19345 
I 19.42/4:83-4208 
Hardy, Mark A. 

Chemical and biological quality of streams at the Indiana 
Dunes National Lakeshore, Indiana, 1978-80 / by Mark A. 
Hardy ; prepared in cooperation with the National Park Serv- 
ice. — Indianapolis, Ind. : U.S. Geological Survey ; Denver, 
Colo. : Open-File Services Section, Western Distribution 
Branch, U.S. Geological Survey, 1984. 

viii, 95 p. : iil., maps ; 28 cm. — (Water-resources investiga- 
tions ; 83-4208) Bibliography: p. 55-57. @lItem 624-B 

1. Water quality —Indiana—Indiana Dunes National 
Lakeshore — Measurement. 2. Indiana Dunes National Lake- 
shore (Ind.). I. United States. National Park Service. II. 
Geological Survey (U.S.) III. Title. IV. Series: Water re- 
sources investigations report ; 83-4208. OCLC 10859942 


84-19346 
I 19.42/4:83-4233 
Whitesides, Douglas V. 

Problems of rising ground-water levels in urban areas with 
special reference to the Louisville, Kentucky area / by Doug- 
las V. Whitesides, Robert J. Faust, and Douglas D. Zettwoch 
; prepared in cooperation with the Kentucky Geological 
Survey, University of Kentucky. — Louisville, Ky. : U.S. Ge- 
ological Survey ; Lakewood, CO : Open-File Services Sec- 
tion, Western Distribution Branch, U.S. Geological Survey, 
1984. 

v, 26 p. : ill., maps ; 28 cm. — (Water resources investiga- 
tions report ; 83-4233) “1983.” Bibliography: p. 25-26. 
@ltem 624-B 

1. Water, Underground — Kentucky — Louisville. 2. 
Water-supply — Kentucky — Louisville. I. Faust, Robert J. 
II. Zettwoch, Douglas D. III. Kentucky Geological Survey. 
IV. Geological Survey (U.S.) V. Title. VI. Series. OCLC 
10743291 


84-19347 
I 19.42/4:83-4271 
Shedlock, Robert J. 

Shallow ground-water flow and drainage characteristics of 
the Brown Ditch basin near the East Unit, Indiana Dunes 
National Lakeshore, Indiana, 1982 / by Robert J. Shedlock 
and William E. Harkness ; prepared in cooperation with the 
National Park Service. — Indianapolis, Ind. : U.S. Geological 
Survey ; Denver, Colo. : Open-File Services Section, Western 
Distribution Branch, U.S. Geological Survey, 1984. 

iv, 37 p. : ill, maps ; 28 cm. — (Water-resources investiga- 
tions report ; 83-4271) Bibliography: p. 37. @lItem 624-B 

1. Water, Underground — Indiana — Porter County — 
Brown Ditch Region. 2. Water table — Indiana — Porter 
County — Brown Ditch Region. I. Harkness, William. E. 
II. United Stetes. National Park Service. III. Geological 
Survey (U.S.) IV. Title. V. Series: Water resources investi- 
gations report ; 83-4271. OCLC 10910622 

84-19348 
I 19.42/4:84-4019 
Weigel, Jay F. 

Turbidity and suspended sediment in the Jordan River, Salt 
Lake County, Utah / by Jay F. Weigel ; prepared in coopera- 
tion with the Salt Lake County Division of Flood Control 
and Water Quality. — Salt Lake City, Utah : U.S. Dept. of 

iP Interior, Geological Survey ; Denver, Colo. : Open-File 
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Services Section, Western Distribution Branch, U.S. Geologi- 
cal Survey, 1984. 

iii, 17 p. : ill., 1 map ; 28 cm. — (Water-resources investiga- 
tions report ; 84-4019) Bibliography: 16-17. @lItem 624-B 

1. Sediment, Suspended — Utah — Jordan River. 2. Tur- 
bidity. 3. Water quality — Utah— Jordan River. I. Salt 
Lake County (Utah). Division of Flood Control and Water 
Quality. II. Geological Survey (U.S.) III. Title. IV. 
Series: Water resources investigations report ; 84-4019. 
OCLC 10882378 


84-19349 
1 19.42/4:84-4038 
Perry, Charles A. 

Flood-frequency estimates for five gaged basins in Wichita, 
Kansas / by Charles A. Perry and Robert J. Hart ; prepared 
in cooperation with the city of Wichita, Kansas. — Lawrence, 
Kan. : U.S. Geological Survey ; [Denver, Colo. : Open-File 
Services Section, Western Distribution Branch, U.S. Geologi- 
cal Survey], 1984. 

iv, 23 p. : ill., 1 map ; 28 cm. — (Water-resources investiga- 
tions report ; 84-4038) Bibliography: p. 22-23. @lItem 624- 
B 

1. Flood control — Kansas — Wichita. 2. 
Kansas — Wichita. I. Hart, Robert J. II. Wichita (Kan.) 
III. Geological Survey (U.S.) IV. Title. V. Series: Water 
resources investigations report ; 84-4038. OCLC 10933200 


84-19350 


Drainage — 


I 19.42/4:84-4047 
Bevans, Hugh E. 

Hydrologic responses of streams to mining of the Mulberry 
coal reserves in eastern Kansas / by Hugh E. Bevans. — 
Lawrence, Kan. : U.S. Geological Survey ; [Lakewood, 
Colo. : Open-File Services Section, Western Distribution 
Branch, U.S. Geological Survey], 1984. 

vi, 30 p. : ill., maps ; 28 cm. — (Water-resources investiga- 
tions report ; 84-4047) Bibliography: p. 29-30. @Item 624- 
B 

1. Coal mines and mining — Environmental aspects — 
Kansas. 2. Water quality — Kansas. I. Geological Survey 
(U.S.) II. Title. III. Series: Water resources investigations 
report ; 84-4047. OCLC 10945735 


84-19351 
I 19.42/4-2:G 27/983 
Geological Survey (U.S.) 

Water resources investigations, Georgia district, 1983 / De- 
partment of the Interior, United States Geological Survey in 
cooperation with the Georgia Department of Natural Re- 
sources and other state, municipal, and federal agencies. — 
Doraville, Ga. : The Survey, [1983] 

iii, 44 p.: ill, 1 map; 28cm. “January 1983.” Bibliogra- 
phy: p. 29-44. @Item 624-B 

1. Water resources development — Georgia. 
Dept. of Natural Resources. II. Title. 


84-19352 


I. Georgia. 
OCLC 10744586 


1 19,65/2:981 
United States earthquakes. Golden, Colo. : U.S. Dept. of the 
Interior, Geological Survey ; Washington, D.C. : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 
v. : ill, maps ; 26-28 cm. (U.S. Geological Survey special 
publication) 
Annual 
$5.00 
Began with 1928. Previously classed: C 4.25/2:, C 55.417/ 
2:, C 55.226: 1981. Description based on: 1978. Vols. for 
1928- issued by U.S. Coast and Geodetic Survey; 19 -69 by 
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National Earthquake Information Center; 1970 by National 
Geophysical Data Center; 1971-72 by National Geophysical 
and Solar-Terrestrial Data Center; 1973- by U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, and U.S. Dept. of the Interior, Geological Survey. 
@ltem 208 S/N 024-001-03512-0 ISSN 0091-1429 Contin- 
ues: Seismological report 

1. Earthquakes — United States — Periodicals. 1. Geologi- 
cal Survey (U.S.) II. United States. National Oceanic and 
Atmospheric Administration. III. U.S. Coast and Geodetic 
Survey. IV. National Earthquake Information Center. V. 
National Geophysical Data Center. VI. National Geophysi- 
cal and Solar-Terrestial Data Center. VII. Series. 
QE535.2.U6U55 75-640209 //r782 551.2/2/0973 OCLC 
01798128 


Unpublished open-file reports are available as paper reproduc- 
tion copies only at prices listed by the Open-File Services Sec- 
tion, Box 25425, Denver Federal Center, Denver, Colorado 
80225 


84-19353 
I 19.76:81-140 
Johnson, Phillip W. 

Fluoride concentrations in water from four principal coastal 
plain aquifer systems, South Carolina microform / by Phillip 
W. Johnson and James M. Rhett ; prepared in cooperation 
with the South Carolina Department of Health and Environ- 
mental Control. — Columbia, S.C. : U.S. Geological Survey ; 
[Denver, Colo. : Open-File Services Section, Western Distri- 
bution Branch], 1981. 

1 v. : ill, maps ; 28 cm. — (Water-resources investigations) 
(Open-file report ; 81-140) Microfiche. [Denver, Colo. : U.S. 
Geological Survey, 19817]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 11. @Item 624-H (microfiche) 

1. Fluorides. 2. Aquifers— South Carolina. 3. Water, 
Underground — South Carolina. I. Rhett, James M. II. 
South Carolina. Dept. of Health and Environmental Control. 
III. Geological Survey (U.S.) IV. Title. V. Series. VI. 
Series: Open-file report (Geological Survey (U.S.)) ; 81-140. 
OCLC 10896041 

84-19354 
I 19.76:81-540 
Puente, Celso. 

Assessment of hydrologic conditions in potential coal-lease 
tracts in the Warrior coal field, Alabama microform / by 
Celso Puente, J.G. Newton, and R.H. Bingham ; prepared in 
cooperation with the U.S. Bureau of Land Management. — 
[Reston, Va.?] : U.S. Geological Survey, 1982. 

1 v. : ill, maps ; 28 cm. — (Water-resources investigations) 
(Open-file report ; 81-540) Microfiche. [Denver, Colo. : U.S. 
Geological Survey, 19837]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 38. @lItem 624-H (microfiche) 

1. Hydrology— Alabama. 2. Coal — Alabama — Re- 
serves. I. Newton, John G., 1929- II. Bingham, Roy H., 
1930- III. United States. Bureau of Land Management. IV. 
Geological Survey (U.S.) V. Title. VI. Series. VII. 
Series: Open-file report (Geological Survey (U.S.)) ; 81-540. 
OCLC 10928278 


84-19355 
I 19.76:81-677 
Sorenson, Stephen K. 

Water-quality assessment of Cache Creek, Yolo, Lake, and 
Colusa Counties, California microform / by Stephen K. Sor- 
enson and Ann L. Elliott ; prepared in cooperation with the 
California State Water Resources Control Board. — Menlo 
Park, Calif. : U.S. Geological Survey, [1981] 

1 v. : ill., maps ; 28 cm. — (Water-resources investigations) 
(Open-file report ; 81-677) Microfiche. [Denver, Colo. : U.S. 
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Geological Survey, 19837]. 2 microfiches ; 11 x 15 cm. 
1981.” Bibliography: p. 39-41. @ltem 624-H (microfiche) 

1. Water quality — California. 2. Cache Creek (Yolo 
County-Lake County, Calif.) I. Elliott, Ann L. II. Califor- 
nia. State Water Resources Control Board. III. Geological 
Survey (U.S.) IV. Title. V. Series. VI. Series: Open-file 
report (Geological Survey (U.S.)) ; 81-677. OCLC 10891934 


84-19356 


“July 


I 19.76:81-916 
Martin, M. M. 

Hydrologic data for the Potomac Formation in New Castle 
County, Delaware microform / by M.M. Martin and J.M. 
Denver ; prepared in cooperation with the U.S. Army Corps 
of Engineers and the Delaware Department of Natural Re- 
sources and Environmental Control. — Dover, Del. : U.S. 
Geological Survey, 1982. 

1 v. : ill, maps ; 28 cm. — (Water-resources investigations) 
(Open-file report ; 81-916) Microfiche. [Denver, Colo. : U.S. 
Geological Survey, 19822]. 3 microfiches ; 11 x 15cm. Bibli- 
ography: p. 123-125. @lItem 624-H (microfiche) 

1. Hydrology —Delaware—New Castle County. I. 
Denver, J. M. II. United States. Army. Corps of Engineers. 
III. Delaware. Dept. of Natural Resources and Environmental 
Control. IV. Geological Survey (U.S.) V. Title. VI. 
Series. VII. Series: Open-file report (Geological Survey 
(U.S.)) ; 81-916. OCLC 10896035 


84-19357 
I 19.76:81-1221 
Geological Survey (U.S.) 

High-resolution seismic reflection profiles : Navarin Basin 
province, northen Bering Sea, 1980 microform / by Paul R. 
Carlson and Herman A. Karl. Scale ca. 1:1,600,000 (E 178°— 
W 170°/N 62°—N 56°) —— [Reston, Va.] : U.S. Geological 
Survey, 1981. 

1 map ; 67 x 75 cm. 1 text (4 leaves ; 28 cm.) (Open-file 
report ; 81-1221) Microfiche. [Denver, Colo. : U.S. Geolgo- 
cial Survey, 1983?]. 2 microfiches ; 11 x 15 cm. Map shows 
tracklines. @lItem 624-H (microfiche) 

1. Seismic prospecting — Bering Sea— Maps. 2. Seismolo- 
gy — Bering Sea— Maps. 3. Bering Sea— Maps. I. Carl- 
son, Paul R. (Paul Roland), 1933- II. Karl, Herman A. III. 
Title. IV. Series: Open-file report Geological Survey (U.S.) ; 
81-1221. OCLC 10859806 


84-19358 
I 19,76:82-266 
Parks, William Scott. 

Installation and sampling of observation wells and analyses 
of water from the shallow aquifer at selected waste disposal 
sites in the Memphis Area, Tennessee / by W.S. Parks, D.D. 
Graham, and J.F. Lowery ; prepared in cooperation with the 
Memphis and Shelby County Office of Planning and Devel- 
opment. — Memphis, Tenn. : U.S. Dept. of the Interior, Geo- 
logical Survey, 1982. 

iv, 32 p. : 1 ill., maps ; 28 cm. — (Open-file report ; 82-266) 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 32. @lItem 624-H (microfiche) 

1. Water, | Underground — Pollution — Tennessee. I. 
Graham, D. D. II. Lowery, J. F. III. Memphis and Shelby 
County Office of Planning and Development. IV. Title. V. 
Series: Open-file report (Geological Survey (U.S.)) ; 82-266. 
OCLC 08442537 


84-19359 
I 19.76:82-433 
Gunard, Kurt T. 
Small-stream flood investigations in Minnesota, October 
1958 to September 1980 : with floods from selected larger 





448-861 - 84 - 6 


drainage areas microform / by K.T. Gunard and C.J. Smith ; 
prepared in cooperation with the Minnesota Department of 
Transportation, Minnesota Department of Natural Resources, 
United States Army Corps of Engineers. — St. Paul, Minn. : 
U.S. Dept. of the Interior, Geological Survey, 1982. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 82-433) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19827]. 
3 microfiches ; 11 x 15 cm. “May 1982.” Bibliography: p. 
16-17. @lItem 624-H (microfiche) 

1. Stream measurements — Minnesota. 2. Floods — Minne- 
sota. I. Smith, C.J. II. Minnesota. Dept. of Transportation. 
III. Minnesota. Dept. of Natural Resources. IV. United 
States. Army. Corps of Engineers. V. Geological Survey 
(U.S.) VI. Title. VII. Series: Open-file report (Geological 
Survey (U.S.)) ; 82-433. OCLC 10910667 


84-19360 
I 19,76:82-608 
Barnes, Peter W. 

Erosion and migration of an artificial sand and gravel 
island, Niakuk III, Beaufort Sea, Alaska microform / Peter 
Barnes and Thomas Reiss. — Menlo Park, Calif. : U.S. Geo- 
logical Survey, [19827] 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 82-608) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 9. @lItem 624- 
H (microfiche) 

1. Erosion — Alaska — Prudhoe Bay Region. 2. Offshore 
structures — Hydrodynamics. 3. Prudhoe Bay Region 
(Alaska) I. Reiss, Thomas E. II. Geological Survey (U.S.) 
III. Title. IV. Series: Open-file report (Geological Survey 
(U.S.)) ; 82-608. OCLC 10937358 


84-19361 
I 19.76:82-618 
Foose, M. P. 

Geologic report and recommendations for the cobalt mis- 
sion to Morocco microform / sponsored by the Trade and 
Development Program of the International Development Co- 
operation Agency, by M.P. Foose and D.L. Rossman ; pre- 
pared under the auspices of the Trade and Development 
Program and the Government of Morocco. — [Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey, 1982. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 82-618) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19827]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 23-25. @lItem 
624-H (microfiche) 

1. Cobalt ores— Morocco. I. Rossman, D. L. II. United 
States Trade and Development Program. III. Geological 
Survey (U.S.) IV. Title. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 82-618. OCLC 10910761 


84-19362 


I 19.76:82-726 
German, Peter. 

STEREO, a computer program for projecting and plotting 
stereograms microform / by Peter German and Carl John- 
son. — [Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 82-726) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15cm. Bibliography: p. 31. @lItem 624-H 
(microfiche) 

1. Seismology — United States — Computer programs. 2. 
Stereoscopic views —- Computer programs. I. Johnson, Carl. 
II. Geological Survey (U.S.) III. Title. IV. Series: Open- 


file report (Geological Survey (U.S.)) ; 82-726. OCLC 
10891454 
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84-19363 
I 19.76:82-765 
Jones, Blair F. s 

Mineralogy of fine grained alluvium from borehole U11G, 
expl. 1, northern Frenchman Flat area, Nevada Test Site 
microform / by Blair F. Jones. — [Reston, Va.?] : U.S. Dept. 
of the Interior, Geological Survey ; [Denver, Colo. : Open- 
File Services Section, Branch of Distribution, U.S. Geological 
Survey], 1982. 

1 v. ; ill. ; 28 cm.— (Open-file report / U.S. Geological 
Survey ; 82-765) Microfiche. [Denver, Colo. : U.S. Geologi- 
cal Survey, 19837]. 1 microfiche ; 11 x 15 cm. Bibliography: 
p. 10. @lItem 624-H (microfiche) 

1. Mineralogy — Nevada. 2. Alluvium — Nevada. I. Ge- 
ological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 82-765. OCLC 10928264 


84-19364 
I 19.76:82-768 
Steiner, John W. 

A generic guide to the larvae of the Neararctic Tanytarsini 
microform / by John W. Steiner, Jan Stephen Doughman and 
Craig R. Moore. — Doraville, Ga. : U.S. Dept. of the Interi- 
or, Geological Survey, [1982] 

1 v. : ill. ; 28 cm.— (Open-file report ; 82-768) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. “May 1982.” Bibliography: p. 39- 
40. @ltem 624-H (microfiche) 

1. Aquatic biology — Arctic Ocean. 2. Fishes — Larvae. 
I. Doughman, Jan S. II. Moore, Craig R. III. Geological 
Survey (U.S.) IV. Title. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 82-768. OCLC 10896061 


84-19365 
I 19.76:82-769 
Vaccaro, J. J. 

Evaluation of water-quality characteristics of part of the 
Spokane aquifer, Washington and Idaho, using a solute-trans- 
port digital model microform / by J.J. Vaccaro and E.L. 
Bolke ; prepared in cooperation with the Spokane County 
Engineer’s Office. — Tacoma, Wash. : U.S. Dept. of the Inte- 
rior, Geological Survey ; [Lakewood, Colo. : Open-File Serv- 
ices Section, Western Distribution Branch, U.S. Geological 
Survey], 1983. 

1 v. : ill, maps ; 28 cm. — (Water-resources investigations) 
(Open-file report ; 82-769) Microfiche. [Denver, Colo. : U.S. 
Geological Survey, 19837]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 68-69. @ltem 624-H (microfiche) 

1. Water, Underground — Washington (State) — Spokane. 
2. Water quality — Washington (State)— Spokane. I. Bolke, 
E. L. II. Spokane County Engineer’s Office. III. Geologi- 
cal Survey (U.S.) IV. Title. V. Series. VI. Series: Open- 
file report (Geological Survey (U.S.)) ; 82-769. OCLC 
10891442 


84-19366 
I 19.76:82-771 
Meyer, William, 1939- 
Filling of Spirit Lake, Washington, May 18, 1980 to July 
31, 1982 microform / by William Meyer and Phiiip J. Carpen- 
ter. — Tacoma, Wash. : U.S. Dept. of the Interior, Geological 
Survey ; [Lakewood, Colo. : Open-File Services Section, 
Western Distribution Branch, U.S. Geological Survey], 1983. 


1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 82-771) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. Bibliography: p. 19. @lItem 624- 
H (microfiche) 
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1. Spirit Lake (Wash.) I. Carpenter, Philip J. II. Geolog- 
ical Survey (U.S.) III. Title. IV. Series: Open-file report 
(Geological Survey (U.S.)) ; 82-771. OCLC 10891931 


84-19367 
I 19.76:82-814 
Arizona vegetation resource inventory (AVRI) accuracy assess- 
ment : final report microform / by John Szajgin ... [et al.]. — 
[Reston, Va.?] : U.S. Geological Survey, 1982. 

1 v. : ill, 1 map ; 28 cm.— (Geological Survey open-file 
report ; no. 82-814) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19837]. 1 microfiche ; 11 x 15 cm. Bibliogra- 
phy: p. 29-30. @lItem 624-H (microfiche) 

1. Vegetation surveys. 2. Vegetation classification — Ari- 
zona. I. Szajgin, John. II. Geological Survey (U.S.) III. 
Title: Arizona vegetation resource inventory (A.V.R.I.) accu- 
racy assessment. OCLC 10896078 


84-19368 
I 19.76:82-861 
Kauffman, C. D. 

Time-of-travel and dispersion studies, Lehigh River, Fran- 
cis E. Walter Lake to Easton, Pennsylvania / by C.D. Kauff- 
man, Jr. ; prepared in cooperation with the Delaware River 
Basin Commission. — Harrisburg, Pa. : U.S. Geological 
Survey ; Denver, Colo. : Open-File Services Section, Western 
Distribution Branch, [1983] 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 82-861) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19827]. 
1 microfiche ; 11 x 15 cm. “May 1983.” Bibliography: p. 
32. @ltem 624-H (microfiche) 

1. Stream measurements — Pennsylvania — Lehigh River. 
I. Delaware River Basin Commission. II. Geological Survey 
(U.S.) III. Title. IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 82-861. OCLC 10909855 


84-19369 
I 19.76:82-922 
Fuhrer, Gregory J. 

Analyses of elutriates, native water, and bottom material in 
selected rivers and estuaries in western Oregon and Washing- 
ton microform / by Gregory J. Fuhrer and Frank A. Rinella ; 
prepared in cooperation with the U.S. Army Corps of Engi- 
neers. — Portland, Or. : U.S. Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 82-922) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
3 microfiches ; 11 x 15 cm. Bibliography: p. 14. @Item 
624-H (microfiche) 

1. Sediments (Geology) — Oregon. 2. Sediments (Geolo- 
gy) — Washington (State) 3. Estuarine sediments — Oregon. 
4. Estuarine sediments— Washington (State) I. Rinella, 
Frank A. II. United States. Army. Corps of Engineers. III. 
Geological Survey (U.S.) IV. Title. V. Series: Open-file 
report (Geological Survey (U.S.)) ; 82-922. OCLC 10891408 


84-19370 
I 19.76:82-975 
Rowland, Robert W. 

Marine geological profiles in the Southern California Conti- 
nental Borderland collected in 1974 on the R/V S.P. LEE 
microform / by R.W. Rowland, S.H. Clarke, Jr., and H.G. 
Greene. — (Reston, Va.?] : U.S. Dept. of the Interior, Geolog- 
ical Survey, [19837] 

1 v. ; 28 cm.— (Open-file report ; 82-975) Microfiche. 
[Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
;11x 15cm. @ltem 624-H (microfiche) 

1. Submarine geology. I. Clarke, S.H. II. Greene, H. G. 
III. Geological Survey (U.S.) IV. Title. V. Series: Open- 


file report (Geological Survey (U.S.)) ; 82-975. OCLC 
10891426 
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84-19371 


I 19.76:82-1004 


Methods for the determination of organic substances in water 


and fluvial sediments : U.S. Geological Survey techniques of 
water-resources investigations, book 5, laboratory analysis, 
chapter A3 microform / R.L. Wershaw ... [et al.], editors. — 
Denver, Colo. : U.S. Dept. of the Interior, Geological 
Survey : Open-File Services Section, Western Distribution 
Branch, [1983] 

1 v. : ill. ; 28 cm.— (Open file report ; 82-1004) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19832]. 2 
microfiches ; 11 x 15 cm. Supersedes “Methods for analysis 
of organic substances in water” by Donald F. Goerlitz and 
Eugene Brown (U.S. Geol. Survey Tech. Water-resources 
inv., book 5, chap. A3, 1972) “June 1983.” Includes bib- 
liographies. @lItem 624-H (microfiche) 

1. Water — Analysis. 2. Marine sediments — Analysis. I. 
Wershaw, R. L. II. Geological Survey (U.S.) III. Series: 
Open-file report (Geological Survey (U.S.)) ; 82-1004. 
OCLC 10910689 


84-19372 


I 19.76:82-1012 


Herbert, Richard A. 


An assessment of the hydrologic information required for 
the U.S. Bureau of Land Management-U.S. Geological 
Survey Coal-Hydrology program in the west / by Richard A. 
Herbert ; prepared in cooperation with the U.S. Bureau of 
Land Management. — Lakewood, Colo. : U.S. Geological 
Survey ; Denver, CO : Open-File Services Section, Western 
Distribution Branch, U.S. Geological Survey, 1984. 

1 v. : ill, 3 maps ; 28 cm.— (Open-file report ; 82-1012) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 28. @lItem 624- 
H (microfiche) 

1. Water — Pollution —- United States — Measurement. 2. 
Coal mines and mining — Environmental aspects — United 
States. I. United States. Bureau of Land Management. II. 
Geological Survey (U.S.) III. Title. IV. Series: Open-file 
report (Geological Survey (U.S.)) ; 82-1012. OCLC 
10909836 


84-19373 


I 19.76:83-44 


Hydrologic data for urban studies in Austin, Texas, metropoli- 


tan area, 1981 [microform] / by R.M. Slade, Jr. ... [et al.] ; 
prepared in cooperation with the City of Austin and the 
Texas Department of Water Resources. — Austin, Tex. : U.S. 
Dept. of the Interior, Geological Survey, 1983. 

vi, 293 p. : ill, maps ; 28 cm.— (Open-file report ; 83-44) 
Chiefly tables. Microfiche. [Denver, Colo. : U.S. Geological 
Survey, 19832]. 5 microfiches ; 11 x 15cm. Bibliography: p. 
18. @lItem 624-H (microfiche) 

1. Urban hydrology — Texas — Austin. I. Slade, R. M. 
II. Geological Survey (U.S.) III. Austin (Tex.) IV. Texas. 
Dept. of Water Resources. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-44. OCLC 10880011 


84-19374 


1 19.76:83-136 


Emerson, Douglas G. 


Data from the surface-water hydrologic investigations of 
the Hay Creek study area, Montana, and the West Branch 
Antelope Creek study area, North Dakota, October 1976 
through April 1982 microform / by Douglas G. Emerson, 
Steven W. Norbeck, and Kelvin L. Boesflug ; prepared in 
cooperation with the U.S. Bureau of Land Management. — 
Bismarck, N.D. : U.S. Dept. of the Interior, Geological 





Survey ; [Denver, CO : Open-File Services Section, Branch 
of Distribution, U.S. Geological Survey], [1983] 

1 v. : maps ; 28 cm. — (Open-file report ; 83-136) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 3 
microfiches ; 11 x 15 cm. “February 1983.” Bibliography: 
p. 21-22. @Item 624-H (microfiche) 

j 3 Hydrology — Montana — Wibbaux County — Hay 
Creek. 2. Hydrology — North Dakota— Antelope Creek. 
I. Norbeck, Steven W. II. Boesflug, Kelvin L. III. United 
States. Bureau of Land Management. IV. Geological Survey 
(U.S.) V. Title. VI. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-136. OCLC 10891433 

84-19375 
I 19.76:83-141 
Rush, F. Eugene. 

Geohydrologic and drill-hole data for test well USW H-1, 
adjacent to Nevada Test Site, Nye County, Nevada micro- 
form / by F.E. Rush, William Thordarson, and Laura Bruch- 
keimer. — [Reston, Va.?] : U.S. Dept. of the Interior, Geolog- 
ical Survey ; [Lakewood, Colo. : Open-File Services Section, 
Western Distribution Branch, U.S. Geological Survey], 1983. 


1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-141) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 38. @lItem 624- 
H (microfiche) 

1. Radioactive waste disposal in the ground — Nevada — 
Nye County. 2. Wells — Nevada— Nye County. I. Thor- 
darson, William. II. Bruckheimer, Laura. III. Geological 
Survey (U.S.) IV. Title. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-141. OCLC 10891939 

84-19376 
I 19.76:83-143 
Maloney, Thomas J. 

Hydrologic data from the Johnson Brook phosphorus load- 
ing study, Kennebec County, Maine, March 1980 through 
September 1981 microform / by Thomas J. Maloney, David 
R. Dominie II, and William J. Nichols, Jr. ; prepared in 
cooperation with the Maine Department of Environmental 
Protection. — Augusta, Me. : U.S. Dept. of the Interior, Geo- 
logical Survey, [1983] 

1 v. : 1 map ; 28 cm. — (Open-file report ; 83-143) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15cm. “March 1983.” Bibliography: p. 9. 
@ltem 624-H (microfiche) 

1. Hydrology — Maine — Kennebec County. 2. Johnson 
Brook (Waldo County-Kennebec County, Me.) I. Dominie, 
David R. II. Nichols, William J. III. Maine. Dept. of Envi- 
ronmental Protection. IV. Geological Survey (U.S.) V. 
Title. VI. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-143. OCLC 10891447 

84-19377 
I 19,.76:83-144 
Basler, J. A. 

Instrumentation used for hydraulic testing of potential 
water-bearing formations at the Waste Isolation Pilot Plant 
site in southeastern New Mexico microform / by J.A. 
Basler. — Albuquerque, N.M. : U.S. Geological Survey ; 
[Denver, Colo. : Open-File Services Section, Branch of Dis- 
tribution, U.S. Geological Survey], 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-144) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibiliography: p. 29. @lItem 624- 
H (microfiche) 

1. Hydraulic engineering — New Mexico — Instruments. 
I. Geological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-144. OCLC 10891807 
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84-19378 
I 19.76:83-155 
Boyce, E. G. 

WELLMAP, a FORTRAN computer program for the gen- 
eration of maps of specified geographic areas with a variety 
of well symbols available to depict the current status of given 
oil and gas drilling microform / by E.G. Boyce, Jr., and 
Robert M. Turner. —[Reston, Va.?] : Dept. of the Interior, 
U.S. Geological Survey, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-155) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. Bibliography: p. 24. @lItem 624- 
H (microfiche) 

1. Oil well drilling — Computer programs. 2. Gas well 
drilling — Computer programs. I. Turner, Robert M. II. 
Geological Survey (U.S.) III. Title. IV. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-155. OCLC 10891795 


84-19379 
I 19.76:83-170-B 
Mineral resource assessment of the Circle quadrangle, Alaska 
microform / W.D. Menzie ... [et al.]. —- [Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey, 1983. 
1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-170-B) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 34-37. @lItem 
624-H (microfiche) 
1. Mines and mineral resources — Alaska. I. Menzie, W. 
D. II. Geological Survey (U.S.) III. Series: Open-file 


report (Geological Survey (U.S)) 83-170-B. OCLC 
10891780 


84-19380 
I 19.76:83-205 
Data supplement to : quality of coal mine drainage in Washing: 
ton, 1975-77 microform / by L.A. Fuste ... [et al.]. — Tacoma, 
Wash. : U.S. Geological Survey ; [Lakewood, Colo. : Open- 
File Services Section, Western Distribution Branch, U.S. Ge- 
ological Survey], 1983. 

1 v. : maps ; 28 cm.— (Open-file report ; 83-205) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 8. @lItem 624-H 
(microfiche) 

1. Mine drainage. 2. Coal mines and mining — Environ- 
mental aspects — Washington (State) I. Fuste, Luis A. II. 
Geological Survey (U.S.) III. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-205. OCLC 10891765 


84-19381 





I 19.76:83-219 
Wald, James D. 

Ground-water data for selected coal areas in western North 
Dakota microform / by James D. Wald and Steven W. Nor- 
beck ; prepared in cooperation with the U.S. Bureau of Land 
Management. — Bismarck, N.D. : U.S. Dept. of the Interior, 
Geological Survey ; [Denver, CO : Open-File Services Sec- 
tion, Western Distribution Branch, U.S. Geological Survey, 
1983 

1 4 : ill, maps ; 28 cm.— (Open-file report ; 83-219) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837}. 
6 microfiches ; 11x 15cm. “February 1983.” Bibliography: 
p. 19-23. @lItem 624-H (microfiche) 

1. Water, Underground — North Dakota. 2. Coal mines 
and mining — Environmental aspects— North Dakota. I. 
Norbeck, Steven W. II. United States. Bureau of Land Man- 
agement. III. Geological Survey (U.S.) IV. Title. V. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-219. 
OCLC 10891769 
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84-19382 1. Water resources development — Wyoming. I. Geologi- 
cal Survey (U.S.) II. Title. III. Series: Open-file report 


(Geological Survey (U.S.)) ; 83-254. OCLC 10909876 
84-19386 


I 19.76:83-222 
Dunlap, L. E. 
Geohydrology and model analysis of stream-aquifer system 


along the Arkansas River in Kearny and Finney counties, 
southwestern Kansas. [microform] / by L.E. Dunlap, R.J. 
Lindgren, and C.G. Sauer ; prepared in cooperation with the 
Kansas State Board of Agriculture, Division of Water Re- 
sources. — Lawrence, Kan. : U.S. Dept. of the Interior, Geo- 
logical Survey, 1983. 

x, 84 p. : ill, maps ; 28 cm.— (Open-file report ; 83-222) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837). 
2 microfiches ; 11 x 15 cm. Bibliography: p. 82-84. @lItem 
624-H (microfiche) 

1. Aquifers —Kansas— Kearny County. 2. Aquifers — 
Kansas — Finney County. 3. Aquifers — Kansas — Arkansas 
River Valley. I. Lindgren, Richard J. II. Sauer, C. G. III. 
Geological Survey (U.S.) IV. Kansas. State Board of Agri- 
culture. Division of Water Resources. V. Title. VI. Series: 
Open-file report (Geological Survey (U.S.)) ; 83-222. OCLC 
10931559 


84-19383 


I 19.76:83-224 
Callahan, J. A. 

Water use in Mississippi, 1980 microform / by J.A. Calla- 
han ; prepared by U.S. Geological Survey in cooperation 
with the Mississippi Department of Natural Resources, 
Bureau of Land and Water Resources. — Jackson, Miss. : The 
Survey, 1983. 

1 v. : ill., maps ; 28 cm.— (Open-file report ; no. 83-224) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15cm. @lItem 624-H (microfiche) 

1. Water consumption — Mississippi. I. Geological Survey 
(U.S.) II. Mississippi. Bureau of Land and Water Resources. 


Ill. Title. IV. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-224. OCLC 10937365 


84-19384 


1 19.76:83-253 


I 19.76:83-258 


Jones, Stanley H. 


Floods from small drainage basins in Alaska / by Stanley 
H. Jones ; prepared in cooperation with the Alaska Depart- 
ment of Transportation and Public Facilities and U.S. Depart- 
ment of Transportation, Federal Highway Administration. — 
Anchorage, Alaska : U.S. Dept. of the Interior, Geological 
Survey ; Denver, Colo. : Open-File Services Section, Western 
Distribution Branch, 1983. 

1 v. : ill., 1 map ; 28 cm. — (U.S. Geological Survey open- 
file report ; 83-258) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19837]. 2 microfiches ; 11 x 15cm. Bibliogra- 
phy: p. 6. @Item 624-H (microfiche) 

1. Floods— Alaska. 2. Stream measurements — Alaska. 
I. Alaska. Dept. of Transportation and Public Facilities. II. 
United States. Federal Highway Administration. III. Geo- 
logical Survey (U.S.) IV. Title. V. Series. OCLC 
10909826 


84-19387 


I 19.76:83-270 


The U.S. Geological Survey’s water resources program in New 


York microform / compiled by Denise A. Wiltshire. — 
Albany, N.Y. : U.S. Geological Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-270) Microfiche. 
(Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; 11 x 15 cm. Bibliography: p. 12. @ltem 624-H (micro- 
fiche) 

1, Geological Survey (U.S.) 2. Hydrology — New York 
(State) 3. Water quality —— New York (State) 4. Water re- 
sources development—New York (State) I. Wiltshire, 
Denise A. II. Geological Survey (U.S.) III. Series: Open- 
file report (Geological Survey (U.S.)) ; 83-270. OCLC 
10937378 


Blattner, Joe L. 


Water-level records for the northern High Plains of Colora- 
do, 1979-83 microform / by Joe L. Blattner and Bruce D. 


84-19388 
I 19.76:83-271 
Holmes, Walter F. 


Rasmuson ; prepared in cooperation with the Colorado De- 
partment of Natural Resources, Division of Water Resources, 
Office of the State Engineer ... [et al.]. — Lakewood, Colo. : 
U.S. Geological Survey ; Denver, CO : For sale by Open-File 
Services Section, Western Distribution Branch, U.S. Geologi- 
cal Survey, 1983. 

lv. : 2 maps ; 28 cm.— (Open-file report ; 83-253) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. @lItem 624-H (microfiche) 

1. Water, Underground— Colorado. 2. Water, Under- 
ground — High Plains (U.S.) I. Rasmuson, Bruce D. II. 
Colorado. Office of the State Engineer. III. Geological 
Survey (U.S.) IV. Title. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-253. OCLC 10910684 


Ground water in the southeastern Uinta basin, Utah and 
Colorado {microform] / by Walter F. Holmes and Briant A. 
Kimball. — Salt Lake City, Utah : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

138, 27 leaves : ill., maps ; 28 cm. — (Open-file report ; 83- 
[271}) Microfiche. [Denver, Colo. : U.S. Geological Survey, 
19832]. 3 microfiches ; 11 x 15cm. Bibliography: leaves 133- 
138. @ltem 624-H (microfiche) 

1. Water, Underground — Uinta Basin (Utah and Colo.) 2. 
Water, Underground— Utah. 3. Water, Underground — 
Colorado. I. Kimball, Briant A. II. Geological Survey 
(U.S.) III. Title. IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-271. OCLC 10874236 


84-19385 84-19389 


I 19.76:83-254 I 19.76:83-272 


Green, S. L. 


Hughes, Randall E. 
Water-resources investigations of the U.S. Geological 


i $ The weathering of brick : causes, assessment and measure- 

Survey in Wyoming, fiscal years 1981 and 1982 / compiled ment microform / by Randall E. Hughes and Barbara L. 

by S.L. Green. — Cheyenne, Wyo. : [U.S. Geological Survey] Bargh. —[Reston, Va.? : U.S. Geological Survey?, 1982] 

; Denver, Colo. : Open-File Services Section, Western Distri- 1 v. : ill. ; 28 cm. Microfiche. [Denver, Colo. : U.S. 

bution Branch, U.S. Geological Survey, 1983. Geological Survey, 19822]. 1 microfiche ; 11 x 15 cm. “A 
Jv. : ill, maps ; 28 cm.— (Open-file report ; 83-254) report of the joint agreement between the U.S. Geological 

Microfiche. [Denver, Colo. : U.S. Geological Survey, 1983?.] Survey and the Illinois State Geological Survey.” “Decem- 


2 microfiches ; 11 x 15 cm. Includes bibliographical refer- ber 1982.” Includes bibliographies. @ltem 624-H (micro- 
ences. @lItem 624-H (microfiche) fiche) 
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1. Bricks — United States— Abstracts. 2. Weathering — 
United States — Abstracts. I. Bargh, Barbara L. II. Geo- 
logical Survey (U.S.) III. Illinois State Geological Survey. 
IV. Title. OCLC 10910659 


84-19390 


I 19.76:83-273 
French, James J., 1929- 

Data for ground-water test hole near Nicolaus Central 
Valley Aquifer Project, California microform / by James J. 
French, R.W. Page, and G.L. Bertoldi. — Sacramento, Calif. : 
U.S. Geological Survey ; [Denver, CO : Open-File Services 
Section, Western Distribution Branch, U.S. Geological 
Survey, 1983] 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-273) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. “September 1983.” Bibliogra- 
phy: p. 60. @lItem 624-H (microfiche) 

1. Water, Underground — California — Nicolaus. I. Page, 
R. W. II. Bertoldi, G. L. III. Geological Survey (U.S.) 
IV. Title. V. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-273. OCLC 10896244 


84-19391 


I 19.76:83-276 
Converse, April. 

AGRAM : a series of computer programs for processing 
digitized strong-motion accelerograms (version 1.0) / com- 
piled by April Converse. — [Menlo Park, CA] : U.S. Dept. of 
the Interior, Geological Survey ; Denver, Colo. : Open-File 
Services Section, Branch of Distribution, U.S. Geological 
Survey, [1983] 

1 v..: ill. ; 28 cm.— (Open-file report ; 83-276) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 2 
microfiches ; 11 x 15 cm. “O07 February 1983.” Includes 
bibliographical references. @Item 624-H (microfiche) 

1, Seismology — United States— Computer programs. I. 
Geological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-276. OCLC 10909862 


84-19392 


1 19.76:83-292 
Geological Survey (U.S.) 

Residual aeromagnetic map of the Hat Mountain quadran- 
gle, Arizona [microform] / by Douglas P. Klein ; Department 
of the Interior, Geological Survey. Scale 1:62,500 (W 
112°45—W 112°30/N 32°45—N 32°30) ——-[Reston, Va.) : 
The Survey, 1983. 

1 map ; 45 x 38 cm. (Open-file report ; 83-292) Relief 
shown by contours and spot heights. Microfiche. (Denver, 
Colo. : U.S. Geological Survey, 19832]. 1 microfiche ; 11 x 15 
cm. Includes bibliography. @lItem 624-H (microfiche) 

1, Magnetic anomalies — Arizona— Maps. 2. Magnetism, 
Terrestrial — Arizona— Maps. 1. Klein, Douglas P. 11. 
Title. III. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-292. OCLC 10874294 


84-19393 


1 19.76;83-301 

Preliminary geologic map of the Spruce Mountain 4 quadrangle, 
Elko County, Nevada [microform] / by George D. Fraser, 
Keith B. Ketner, and Marjorie C. Smith ; U.S. Department of 
the Interior, Geological Survey ; prepared in cooperation 
with Nevada Bureau of Mines. Scale 1:24,000 (W 114°45—W 
114°30/N 40°45—N 40°30 —— (Reston, Va.] : The Survey, 
1983. 

1 map ; 114 x 87 cm. (Open-file report ; 83-301) Relief 
shown by contours and spot heights. Microfiche. [Denver, 
Colo. : U.S. Geological Survey, 19837). 1 microfiche ; 11 x 15 
cm. @ltem 624-H (microfiche) 
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1. Geology — Nevada — Elko County — Maps. 2. 
Nevada— Elko County— Maps. I. Fraser, George D. 
(George DeWitt), 1920- II. Ketner, Keith Brindley, 1921- 
III. Smith, Marjorie C. IV. Geological Survey (U.S.). V. 
Nevada Bureau of Mines. VI. Title. VII. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-301. OCLC 10858433 


84-19394 
1 19.76:83-359 
Hildenbrand, T. G. 

Regional magnetic and gravity features of the Gibson 
Dome area and surrounding region, Paradox Basin, Utah [mi- 
croform] : a preliminary report / by T.G. Hildenbrand and 
R.P. Kucks. —[Denver, CO] : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

34 leaves : ill., maps ; 28 cm. — (Open-file report ; 83-359) 
Three maps on folded plates in 3 pockets. Microfiche. 
(Denver, Colo. : U.S. Geological Survey, 19837). 2 micro- 
fiches ; 11 x 15cm. Bibliography: leaves 32-34. @lItem 624- 
H (microfiche) 

1. Magnetic anomalies — Paradox Basin (Colo. and Utah) 
2. Gravity anomalies — Paradox Basin (Colo. and Utah) I. 
Kucks, R. P. II. Title. III. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-359. OCLC 10858238 


84-19395 
I 19.76:83-383 
Foose, M. P. 

A preliminary evaluation of stream sediment sampling for 
the detection of cobalt mineralization in the Bou Azzer dis- 
trict, Morocco microform / by Michael P. Foose. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-383) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. Bibliography: p. 20. @lItem 624- 
H (microfiche) 

1. Cobalt ores— Morocco. 2. Sedimentation analysis. I. 
Geological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-383. OCLC 10894187 


84-19396 
I 19.76:83-392 
Geological Survey (U.S.) 

Map showing the status of mineral resource potential eval- 
uation of wilderness and roadless areas, Washington [micro- 
form) / compiled by William A. Lawson and Russell C. 
Evarts : U.S. Department of the Interior, Geological Survey. 
Scale [ca. 1:1,000,000) (W 124°46’°—W 116°55'/N 49°00’—N 
45°32’) —— [Reston, Va.] : U.S. Geological Survey, 1983. 

1 map ; 43 x 62 cm. (Open-file report ; 83-392) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Includes bibliography. @Item 
624-H (microfiche) 

1. Mines and mineral resources — Washington (State) — 
Maps. 2. Washington (State)— Maps. I. Lawson, William 
A. IL Evarts, Russell C. III. Title. IV. Series: Open-file 
repert (Geological Survey (U.S.)) ; 83-392. OCLC 10858883 


84-19397 
1 19.76:83-397 
Mineral resource potential of the Hells Canyon Wilderness and 
contiguous roadless areas, Wallowa County, Oregon, and 
Idaho, Nez Perce and Adams Counties, Idaho microform / by 
G.C. Simmons ... [et al.]. — (Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

1 v. : maps ; 28 cm.— (Open-file report ; 83-397) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 19-20. @Item 
624-H (microfiche) 
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1. Mines and mineral resources — Oregon — Hells Canyon a 
Wilderness Area. 2. Mines and mineral resources — 
Oregon — Wallowa County. 3. Mines and mineral re- 
sources — Idaho — Nez Perce County. 4. Mines and mineral 
resources — Idaho — Adams County. 1. Simmons, G.C. II. 
Geological Survey (U.S.) III. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-397. OCLC 10891295 


84-19398 


Petroleum — Geology — Wyoming. 1. Geological 
Survey (U.S.) II. Title. III. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-418. OCLC 10894217 


84-19402 
I 19.76:83-420-K 
Geological Survey (U.S.) 

Distribution and abundance of detectable gold, arsenic, bis- 
muth, and antimony in the nonmagnetic fraction of heavy- 
mineral concentrates and in the minus-80-mesh fraction from 
stream sediments, Petersburg area, southeast Alaska [micro- 
form] / John B. Cathrall... [et al.] ; U.S. Department of the 

Mountain, Mazourka, and Paiute Roadless Areas, Inyo Interior, Geological Survey. Scale 1:250,000 (W 134°30—W 
County, California microform / by J.L. Donahoe ... [et al.]. — 131°50/N 57°10—N 56°00) —— (Reston, Va.] : The Survey, 
Menlo Park, Calif. : U.S. Dept. of the Interior, Geological 1983. 

Survey, 1983. 1 map ; 53 x 70 cm. (Open-file report ; 83-420-K) Relief 

1 v. : 3 maps ; 28 cm.— (Open-file report ; 83-403) shown by contours and spot heights. Microfiche. [Denver, 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. Colo. : U.S. Government Printing Office, 19837]. 1 microfiche 
4 microfiches ; 11 x 15 cm. Bibliography: p. 6. @Item 624- ; 11x 15cm. Table and index maps on sheet. @Item 624-H 
H (microfiche) (microfiche) 

1. Geochemical prospecting — California— Inyo County. 1. Ores — Alaska — Petersburg Region— Maps. 2. Geo- 
I. Donahoe, J. L. II. Geological Survey (U.S.) III. Series: chemical prospecting — Alaska — Petersburg Region — Maps. 
Open-file report (Geological Survey (U.S.)) ; 83-403. OCLC 3. Alaska — Sediments — Petersburg Region— Maps. I. 
10891824 Cathrall, John B. II. Title. III. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-420-K. OCLC 10859400 


84-19403 


1 19.76:83-403 
Geochemical data for samples of rock, stream sediment, and 
nonmagnetic dense-mineral concentrate in the Andrews 


84-19399 
I 19.76:83-408 
Till, Alison B. 


I 19.76:83-445 
Mineral resource potential of the Thousand Lakes Wilder- 


Griffitts, Wallace R. 


ness, Shasta County, California microform / Alison B. Till, 
Edward L. McHugh and Clayton M. Rumsey. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, 3 maps ; 28 cm.— (Open-file report ; 83-408) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 6. @lItem 624- 
H (microfiche) 

1. Mines and mineral resources — California — Shasta 
County. 2. Thousand Lakes Wilderness Area (Calif.) I. 
McHugh, Edward L. II. Rumsey, Clayton M. III. Geolog- 
ical Survey (U.S.) IV. Title. V. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-408. OCLC 10894194 


84-19400 


I 19.76:83-409 

Mineral resource potential of the Homestead, Lake Fork, and 
Lick Creek Roadless Areas, Baker and Wallowa Counties, 
Oregon microform / by James G. Evans ... [et al.]. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : 2 maps ; 28 cm.— (Open-file report ; 83-409) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 8. @lItem 624- 
H (microfiche) 

1. Mines and mineral resources — Oregon — Baker County. 
2. Mines and mineral resources — Oregon — Wallowa 
County. I. Evans, James George, 1938- II. Geological 
Survey (U.S.) III. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-409. OCLC 10891800 


84-19401 


I 19.76:83-418 
Bucurel-White, H. 

Section C-C’, surface and subsurface correlations of some 
Upper Cretaceous and Tertiary rocks from the northeast 
flank, Rock Springs Uplift to the Rawlins Uplift, Great 
Divide Basin, WY microform / by Bucurel-White, Hildie. — 
[Reston, Va.? : U.S. Geological Survey, 19837] 

Iv. : ill. ; 28 cm.— (Open-file report ; 83-418) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 3 
microfiches ; 11 x 15cm. @ltem 624-H (microfiche) 
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Mineral resource potential of the Unaka Mountain RARE 
II Area, Unicoi County, Tennessee microform / by Wallace 
R. Griffitts and Mark L. Chatman. —[Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey, 1983. 

1 v. : 1 map ; 28 cm. — (Open-file report ; 83-445) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 5-6. @lItem 624- 
H (microfiche) 

1. Wilderness areas — Unaka Mountains (Tenn. and N.C.) 
2. Mines and mineral resources — Unaka Mountains (Tenn. 
and N.C.) 3. Unaka Mountains (Tenn. and N.C.) I. Chat- 
man, Mark L. II. Geological Survey (U.S.) III. Title. IV. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-445. 
OCLC 10896233 


84-19404 


I 19.76:83-450 


Hayba, Daniel O. 


A compilation of fluid inclusion and stable isotope data on 
selected precious-and base-metal epithermal deposits / by 
Daniel O. Hayba. — Reston, VA : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-450) Microfiche. 
[Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; 11 x 15 cm. Bibliography: p. 3-5. @lItem 624-H (micro- 
fiche) 

1. Isotopes. 2. Metals — Inclusions. I. Geological Survey 
(U.S.) Il. Title. III. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-450. OCLC 10909846 


84-19405 


I 19.76:83-453 


Madden, Gary T. 


Paleocene Pycnodont fishes from Jabal Umm Himar, 
Harrat Hadan area, Kingdom of Saudi Arabia / by Gary T. 
Madden ; prepared for the Ministry of Petroleum and Mineral 
Resources, Deputy Ministry for Mineral Resources. — 
Denver, CO : U.S. Geological Survey, 1983. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-453) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 





1 microfiche ; 11 x 15 cm. Bibliography: p. 23-25. 
624-H (microfiche) 

1. Osteichthyes, Fossil. 2. Fishes, Fossil. 3. Paleontolo- 
gy — Saudi Arabia. I. Saudi Arabia. Deputy Ministry for 
Mineral Resources. II. Geological Survey (U.S.) III. Title. 
IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
453. OCLC 10909886 


84-19406 


@ltem 


1 19.76;83-456 
Atwater, Brian F. 

Guidebook for 1983 friends of the Pleistocene field trip to 
the Sanpoil River Valley, northeastern Washington micro- 
form / by Brian F. Atwater. — Menlo Park, CA : U.S. Geo- 
logical Survey, [1983] 

1 v. : ill, 2 maps ; 28 cm.— (U.S. Geological Survey 
open-file report ; 83-456) Microfiche. [Denver, Colo. : U.S. 
Geological Survey, 19837]. 1 microfiche ; 11 x 15 cm. 
“April, 1983.” Bibliography: p. 18-19. @lItem 624-H 
(microfiche) 

1. Geology, Stratigraphic — Pleistocene. 2. Sanpoil River 
Region (Wash.} I. Geological Survey (U.S.) II. Title. III. 
Series. OCLC 10937328 


84-19407 
I 19.76:83-464 
Photogeology and evolution of the Juan de Fuca Ridge micro- 
form / Grant S. Lichtman ... [et al.] ; prepared in cooperation 
with Department of Oceanography, University of Washing- 
ton. — [Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-464) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 10-11. @Item 
624-H (microfiche) 

1. Aerial photography in submarine geology. 2. Juan de 
Fuca Ridge. I. Lichtman, Grant S. II. University of Wash- 
ington. Dept. of Oceanography. III. Geological Survey 
(U.S.) IV. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-464. OCLC 10910662 


84-19408 
I 19.76:83-465 
Ross, Donald Clarence, 1924- 

Hornblende-rich, high grade metamorphic terranes in the 
southernmost Sierra Nevada, California, and implications for 
crustal depth and batholith roots microform / by Donald C. 
Ross. — Menlo Park, Calif. : U.S. Geological Survey, 1983. 

iv, 51 leaves : maps ; 28 cm.— (Open-file report ; 83-465) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: leaves 31-36. 
@ltem 624-H (microfiche) 

1. Hornblende — California — Sierra Nevada Mountains 
Region (Calif. and Nev.) I. Geological Survey (U.S.) II. 
Title. III. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-465. OCLC 10846717 

84-19409 


I 19.76:83-489 
Huber, Donald F. 

Mineral resource potential of the Granite Peak Roadless 
Area, Trinity County, California microform / by Donald F. 
Huber and Scott C. Nelson. —[Reston, Va.?] : U.S. Dept. of 
the Interior, Geological Survey, 1983. 

1 v. : 3 maps ; 28 cm.— (Open-file report ; 83-489) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: leaf 4. @lItem 
624-H (microfiche) 

1. Mines and mineral resources — California — Trinity 
County. I. Nelson, Scott C. II. Geological Survey (U.S.) 
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III. Title. IV. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-489. OCLC 10910764 


84-19410 
1 19.76:83-492 
Kork, John O. 

Modifications of the IBM personal computer synchronous 
communications support programs for use with the multics / 
by John O. Kork. — Lakewood, Colo. : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-492) Microfiche. 
[Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
;11x 15cm. @ltem 624-H (microfiche) 

1. Computers — Communication systems. I. Geological 
Survey (U.S.) II. Title. III. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-492. OCLC 10909840 


84-19411 
I 19.76:83-499 
Lee, Homa J. 

Geotechnical framework, northeast Gulf of Alaska micro- 
form / by Homa J. Lee, William C. Schwab. — Menlo Park, 
Calif. : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-499) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
8 microfiches ; 11 x 15 cm. Bibliography: leaves 22-26. 
@ltem 624-H (microfiche) 

1. Hazardous geographic environments — Alaska — Alaska, 
Gulf of. 2. Geology — Alaska— Alaska, Gulf of. I. 
Schwab, William C. II. Geological Survey (U.S.) III. Title. 


IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
499. OCLC 10910654 


84-19412 
I 19.76:83-508 
Campbell, Harry W. 

Mineral resource potential of the Lost Creek Roadless 
Area, Shasta County, California microform / by Harry W. 
Campbell and L.J. Patrick Muffler.—[Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-508) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 5-6. @Item 
624-H (microfiche) 

1. Mines and mineral resources — California — Shasta 
County. I. Muffler, L. J. Patrick (Leroy J. Patrick), 1937- 
II. Geological Survey (U.S.) III. Title. IV. Series: Open- 
file report (Geological Survey (U.S.)) ; 83-508. OCLC 
10874847 


84-19413 
I 19.76:83-510 
Mineral resource potential of the Scodies Roadless Area, Kern 
County, California microform / by Joy L. Harner ... [et 
al.]. —[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : 3 maps ; 28 cm.— (Open-file report ; 83-510) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: leaves 13-14. 
@ltem 624-H (microfiche) 

1. Mines and mineral resources — California — Kern 
County. I. Harner, Joy L. II. Geological Survey (U.S.) 
III. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
510. OCLC 10910768 


84-19414 
1 19.76:83-517 
Gardner, James V. 
Mineralogical and sedimentological data collected on the 
shelf and upper slope adjacent to the Russian River, northern 
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California microform / by James V. Gardner and David H. 
Klise. — [Reston, Va.?] : U.S. Dept. of the Interior, Geologi- 
cal Survey, [19837] 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-517) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 6. @lItem 624- 
H (microfiche) 

1. Marine sediments. 2. Russian River (Calif.) I. Geologi- 
cal Survey (U.S.) II. Title. III. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-517. OCLC 10891968 


84-19415 


I 19.76:83-519 
Cooper, Alan K. 

Digital gravity and magnetic data collected in 1980 in the 
northern Bering Sea microform / by Alan K. Cooper, Mi- 
chael S. Marlow, and Harold Magistrale. —[Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v.: | map ; 28 cm. — (Open-file report ; 83-519) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 1983?]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 3. @lItem 624-H 
(microfiche) 

1. Gravity — Bering Sea. I. Marlow, Michael S. II. Ma- 
gistrale, Harold. III. Geological Survey (U.S.) IV. Title. 
V. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
519. OCLC 10891922 


84-19416 


I 19.76:83-520 
Bartsch-Winkler, S. 

Availability of petrographic thin-sections from measured 
sections and wells in early-to-late-Cretaceous Nanushuk 
Group rocks, National Petroleum Reserve in Alaska, North 
Slope, Alaska microform / Susan Bartsch-Winkler. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : 1 map ; 28 cm. — (Open-file report ; 83-520) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 1-2. @lItem 624- 
H (microfiche) 

1. Thin sections (Geology) 2. Water, Underground — 
Alaska — North Slope. I. Geological Survey (U.S.) II. 
Title. III. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-520. OCLC 10937381 


84-19417 


I 19.76:83-522 
Evans, James George, 1938- 

Analytical results for stream sediments, pan concentrates 
from stream sediments, and rock samples from the Home- 
stead, Lake Fork, and Lick Creek Roadless Areas, Baker and 
Wallowa Counties, Oregon microform / by James George 
Evans. — [Reston, Va.?] : U.S. Dept. of the Interior, Geologi- 
cal Survey, 1983. 

1 v. : 2 maps ; 28 cm.— (Open-file report ; 83-522) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 3. @lItem 624- 
H (microfiche) 

1. Sedimentation and deposition. 2. Sedimentary struc- 
tures — Oregon — Baker County. 3. Sedimentary _ struc- 
tures — Oregon — Wallowa County. I. Geological Survey 
(U.S.) II. Title. III. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-522. OCLC 10928307 
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84-19418 


I 19.76:83-524 


Spectrographic analyses of panned concentrate from stream- 


sediment samples from the Mazatzal Wilderness and Mazatzal 
Wilderness Contiguous Roadless Area, Gila, Maricopa, and 
Yavapai Counties, Arizona microform / by S.P. Marsh ... [et 
al.]. — [Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : 3 maps ; 28 cm.— (Open-file report ; 83-524) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 4. @lItem 624- 
H (microfiche) 

1. Mines and mineral resources — Arizona — Gila County. 
2. Mines and mineral resources — Arizona — Maricopa 
County. 3. Mines and mineral resources — Arizona — Yava- 
pai County. 4. Mazatzal Wilderness (Ariz.) I. Marsh, Sher- 
man P., 1935- II. Geological Survey (U.S.) III. Series: 
Open-file report (Geological Survey (U.S.)) ; 83-524. OCLC 
10891786 


84-19419 


I 19.76:83-531 


Hamblin, Linda S. 


Water-resources studies in Utah by the U.S. Geological 
Survey, July 1, 1982, to June 30, 1983 [microform] / compiled 
by Linda S. Hamblin. — Salt Lake City, Utah : U.S. Dept. of 
the Interior, Geological Survey, [1983] 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-531) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. @lItem 624-H (microfiche) 

1. Water resources development — Utah. 2. Geological 
Survey (U.S.) I. Title. II. Series: Open-file report (Geologi- 
cal Survey (U.S.)) ; 83-531. OCLC 10880223 


84-19420 


I 19.76:83-536 


Merritt, Michael L. 


Subsurface storage of freshwater in south Florida [micro- 
form] : a digital model analysis of recoverability / by Michael 
L. Merritt ; prepared in cooperation with the U.S. Army 
Corps of Engineers. — Tallahassee, Fia. : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

vi, 73 leaves : ill., 1 map ; 28 cm. — (Open-file report ; 83- 
536) Microfiche. [Denver, Colo. : U.S. Geological Survey, 
19832]. 1 microfiche ; 11 x 15 cm. Bibliography: leaves 72- 
73. @ltem 624-H (microfiche) 

1. Water, Underground — Florida — Artificial recharge — 
Mathematical models. 2. Water-storage — Florida — Mathe- 
matical models. I. Geological Survey (U.S.) II. United 
States. Army. Corps of Engineers. III. Title. IV. Series: 
Open-file report (Geological Survey (U.S.)) ; 83-536. OCLC 
10874189 


84-19421 


I 19.76:83-546 


Colon-Ramos, Hector M. 


Ground water records for St. Croix, U.S. Virgin Islands, 
1969-1973 microform / by Hector M. Colon-Ramos ; pre- 
pared in cooperation with the Caribbean Research Institute, 
College of the Virgin Islands. — San Juan, Puerto Rico : U.S. 
Geological Survey ; [Denver, Colo. : Open-File Services Sec- 
tion, Western Distribution Branch, U.S. Geological Survey, 
1983] 

1 v.: ill, 1 map ; 28 cm. — (U.S. Geological Survey open- 
file data report ; 83-546) Microfiche. [Denver, Colo. : U.S. 
Geological Survey, 1983]. 1 microfiche ; 11 x 15cm. “July 
1983.” @lItem 624-H (microfiche) 

1. Water, Underground — Virgin Islands of the United 
States — Saint Croix. I. Caribbean Research Institute. II. 





Geological Survey (U.S.) III. Title. IV. Series: U.S. Geo- 
logical Survey open-file report ; 83-546. OCLC 10937320 


84-19422 
I 19.76:83-549 
Brady, Bruce T. 

Map showing coal deposits, oil and gas wells and seeps, and 
tar sandstone occurrences in the basin and range province / 
by B.T. Brady. — Denver, CO : U.S. Geological Survey : 
Open-File Services Section, Western Distribution Branch, 
1983. 

1 v. : 1 map ; 28 cm. — (U.S. Geological Survey open-file 
report ; 83-549) Microfiche. [Denver, Colo. : U.S. Geologi- 
cal Survey, 19837]. 3 microfiches ; 11 x 15 cm. Includes 
bibliographies. @lItem 624-H (microfiche) 

1. Coal — United States — Reserves. 2. Oil wells — United 
States. 3. Gas wells— United States. 4. Water, Under- 
ground. I. Geological Survey (U.S.) II. Title. III. Series. 
OCLC 10909827 


84-19423 
I 19.76:83-550 
Crawford, Charles G. 

Nonparametric tests for trends in water-quality data using 
the statistical analysis system microform / by Charles G. 
Crawford, James R. Slack, and Robert M. Hirsch. — [Reston, 
Va.] : U.S. Geological Survey, [19837] 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-550) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 2 
microfiches ; 11 x 15 cm. Bibliography: p. 101-102. @Item 
624-H (microfiche) 

1. Water quality — United States — Statistical methods. I. 
Slack, James Richard, 1944- II. Hirsch, Robert M. III. Ge- 
ological Survey (U.S.) IV. Title. V. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-550. OCLC 10891418 


84-19424 
I 19.76:83-559 
Ballantyne, Richard S. 

Estimated oil and gas reserves, southern California Outer 
Continental Shelf, December 31, 1982 microform / by Rich- 
ard S. Ballantyne. — [Reston, Va.?] : U.S. Dept. of the Interi- 
or, Minerals Management Service, 1983. 

lv. : ill., 1 map ; 28 cm. — (U.S. Geological Survey open- 
file report ; 83-559) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19832]. 1 microfiche ; 11 x 15 cm. — Bibliogra- 
phy: p. 8. @lItem 624-H (microfiche) 

1. Offshore oil industry — California. 2. Continental 
shelf — California. I. United States. Minerals Management 
Service. II. Title. III. Series. OCLC 10937298 


84-19425 
I 19.76:83-566 
Rosenfield, George H. 

Time series analysis of Cenozoic era sea level and paleo- 
temperature data microform / by George H. Rosenfield and 
Tod E. Huffman. — Reston, Va. : U.S. Dept. of the Interior, 
U.S. Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-566) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15cm. Bibliography: p. 12. @lItem 624-H 
(microfiche) 

1. Submarine geology. 2. Sea level — Mathematical 
models. 3. Deep-sea temperature — Mathematical models. 
I. Huffman, Tod E. II. Geological Survey (U.S.) III. Title. 


IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
566. OCLC 10894271 
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84-19426 
I 19.76:83-567 
Amstutz, David E. 

An oilspill risk analysis for the North Atlantic (February 
1984) lease offering microform / by David E. Amstutz and 
William B. Samuels. — [Washington, D.C.?] : Minerals Man- 
agement Service, Environmental Modeling Group, [1983] 

1 v. : ill, maps ; 28 cm.— (U.S. Geological Survey open- 
file report ; 83-567) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19837]. 4 microfiches ; 11 x 15 cm. “May 
1983.” Bibliography: p. 12-13. @lItem 624-H (microfiche) 

1. Oil. spills — Environmental aspects— North Atlantic 
Ocean. 2. Oil and gas leases— North Atlantic Ocean. I. 
Samuels, William B. II. United States. Minerals Management 
Service. Environmental Modeling Group. III. Title. IV. 
Series. OCLC 10896068 


84-19427 
I 19.76:83-576 
Dieterich, James H. 

Assessment of a prototype earthquake prediction network 
for southern California microform / James H. Dieterich. — 
[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-576) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. Bibliography: p. 27. @lItem 624- 
H (microfiche) 

1. Earthquake prediction. 2. Earthquakes — California. I. 
Geological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-576. OCLC 10937341 


84-19428 
I 19.76:83-582 
Shearer, Clement F. 

Distribution and costs of landslides in San Diego County, 
California, during the rainfall years of 1978-79 and 1979-80 
microform / by Clement F. Shearer, Fred A. Taylor, and 
Robert W. Fleming. —[Reston, Va.?j : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-582) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 14-15. @lItem 
624-H (microfiche) 

1. Landslides — California—San Diego County. I. 
Taylor, Fred A. II. Fleming, Robert W. III. Geological 
Survey (U.S.) IV. Title. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-582. OCLC 10891460 


84-19429 
I 19.76:83-586 
Moore, Steven W. 

Results of oil-shale investigations in northeastern Nevada 
microform / by Steven W. Moore, Helen B. Madrid, and G. 
Thomas Server, Jr. ; prepared in cooperation with the 
Nevada Department of Energy and the U.S. Bureau of Land 
Management. — [Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-586) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
4 microfiches ; 11 x 15cm. Includes bibliographies. @Item 
624-H (microfiche) 

1. Oil-shales — Nevada. I. Madrid, Helen B. II. Server, 
G. Thomas. III. Nevada. Dept. of Energy. IV. United 
States. Bureau of Land Management. V. Geological Survey 
(U.S.) VI. Title. VII. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-586. OCLC 10937373 
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84-19430 84-19434 
I 19.76:83-591 


Geological Survey (U.S.) 


I 19.76:83-608 
Swadley, W. C. 


Preliminary geologic map of the west half of the Vancou- 
ver (Wa.-Ore.) 1°x 2°quadrangle, Oregon [microform] / by 
R.E. Wells ... [et al.] ; Department of the Interior, Geological 
Survey ; prepared in cooperation with the state of Oregon 
Department of Geology and Mineral Industries. Scale 
1:250,000 (W 124°0S—W _ 123°00/N 46°00-N 45°00) —— 
(Reston, Va.] : The Survey, 1983. 

1 map ; 45 x 34 cm., on sheet 93 x 132 cm. (Open-file 
report ; 83-591) Microfiche. [Denver, Colo. : U.S. Geologi- 
cal Survey, 19837]. 1 microfiche ; 11 x 15 cm. Includes text 
and index map. Includes bibliography. @Item 624-H 
(microfiche) 

1. Geology — Oregon — Maps. 2. Washington (State) — 
Maps. I. Wells, Ray E. II. Oregon. Dept. of Geology and 
Mineral Industries. III. Title. IV. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-591. OCLC 10860278 


84-19431 


I 19.76:83-593 


Mann, Dennis M. 


Multichannel seismic-reflection profiles collected in 1979 in 
the eastern Pacific Ocean off the California coast south of Pt. 
Conception microform / by Dennis M. Mann and James K. 
Crouch. — [Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey, [19837] 

1 v..: 3 maps ; 28 cm.— (Open-file report ; 83-593) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15cm. @ltem 624-H (microfiche) 

1. Seismic prospecting — California. I. Crouch, James K. 
II. Geological Survey (U.S.) III. Title. IV. Series: Open- 
file report (Geological Survey (U.S.)) ; 83-593. OCLC 
10874786 


84-19432 


I 19.76:83-598 
Peterson, James A. 

Assessment of undiscovered conventionally recoverable pe- 
troleum resources of northwestern, central, and northeastern 
Africa (including Morocco, northern and western Algeria, 
northwestern Tunisia, Mauritania, Mali, Niger, eastern Nige- 
ria, Chad, Central African Republic, Sudan, Ethiopia, Soma- 
lia, and southeastern Egypt) [microform] / by James A. Peter- 
son: — [Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey , 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-598) 
Chiefly ill. Microfiche. [Denver, Colo. : U.S. Geological 
Survey, 19832]. 1 microfiche ; 11 x 15 cm. @lItem 624-H 
(microfiche) 

1. Petroleum — Geology — Africa. I. Geological Survey 
(U.S.) II. Title. III. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-598. OCLC 10880687 


84-19433 


I 19.76:83-604 
Ackermann, Hans D. 

Computer program modifications of Open-file report 82- 
1065 : a comprehensive system for interpreting seismic-refrac- 
tion and arrival-time data using interactive computer methods 
microform / by Hans D. Ackermann, Leroy W. Pankratz, 
Danny A. Dansereau. —[Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-604) Microfiche. 
[Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; 11x 15cm. @lItem 624-H (microfiche) 

1. Seismic refraction method— Computer programs. I. 
Pankratz, Leroy W. II. Dansereau, Danny. III. Geological 
Survey (U.S.) IV. Title. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-604. OCLC 10891978 
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Geology of faults exposed in trenches in Crater Flat, Nye 
County, Nevada microform / by W.C. Swadley and D.L. 
Hoover ; prepared in cooperation with the Nevada Oper- 
ations Office, U.S. Department of Energy (interagency agree- 
ment DE-AI08-78ET44802). — Denver, Colo. : U.S. Dept. of 
the Interior, Geological Survey : [Open-File Services Section, 
Branch of Distribution, U.S. Geological Survey], 1983. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-608) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. Bibliography: p. 15. @lItem 624- 
H (microfiche) 

1. Faults (Geology) — Nevada — Nye County. I. Hoover, 
D. L. II. United States. Dept. of Energy. Nevada Oper- 
ations Office. III. Geological Survey (U.S.): IV. Title. V. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-608. 
OCLC 10874809 


84-19435 


I 19.76:83-612 


Preliminary results of spectral induced polarixation measure- 


ments, Wadi Bidah district, kingdom of Saudi Arabia micro- 
form / by Bruce D. Smith ... [et al.] ; prepared for the 
Ministry of Petroleum and Mineral Resources, Deputy Minis- 
try for Mineral Resources, Jiddah, kingdom of Saudi 
Arabia. — [Reston, Va.?] : U.S. Dept. of the Interior, Geolog- 
ical Survey, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-612) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 22-23. Series 
numbers written on t.p. @lItem 624-H (microfiche) 

1. Induced polarization. 2. Geology, Economic — Saudi 
Arabia. I. Smith, Bruce D. II. Saudi Arabia. Deputy Minis- 
try for Mineral Resources. III. Geological Survey (U.S.) 
IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
612. OCLC 10910680 


84-19436 


I 19.76:83-642 


Ellis, William L. 


Explosion-induced stress changes estimated from vibrating- 
wire stressmeter measurements near the Mighty Epic event, 
Nevada Test Site microform / by W.L. Ellis and J.D. Kibler ; 
prepared in cooperation with the Nevada Operations Office, 
U.S. Department of Energy (interagency agreement DE- 
AI08-76DP00474) and the Defense Nuclear Agency. — 
Denver, Colo. : U.S. Dept. of the Interior, Geological 
Survey : [Open-File Services Section, Branch of Distribution, 
U.S. Geological Survey], 1983. 

1 v.: ill, 2 maps ; 28 cm.— (Open-file report ; 83-642) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11x 15cm. Bibliography: p. 25. @Item 624- 
H (microfiche) 

1. Underground nuclear explosions — Nevada — Testing. 
I. Kibler, J. D. II. United States. Dept. of Energy. Nevada 
Operations Office. III. United States. Defense Nuclear 
Agency. IV. Geological Survey (U.S.) V. Title. VI. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-642. 
OCLC 10874855 





84-19437 
I 19.76:83-644 

Chemical analyses and statistical summaries for samples of rock, 
minus-60-mesh (0.25-mm) stream sediment, and nonmagnetic 
heavy-mineral concentrate, Pyramid Roadless Area, El 
Dorado County, California microform / by M.A. Chaffee ... 
[et al.]. — [Reston, Va.?] : U.S. Dept. of the Interior, Geologi- 
cal Survey, 1983. 

1 v. : 1 map ; 28 cm. — (Open-file report ; 83-644) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 2 
microfiches ; 11 x 15 cm. Bibliography: p. 25. @lItem 624- 
H (microfiche) 

1. Geochemical prospecting — California— El] Dorado 
County. I. Chaffee, Maurice A. II. Geological Survey 
(U.S.) III. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-644. OCLC 10894266 


84-19438 
I 19.76:83-651 

Geochemical and mineralogical data for altered rocks and soils 
collected in and near the William Fork and St. Louis Peak 
Roadless Areas Clear Creek, Grand, and Summit Counties, 
Colorado microform / by R.G. Eppinger ... [et al.].— 
[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : 3 maps ; 28 cm.— (Open-file report ; 83-651) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15cm. Bibliography: p. 3. @lItem 624- 
H (microfiche) 

1. Geochemical prospecting —Colorado— Clear Creek 
County. 2. Geochemical prospecting — Colorado — Grand 
County. 3. Geochemical prospecting — Colorado — Summit 
County. I. Eppinger, R. G. II. Geological Survey (U.S.) 
III. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
651. OCLC 10874822 


84-19439 
I 19.76:83-665 
Hutchins, Michelle Frodey. 

Mineral resource areas of the Basin and Range Province of 
New Mexico / compiled by Michelle Frodey Hutchins. — 
[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v.: 1 map ; 28 cm.— (Open-file report ; 83-665) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 2 
microfiches ; 11 x 15 cm. Bibliography: p. 13-14. @Item 
624-H (microfiche) 

1. Mines and mineral resources — New Mexico. I. Geo- 
logical Survey (U.S.) II. Title. III. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-665. OCLC 10909872 


84-19440 


I 19.76:83-666 
Chemical analyses and statistical summaries for samples of rock, 
minus-60-mesh (0.25-mm) stream sediment, and nonmagnetic 
heavy-mineral concentrate, Lincoln Creek Roadless Area, 
Douglas County, Nevada microform / by M.A. Chaffee ... [et 
al.]. — [Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : 2 maps ; 28 cm.— (Open-file report ; 83-666) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15cm. Bibliography: p. 21. @lItem 624- 
H (microfiche) 

1. Geochemical prospecting — Nevada — Douglas County. 
I. Chaffee, Maurice A. II. Geological Survey (U.S.) III. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-666. 
OCLC 10894224 
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84-19441 
I 19.76:83-668 
Hon, Ken. 

Compilation of revised ages of volcanic units in the San 
Juan Mountains, Colorado : recalculated K-Ar age determina- 
tions using IUGS constants microform / by Ken Hon and 
Harald H. Mehnert. —[Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-668) Microfiche. 
[Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; 11x 15cm. Bibliography: p. 12-13. @lItem 624-H (micro- 
fiche) 

1. Geological time. 2. Potassium-argon dating. I. Meh- 
nert, Harald H. II. Geological Survey (U.S.) III. Title. 
IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
668. OCLC 10894240 


84-19442 
I 19.76:83-671 
Waitt, Richard B. 

Tens of successive, colossal Missoula floods at north and 
east margins of channeled scabland microform / by Richard 
B. Waitt, Jr.—[Reston, Va.?] : U.S. Geological Survey, 
[1983] 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-671) 
“Friends of the Pleistocene, Rocky Mountain cell guidebook 
for 1983 field conference, day 2: 27 August 1983.” Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. “August 1983.” Bibliography: p. 
21-23. @lItem 624-H (microfiche) 

1. Geology, Stratigraphic — Pleistocene. 2. Glacial ero- 
sion— Idaho. 3. Glacial erosion— Washington (State) I. 
Geological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-671. OCLC 10937387 


84-19443 
I 19.76:83-678 
Stiles, H. R. 

Ground-water data for Georgia, 1982 microform / by H.R. 
Stiles and S.E. Matthews ; prepared in cooperation with the 
Georgia Department of Natural Resources, Environmental 
Protection Division, Georgia Geologic Survey. — Doraville, 
Ga. : U.S. Dept. of the Interior, Geological Survey ; [Denver, 
Colo. : Open-File Services Section, Western Distribution 
Center, U.S. Geological Survey], 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-678) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2. microfiches ; 11 x 15 cm. Bibliography: p. 144-147. 
@ltem 624-H (microfiche) 

1. Water, Underground — Georgia. I. Matthews, S. E. 
II. Georgia Geologic Survey. III. Geological Survey (U.S.) 
IV. Title. V. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-678. OCLC 10928298 


84-19444 
I 19.76:83-679 
Data from sediment studies of the Rio Orinoco, Venezuela; 
August 15-25, 1982 microform / by Carl F. Nordin, Jr. ... [et 
al.]. — Denver, Colo. : U.S. Dept. of the Interior, Geological 
Survey : [Open-File Services Section, Western Distribution 
Branch], 1983. 

1 v.: 1 map ; 28 cm. — (Open-file report ; 83-679) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15cm. @lItem 624-H (microfiche) 

1. Sediment, Suspended — Venezuela — Orinoco River. 2 
Stream measurements — Venezuela— Orinoco River. I. 
Nordin, Carl F. II. Geologicai Survey (U.S.) III. Series: 
Open-file report (Geological Survey (U.S.)) ; 83-679. OCLC 
10891304 
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84-19445 
I 19.76:83-681 
Gordon, A. Brice. 

Guidelines for use of water quality monitors microform / 
by A. Brice Gordon and Max Katzenbach. — Reston, Va. : 
U.S. Geological Survey ; [Denver, Colo. : Open-File Services 
Section, Western Distribution Branch], 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-681) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 2 
microfiches ; 11 x 15 cm. Bibliography: p. 94. @Item 624- 
H (microfiche) 

1. Water quality management — United States — Equipment 
and supplies. I. Katzenbach, Max. II. Geological Survey 
(U.S.) III. Title. IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-681. OCLC 10894206 


B4-19446 
I 19.76:83-685 
Carlson, Darrell D. 

Floods of April 1983 in southern Mississippi and southeast- 
ern Louisiana microform / by Darrell D. Carlson and Gary 
D. Firda ; prepared in cooperation with state, local, and other 
federal agencies in Louisiana and Mississippi. — Baton Rouge, 
La. : U.S. Geological Survey ; [Denver, Colo. : Open-File 
Services Section, Western Distribution Branch], 1983. 

1 v. : ill, 3 maps ; 28 cm.— (Open-file report ; 83-685) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15cm. Bibliography: p. 5. @lItem 624- 
H (microfiche) 

1. Floods — Mississippi. 2. Floods — Louisiana. I. Firda, 
Gary D. Il. Geological Survey (U.S.) Ill. Title. IV. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-685. 
OCLC 10874877 

84-19447 
T 19.76:83-686 
Ferree, Dale M. 

Ground-water quality data for Oklahoma, 1981 microform 
/ by Dale M. Ferree ; prepared in cooperation with the 
Oklahoma Water Resources Board ... [et al.].— Oklahoma 
City, Okla. : U.S. Geological Survey ; [Lakewood, Colo. : 
Open-File Services Section, Western Distribution Branch, 
U.S. Geological Survey], 1983. 

1 v. : ill. ; 28 cm.— (U.S. Geological Survey open-file 
report ; 83-686) Microfiche. [Denver, Colo. : U.S. Geologi- 
cal Survey, 19837]. 2 microfiches ; 11x 15cm. @lItem 624-H 
(microfiche) 

1. Water quality — Oklahoma. 2. Water, Underground — 
Oklahoma. I. Oklahoma. Water Resources Board. II. Geo- 


logical Survey (U.S.) III. Title. IV. Series. OCLC 
10894249 


84-19448 
I 19.76:83-692 
Blumer, Stephen P. 

Sediment data for mid-Arkansas and upper-Red River 
basins through 1980 microform / by Stephen P. Blumer ; 
prepared in cooperation with the U.S. Army Corps of Engi- 
neers and the U.S. Soil Conservation Service. — Oklahoma 
City, Okla. : U.S. Geological Survey ; [Lakewood, Colo. : 
Open-File Services Section, Western Distribution Branch, 
U.S. Geological Survey], 1983. 

1 v.: ill, 1 map ; 28 cm. — (U.S. Geological Survey open- 
file report ; 83-692) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19837]. 9 microfiches ; 11 x 15 cm. @lItem 
624-H (microfiche) 

1. Sedimentation and deposition. 2. Arkansas River Water- 
shed. 3. Red River Region (Tex.-La.) I. United States. 
Army. Corps of Engineers. II. United States. Soil Conserva- 
tion Service. III. Geological Survey (U.S.) IV. Title. V. 
Series. OCLC 10894257 
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84-19449 


I 19.76:83-697 
Data for ground-water test hole near Butte City, Central Valley 
aquifer project, California microform / by James J. French ... 
[et al.].— Sacramento, Calif. :. U.S. Geological Survey ; 
[Denver, CO : Open-File Services Section, Western Distribu- 
tion Branch, U.S. Geological Survey, 1983] 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-697) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. “October 1983.” ‘National 
Regional Aquifer Systems Analysis Program.” Bibliography: 
p. 54. @Item 624-H (microfiche) 

1. Water, Underground — California— Butte City. I. 
French, James J., 1929- II. Geological Survey (U.S.) III. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-697. 
OCLC 10874836 


84-19450 


I 19.76:83-699 


Sargent, Kenneth A. 


Geologic and hydrologic characterization and evaluation of 
the Basin and Range Province relative to the disposal of high- 
level radioactive waste microform / by K.A. Sargent, and 
M.S. Bedinger. — [Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey ; [Denver, Colo. : Open-File Services Sec- 
tion, Western Distribution Branch, 1983- 

v. : ill, maps ; 28 cm. — (Open-file report / U.S. Geologi- 
cal Survey ; 83-699) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19837]. 3 microfiches ; 11x 15cm. Bibliogra- 
phy: p. 74-80. Contents: pt. 2. Geologic and hydrologic 
characterization. Description based on pt. 2. @lItem 624-H 
(microfiche) 

1. Geology — Northwestern States. 2. Hydrology — 
Northwestern States. 3. Radioactive waste disposal in the 
ground — Northwestern States. I. Bedinger, M.S. II. Geo- 
logical Survey (U.S.) III. Title. IV. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-699. OCLC 10928259 


84-19451 


I 19.76:83-702 
Geophysical methods for locating abandoned wells microform / 
F.C. Frischknecht ... [et al.] ; prepared in cooperation with 
the Environmental Protection Agency. — (Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-702) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
4 microfiches ; 11 x 15 cm. Bibliography: p. 30-31. @Item 
624-H (microfiche) 

1. Prospecting — United States — Geophysical methods. 2. 
Wells — United States. I. Frischknecht, F. C. II. United 
States. Environmental Protection Agency. III. Geological 
Survey (U.S.) IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-702. OCLC 10896282 


84-19452 
I 19.76:83-705 
Analyses of samples from the Lava Creek mining district, Blaine 
and Butte Counties, Idaho microform / by Barbara M. Hillier 
... [et al.]. — Denver, Colo. : U.S. Dept. of the Interior, Geo- 
logical Survey, 1983. 

1 v. : 3 maps ; 28 cm.— (Open-file report ; 83-705) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 3. @lItem 624- 
H (microfiche) 

1. Geochemical prospecting — Idaho — Blaine County. 2. 
Geochemical prospecting — Idaho — Butte County. 3. Mines 
and mineral resources — Idaho — Blaine County. 4. Mines 
and mineral resources — Idaho — Butte County. I. Hillier, 
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Barbara M. II. Geological Survey (U.S.) III. Series: Open- lv. : ill, maps ; 28 cm.— (Open-file report ; 83-717) 

file report (Geological Survey (U.S.)) ; 83-705. OCLC Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 

10896292 1 microfiche ; 11 x 15 Bibliography: p. 25. @lItem 624-H 

(microfiche) 

aptire: ay 1 19.76:83-706 1. Geology, Stratigraphic. 2. Williston Basin. I. 

maid Schmoker, J. W. II. Geological Survey (U.S.) III. Title. 

IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
717. OCLC 10896053 


84-19458 


Rearic, Douglas M. 

Ice gouge data sets from the Alaskan Beaufort Sea : mag- 
netic tape and documentation for computer assisted analyses 
and correlation microform / by Douglas M. Rearic and A. 
Graig McHendrie. — [Reston, Va.?] : U.S. Dept. of the Interi- 
or, Geological Survey, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-706) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 9. @lItem 624- 


I 19.76:83-718 
Bodine, Marc W. 
Notes on the clay mineralogy of the Retsof salt bed, Inter- 
national Salt Company mine, Retsof, New York microform / 
H (microfiche) by Marc Ww. Bodine, Jr. —[Reston, Va.?] : U.S. Dept. of the 
1. Sea ice — Beaufort Sea. I. McHendrie, A. Graig. IL. Interior, Geological Survey, 1983. 
Geological Survey (U.S.) Ill. Title. IV. Series: Open-file Iv. ilk, 1 map ;'28 cm.—: (Open-file report ; 83-718) 
report (Geological Survey (U.S.)) ; 83-706. OCLC 10891987 Microfiche. [Denver, Colo. : US. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 10-11. @lItem 
84-19454 624-H (microfiche) 

1. Salt mines and mining — New York (State) — Retsof. 2. 
Clay — New York (State)— Retsof. I. Geological Survey 
(U.S.) II. Title. III. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-718. OCLC 10896262 


84-19459 


I 19.76:83-708 
Meador, Patricia J. 

Data report for the August 1982 seismic-refraction experi- 
ment in the Mono Craters-Long Valley region, California 
microform / Patricia J. Meador and David P. Hill. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-708) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
4 microfiches ; 11 x 15cm. Bibliography: p. 8. @Item 624- 
H (microfiche) 

1. Seismology — California— Mono County — Long 
Valley. 2. Seismic refraction method. I. Hill, David P. II. 
Geological Survey (U.S.) III. Title. IV. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-708. OCLC 10896311 


84-19455 


I 19.76:83-723 
Schmoker, J. W. 

Porosity and thermal maturity of limestone bodies in Juras- 
sic Swift Formation, Williston Basin, North Dakota micro- 
form / by James W. Schmoker and Timothy C. Hester. — 
[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-723) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 9. @Item 624- 
H (microfiche) 


I 19.76:83-709 
Mineral resource areas of the Basin and Range Province of 


Texas microform / compiled by Christopher D. Henry and 
Jonathan G. Price, and Michelle Frodey Hutchins. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. . 2 maps : 28 cm.— (Open-file report ; 83-709) 


1. Limestone — Williston Basin. 2. Porosity. I. Hester, T. 
C. II. Geological Survey (U.S.) III. Title. IV. Series: 
Open-file report (Geological Survey (U.S.)) ; 83-723. OCLC 
10896087 


Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: leaves 5-7. 
@ltem 624-H (microfiche) 

1. Mines and mineral resources — Texas. I. Henry, Chris- 
topher D. II. Price, Jonathan G. III. Hutchins, Michelle 
Frodey. IV. Geological Survey (U.S.) V. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-709. OCLC 10910673 


84-19456 


84-19460 
I 19.76:83-724 
Colman, Steven M. 

Guidebook, 1983 Friends of the Pleistocene field trip, gla- 
cial sequence near McCall, Idaho microform / by Steven M. 
Colman and Kenneth L. Pierce. — [Reston, Va.?] : U.S. Dept. 
of the Interior, Geological Survey, oa lie 

2 1 v. : ill, 3 maps ; 28 cm.— (Open-file report ; 83- 
iad naan Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: leaves 20-21. 
@ltem 624-H (microfiche) 

1. Friends of the Pleistocene. 2. Glacial epoch — Idaho — 
McCall. 3. Boulders — Idaho — McCall — Guide-books. 4. 
Glaciers — Idaho — McCall — Guide-books. I. Pierce, Ken- 
neth Lee. II. Geological Survey (U.S.) III. Title. IV. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-724. 
OCLC 10910678 


84-19461 


Cook-Clark, Jennifer. 

World finding-rate studies : crude oil microform / by Jenni- 
fer Cook-Clark. — [Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

lv. : ill. ; 28 cm.— (Open-file report ; 83-715) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 4 
microfiches ; 11 x 15cm. @lItem 624-H (microfiche) 

1. Petroleum — Reserves. 2. Prospecting. I. Geological 
Survey (U.S.) II. Title. III. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-715. OCLC 10874860 


84-19457 I 19.76:83-728 
I 19,76:83-717 Masters, Charles D. 
Hester, T. C. 


Preliminary log-derived maps of the Bakken Formation, 
North Dakota and Montana portions of Williston basin micro- 
form / by Timothy C. Hester and James W. Schmoker. — 


[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 


Distribution and quantitative assessment of world crude-oil 
reserves and resources microform / by Charles D. Masters, 
David H. Root, and William D. Dietzman. — [Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-728) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
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microfiche ; 11 x 15 cm. Bibliography: p. 11. @lItem 624-H 
(microfiche) 

1. Petroleum — United States — Reserves. I. Root, David 
H. II. Dietzman, William D. III. Geological Survey (U.S.) 
IV. Title. V.- Series: Open-file report (Geological Survey 
(U.S.)) ; 83-728. OCLC 10891479 


84-19462 


I 19.76:83-734 
Theobald, P. K. 

Statistical parameters for resource evaluation of geochemi- 
cal data from the Ajo 1°x 2°quadrangle, Arizona microform / 
by P.K. Theobald and H.N. Barton. — [Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-734) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 1983?].1 
microfiche ; 11 x 15cm. Bibliography: p. 11. @lItem 624-H 
(microfiche) 

1. Geochemical prospecting — Arizona. I. Barton, H. N. 
II. Geological Survey (U.S.) III. Title. IV. Series: Open- 
file report (Geological Survey (U.S.)) ; 83-734. OCLC 
10891821 


84-19463 


I 19.76:83-735 
McGregor, Bonnie A. 

Submarine canyon and slope processes on the U.S. Atlantic 
continental margin microform / by Bonnie A. McGregor ; 
prepared in cooperation with the U.S. Bureau of Land Man- 
agement under interagency agreement AA851-IA2-26. — 
[Reston, Va.2] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : ill, 3 maps ; 28 cm.— (Open-file report ; 83-735) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 30-32. Series 


number 735 written on t.p. @Jtem 624-H (microfiche) 

1. Submarine valleys. 2. Ocean bottom — Atlantic Coast 
(U.S.) I. United States. Bureau of Land Management. II. 
Geological Survey (U.S.) III. Title. IV. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-735. OCLC 10928274 


84-19464 


1 19.76:83-737 
Speckman, Wendy S. 

Multics STATPAC user handbook : part 2, a guide with 
examples to basic statistical programs and more advanced 
general operation microform / by Wendy S. Speckman. — 
[Reston, Va.2} : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-737) Microfiche. 
(Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; 11 x 15 cm. Bibliography: p. 23. @Item 624-H (micro- 
fiche) 

1. STATPAC (Computer program) I. Geological Survey 
(U.S.) Il. Title. Ill. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-737. OCLC 10874863 


84-19466 


I 19.76:83-745 


Poppe, Lawrence J. 


Hoffa Reef, a shelfedge calcareous prominence in the 
northern Gulf of Mexico microform / Poppe, L.J. and Circe, 
R.C. — [Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-745) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: leaves 11-12. 
@ltem 624-H (microfiche) 

1. Reefs — Mexico, Gulf of. I. Circe, R. C. II. Geologi- 
cal Survey (U.S.) III. Title. IV. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-745. OCLC 10910695 


84-19467 


I 19.76:83-749 


Whitney, John W. John Wallis) 


The environmental history and present condition of Saudi 
Arabia’s northern sand seas microform / by J.W. Whitney, 
D.J. Faulkender, and Meyer Rubin ; prepared for Ministry of 
Petroleum and Mineral Resources, Deputy Ministry for Min- 
eral Resources. — (Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-749) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837). 
1 microfiche ; 11 x 15 cm. Bibliography: p. 36-39. @Item 
624-H (microfiche) 

1. Sand-dunes — Saudi Arabia. 2. Deserts — Saudi Arabia. 
I. Faulkender, D. J. I. Rubin, Meyer. III. Saudi Arabia. 
Deputy Ministry for Mineral Resources. IV. Geological 
Survey (U.S.) V. Title. VI. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-749. OCLC 10896302 


84-19468 


I 19.76:83-750 


Nichols, Thomas C. 


In situ geomechanics of crystalline and sedimentary rocks 
microform / by Thomas C. Nichols, Jr.—[Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v.: ill, 1 map ; 28 cm.— (Open-file report ; 83-750) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 11. Contents: 
pt. 4. Continued field testing of the modified U.S. Geological 
Survey 3-D borehole stress probe. @Item 624-H (micro- 
fiche) 

1. Rock mechanics — Research — United States. 2. Rocks, 
Crystalline — United States. 3. Rocks, Sedimentary. I. Ge- 
ological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-750. OCLC 10891854 


84-19469 


1 19.76:83-751 


Williams, T. R. 
Selected geologic and hydrologic characteristics of the 
basin and range province, western United States : Pleistocene 
lakes and marshes microform / by T.R. Williams and M.S. 


84-19465 
I 19.76:83-741 
Wood, Gordon H. (Gordon Harry), 1919- 


World coal exploration and developments microform / by 
Gordon H. Wood Jr. —[Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-741) Microfiche. 
{Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; If x {5 cm. Includes bibliographical references. @Item 
624-H (microfiche) 

1. Coal— Geology. I. Geological Survey (U.S.) IL 
Title. Ill. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-741. OCLC 10891775 
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Bedinger. — Lakewood, Colo. : U.S. Dept. of the Interior, 
Geological Survey, [1983] 

1 v. : 2 maps ; 28 cm.— (Open-file report ; 83-751) 
Microfiche. [Denver, Coio. : U.S. Geological Survey, 19837]. 
2 microfiches ; li x 1S cm. “December 1983.” Bibliogra- 
phy: p. 9-13. @Item 624-H (microfiche) 

1. Geology — West (U.S.) 2. Hydrology — West (U.S.) 
1. Bedinger, M. S._ II. Geological Survey (U.S.) III. Title. 
IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
751. OCLC 10874868 





84-19470 
I 19.76:83-760 
Goemaat, Robert L. 

Ground-water levels in observation wells in Oklahoma 
1980-82 microform / by Robert L. Goemaat, Lionel D. Mize, 
and Dannie E. Spiser ; prepared in cooperation with the 
Oklahoma Water Resources Board. — Oklahoma City, Okla. : 
U.S. Geological Survey ; [Lakewood, Colo.? : Open-File 
Services Section, Western Distribution Branch, U.S. Geologi- 
cal Survey], 1983. 

1 v. : ill., 1 map ; 28 cm. — (U.S. Geological Survey open- 
file report; 83-760) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19837]. 7 microfiches ; 11 x 15 cm. @lItem 
624-H (microfiche) 

1. Water table— Oklahoma. 2. Water, Underground — 
Oklahoma. I. Mize, Lionel D. II. Spiser, Dannie E. III. 
Oklahoma. Water Resources Board. IV. Geological Survey 
(U.S.) V. Title. VI. Series. OCLC 10891881 


84-19471 
1 19.76:83-767 
Hanson, R. L. 

Oklahoma : a summary of activities of the U.S. Geological 
Survey Water Resources Division for 1983 microform / by 
R.L. Hanson, J.C. Scott, and J.K. Kurklin. — Oklahoma City, 
Okla. : U.S. Geological Survey, 1983. 

1 v. : ill., maps ; 28 cm. — (Open-file report / U.S. Geolog- 
ical Survey ; 83-767) Microfiche. [Denver, Colo. : U.S. Geo- 
logical Survey, 19837]. 2 microfiches ; 11x 15cm. Bibliogra- 
phy: p. 18-43. @lItem 624-H (microfiche) 

1. Geological Survey (U.S.). Water Resources Division. 
Oklahoma District. I. Scott, J. C. II. Kurklin, J. K. IIL 
Geological Survey (U.S.) IV. Title. V. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-767. OCLC 10910790 


84-19472 
I 19.76:83-770 
Water-resources investigations of the U.S. Geological Survey in 
Wyoming, fiscal year 1983 microform / compiled by S.L. 
Green. — Cheyenne, Wyo. U.S. Geological Survey ,; 
(Denver, Colo. : Open-File Services Section, Western Distri- 
bution Branch, U.S. Geological Survey], 1983. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-770) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15cm. @ltem 624-H (microfiche) 

1. Geological Survey (U.S.) 2. Water resources develop- 
ment — Research — Wyoming. I. Green, S. L. II. Geoiogi- 
cal Survey (U.S.) Ill. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-770. OCLC 10928295 


84-19473 
I 19.76:83-772 

Water-resources investigations of the U.S. Geological Survey in 
New Mexico, fiscal year 1981 microform / compiled by 
Robert R. White and Jane G. Wells. — Albuquerque, N.M. : 
U.S. Geological Survey ; [Denver, Colo. : Open-File Services 
Section, Branch of Distribution, U.S. Geological Survey], 
1983. 

1 v. : maps ; 28 cm.— (Open-file report ; 83-772) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837). 1 
microfiche ; 11 x 15 cm. Bibliography: p. 37-38. @Item 
624-H (microfiche) 

1. Water resources development — New Mexico. 2. Hy- 
drology — Research — New Mexico. I. White, Robert, R. 
(Robert Rankin), 1942- II. Wells, Jane G. III. Geological 
Survey (U.S.) IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-772. OCLC 10891833 
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84-19474 
1 19,76:83-777 
McHugh, John B. 

Analytical results for 26 water samples from southern New 
Mexico microform / by J.B. McHugh, W.R. Miller, and W.H. 
Ficklin. — [Reston, Va.?] : U.S. Dept. of the Interior, Geolog- 
ical Survey, 1983. 

1 v. ; 28 cm.— (Open-file report ; 83-777) Microfiche. 
(Denver, Colo. : U.S. Geological Survey, 19839]. 1 microfiche 
; 11 x 15 cm. Bibliography: p. 1-2. @lItem 624-H (micro- 
fiche) 

1. Water — Analysis. 2. Geochemistry — New Mexico. I. 
Miller, W. R. II. Ficklin, Walter H. III. Geological Survey 
(U.S.) IV. Title. V. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-777. OCLC 10896022 


84-19475 
1 19.76:83-779 
Mayfield, Charles F. 

Stratigraphy, structure, and palinspastic synthesis of the 
western Brooks Range, northwestern Alaska microform / by 
C.F. Mayfield, I.L. Tailleur, and Inyo Ellersieck. — [Reston, 
Va.?) : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-779) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837). 
3 microfiches ; 11 x 15 cm. Bibliography: p. 52-58. @lItem 
624-H (microfiche) 

1. Orogeny — Alaska — Brooks Range. 2. Geology, Strati- 
graphic. I. Tailleur, Irvin L. II. Ellersieck, Inyo. III. Ge- 
ological Survey (U.S.) IV. Title. V. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-779. OCLC 10896016 


84-19476 
I 19.76:83-783 
Wilson, Frederic H., 1950- 

Geochronology, geochemistry, and tectonic environment of 
porphyry mineralization in the central Alaska Peninsula mi- 
croform / Frederic H. Wilson and Dennis P. Cox. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-783) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 22-24. @lItem 
624-H (microfiche) 

1. Mines and mineral resources — Alaska. I. Cox, Dennis 
P. Il. Geological Survey (U.S.) Ill. Title. IV. Series: 
Open-file report (Geological Survey (U.S.)) ; 83-783. OCLC 
10896009 


84-19477 
I 19.76:83-788 
Coleman, R. G. (Ronald Gene), 1939- 

Cenozoic volcanic rocks of Saudi Arabia microform / by 
R.G. Coleman, R.T. Gregory, and G.F. Brown ; prepared for 
Ministry of Petroleum and Mineral Resources, Deputy Minis- 
try for Mineral Resources. — (Reston, Va.?] : U.S. Dept. of 
the Interior, Geological Survey, 1983. 

1 v. : ill, maps ; 28 cm.— (Open-file report ; 83-788) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837}. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 76-82. Series 
number 788 written on t.p. @Item 624-H (microfiche) 

1. Geology, Stratigraphic — Cenozoic. 2. Volcanism — 
Saudi Arabia. I. Gregory, R. T. II. Brown, Glen Francis, 
1911- Ill, Saudi Arabia. Deputy Ministry for Mineral Re- 
sources. IV. Geological Survey (U.S.) V. Title. VI. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-788. 
OCLC 10928285 
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84-19478 
I 19.76:83-790 
Bodnar, R. J. 

Data on stretching of fluid inclusions in fluorite and sphal- 
erite microform / by R.J. Bodnar and P.M. Bethke. — 
[Reston, Va.? : U.S. Geological Survey, 19832] 

1 v. ; 28 cm.— (Open-file report ; 83-790) Microfiche. 
[Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; 11x 15cm. Bibliography: p. 3. @lItem 624-H (microfiche) 

1. Metals — Inclusions. 2. Fluorspar— United States. 3. 
Sphalerite — United States. 1. Bethke, Philip Martin, 1930- 
II. Geological Survey (U.S.) III. Title. IV. Series: Open- 
file report (Geological Survey (U.S.)) ; 83-790. OCLC 
10891845 


84-19479 
I 19.76:83-795 
Hovorka, Dirk S. 

Geology and mineral resource potential of the Palisade 
Wilderness study area, Mesa County, Colorado (GEM, phase 
2) microform / by Dirk S. Hovorka, Charles G. Patterson, 
and Margo I. Toth. —([Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, 1983. 

1 v. : maps ; 28 cm. — (Open-file report ; 83-795) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 2 
microfiches ; 11 x 15 cm. Bibliography: leaves 22-24. 
@ltem 624-H (microfiche) 

1. Wilderness areas — Colorado — Mesa County. 2. Mines 
and mineral resources — Colorado — Mesa County. 3. Geol- 
ogy — Colorado — Mesa County. I. Patterson, Charles G. 
II. Toth, Margo I. III. Geological Survey (U.S.) IV. Title. 
V. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
795. OCLC 10910754 

84-19480 
I 19.76:83-799 
May, Steven R. 

Paleomagnetism and suspect terranes of the North Ameri- 
can Cordillera microform / by Steven R. May, Peter J. 
Coney, and Myrl E. Beck, Jr. —[Reston, Va.?] : U.S. Dept. 
of the Interior, Geological Survey, 1983. 

1 v. : 3 maps ; 28 cm.— (Open-file report ; 83-799) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 4-7. @lItem 
624-H (microfiche) 

1. Paleomagnetism — North America. I. Coney, Peter J. 
II. Beck, Myrl E. III. Geological Survey (U.S.) IV. Title. 
V. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
799. OCLC 10891894 


84-19481 
I 19.76:83-800 
Ayuso, Robert A. 

Quartz-molybdenite veins in the Priestly Lake granodiorite, 
north-central Maine microform / by Robert A. Ayuso and 
Stephen G. Shank. — Reston, Va. : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

lv. : ill, 1 map ; 28 cm.— (Open-file report ; 83-800) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 8. @lItem 624- 
H (microfiche) 

1. Molybdenum ores — Maine — Priestly Lake. I. Shank, 
Stephen G. II. Geological Survey (U.S.) III. Title. IV. 
Series: Open-file report (Geological Survey (U.S.)) ; 83-800. 
OCLC 10891863 


84-19482 


I 19.76:83-801 
Peterson, James A. 


Assessment of undiscovered conventionally recoverable pe- 
troleum resources of onshore China [microform] / by James 
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A. Peterson. — (Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

1 v.: ill, 1 map ; 28 cm.— (Open-file report ; 83-801) 
Chiefly ill. Microfiche. [Denver, Colo. : U.S. Geological 
Survey, 19832]. 1 microfiche ; 11 x 15 cm. @lItem 624-H 
(microfiche) 

1. Petroleum — Geology — China. I. Geological Survey 
(U.S.) Il. Title. III. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-801. OCLC 10874127 


84-19483 


I 19.76:83-804 


McCammon, Richard B. 


Operation manual for the muPROSPECTOR consultant 
system microform / by Richard B. McCammon. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-804) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 8. @lItem 624-H 
(microfiche) 

1. Prospecting — United States— Computer programs. I. 
Geological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-804. OCLC 10896250 


84-19484 


I 19.76:83-806 


Gage, Thomas B. 


Principal facts for 904 gravity stations in and near the 
Chemehuevi Mountains and Crossman Peak Wilderness Study 
Areas, San Bernardino County, California and Mohave 
County, Arizona microform / by Thomas B. Gage and 
Robert W. Simpson. —[Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, [19837] 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-806) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 6. @lItem 624- 
H (microfiche) 

1. Gravity stations — California — San Bernardino County. 
2. Gravity stations — Arizona— Mohave County. I. Simp- 
son, Robert W. II. Geological Survey (U.S.) III. Title. 
IV. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
806. OCLC 10896267 


84-19485 


I 19.76:83-817 


McGee, James J. 


$ANBA, a rapid, combined data acquisition and correction 
program for the SEMQ electron microprobe microform / by 
James J. McGee. — [Reston, Va.?] : U.S. Dept. of the Interi- 
or, Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-817) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15cm. Bibliography: p. 20. @lItem 624-H 
(microfiche) 

1. Microprobe analysis — Computer programs. I. Geologi- 
cal Survey (U.S.) II. Title. III. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-817. OCLC 10896316 


84-19486 


I 19.76:83-821 
Fairer, G. M. 

Reconnaissance geology of the Ishash quadrangle, sheet 26/ 
39C, kingdom of Saudi Arabia microform / by G.M. Fairer ; 
prepared for Ministry of Petroleum and Mineral Resources, 
Deputy Ministry for Mineral Resources, Jiddah, kingdom of 
Saudi Arabia. —[Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

1 v. : 2 maps ; 28 cm.— (Open-file report ; 83-821) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 





2 microfiches ; 11 x 15 cm. Bibliography: p. 15-16. Series 
number 821 written on t.p. @Item 624-H (microfiche) 

1. Geology — Saudi Arabia. I. Saudi Arabia. Deputy Min- 
istry for Mineral Resources. II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-821. OCLC 10910721 


84-19487 
1 19,76:83-827 
Basalt samples and water-column samples from the southern 
Juan de Fuca Ridge : preliminary results of cruise L13-82-WF 
microform / by Janet L. Morton ... [et al.) ; prepared in 
cooperation with the scientific party of cruise L13-82-WF, 
James Franklin ... [et al.]. —[Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, [19837] 
1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 83-827) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 7> @lItem 624- 
H (microfiche) 
1. Basalt — United States — Juan de Fuca Ridge. 2. Sea- 
water — Analysis. I. Morton, J. L. II. Franklin, James 
(James Louis), 1958- III. Geological Survey (U.S.) IV. 


Series: Open-file report (Geological Survey (U.S.)) ; 83-827. 
OCLC 10891890 


84-19488 
I 19.76:83-830 
Results and preliminary inversion of loop-loop frequency- 
domain electromagnetic soundings near Medicine Lake, Cali- 
fornia microform / by W.L. Anderson ... [et al.]. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 

lv. : ill, 1 map ; 28 cm.— (Open-file report ; 83-830) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15 cm. Bibliography: p. 13-14. @lItem 
624-H (microfiche) 

1. Electric prospecting — California — Medicine Lake. 2. 
Earth resistance. I. Anderson, Walter L. (Walter Leonard), 
1922- II. Geological Survey (U.S.) III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-830. OCLC 10891902 


84-19489 
I 19.76:83-836 

Abstracts of the Symposium on the Geology and Mineral De- 
posits of the Challis 1°x 2°quadrangle, Idaho : presented to the 
Northwest Mining Association, December 1-2, 1983 micro- 
form / compiled by Frederick S. Fisher and Kathleen M. 
Johnson. — [Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey, 1983. 

1 v.: ill, 1 map ; 28 cm.— (Open-file report ; 83-836) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Includes index. @Item 624-H 
(microfiche) 

1. Mines and mineral resources — Idaho — Abstracts. I. 
Fisher, Frederick S., 1937- II. Johnson, Kathleen M. III. 
Geological Survey (U.S.) IV. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-836. OCLC 10891910 


84-19490 


I 19.76:83-838 
Whitney, Gene. 

Hand-held ratioing radiometer data for 66 selected mineral 
samples microform / by Gene Whitney. —[Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-838) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15cm. @ltem 624-H (microfiche) 

1. Radiometer. I. Geological Survey (U.S.) II. Title. 


III. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
838. OCLC 10891868 
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84-19491 
I 19.76:83-863 
Busenberg, Eurybiades. 

Chemical and x-ray analyses of 175 calcite and marble 
samples from the collection of the National Museum of Natu- 
ral History, Smithsonian Institution microform / by Eury- 
biades Busenberg and L. Niel Plummer. —[Reston, Va.?] : 
U.S. Geological Survey ; [Lakewood, Colo. : Open-File Serv- 
ices Section, Western Distribution Branch, U.S. Geological 
Survey], 1984. 

1 v. ; 28 cm.— (Open-file report ; 83-863) Microfiche. 
(Denver, Colo. : U.S. Geological Survey, 1984?]. 1 microfiche 
;11x 15cm. Bibliography: p. 2. @lItem 624-H (microfiche) 

1. National Museum of Natural History. 2. Calcite — 
United States— Analysis. 3. Marble— United States — 
Analysis. I. Plummer, L. Niel. II. Geological Survey 
(U.S.) III. Title. IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 83-863. OCLC 10891841 


84-19492 


I 19.76:83-870 


Knott, J. M. 


Sediment discharge data for selected sites in the Susitna 
River Basin, Alaska, 1981-82 microform / by James M. Knott 
and Stephen W. Lipscomb ; prepared in cooperation with the 
Alaska Power Authority. — Anchorage, Alaska : U.S. Geo- 
logical Survey ; Denver, Colo. : Open-File Services Section, 
Western Distribution Branch, 1983. 

1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-870) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
2 microfiches ; 11 x 15cm. Bibliography: p. 8. @lItem 624- 
H (microfiche) 

1. Sedimentation and deposition — Alaska — Susitna River 
Basin. 2. Susitna River Basin (Alaska) I. Lipscomb, Ste- 
phen W. II. Alaska Power Authority. III. Geological 
Survey (U.S.) IV. Title. V. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 83-870. OCLC 10910812 


84-19493 


I 19.76:83-902 


Mineral deposit grade-tonnage models II microform / by D.A. 


Singer and D.L. Mosier, editors. —([Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey, 1983. 

iv. : ill. ; 28 cm.— (Open-file report ; 83-902) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 2 
microfiches ; 11 x 15cm. Bibliography: p. 101. @lItem 624- 
H (microfiche) 

1. Ore-deposits — United States. I. Singer, D. A. IL. 
Mosier, D. L. III. Geological Survey (U.S.) IV. Series: 
Open-file report (Geological Survey (U.S.)) ; 83-902. OCLC 
10891917 


84-19494 
I 19.76:83-904 
Geological Survey (U.S.) 

Generalized geologic map of the southern Sierra Nevada, 
California, showing the location of basement samples for 
which whole rock 18/0 has been determined [microform] / 
compiled by Donald C. Ross ; Department of the Interior, 
United States Geological Survey. Scale 1:250,000 (W 119°— 
W 118°/N 36°—N 35°). ——[Reston, Va.?] : The Survey, 
1983. 

1 map ; 56 x 63 cm. (Open-file report ; 83-904) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Includes text, ill. and bibliography. 
@ltem 624-H (microfiche) 

1. Geology — California— Maps. 2. Radioactive dating. 
3. California— Maps. 4. Sierra Nevada Mountains Region 
(Calif. and Nev.) I. Ross, Donald Clarence, 1924- II. Title. 
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III. Series: Open-file report (Geological Survey (U.S.)) ; 83- 
904. OCLC 10860171 


84-19495 
I 19.76:83-905 
Flohr, Marta J. K. 

BASIC programs for calculation of cation site occupancies 
and plotting of mineral data with applications for evaluation 
of metamorphic mineral assemblages microform / by Marta 
J.K. Flohr. —[Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey, 1983. 

1 v. : ill. ; 28 cm.— (Open-file report ; 83-905) Micro- 
fiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 1 
microfiche ; 11 x 15 cm. Bibliography: p. 16. @Item 624-H 
(microfiche) 

1. Mineralogy, Determinative— Computer programs. I. 
Geological Survey (U.S.) II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 83-905. OCLC 10928290 


84-19496 
I 19.76:83-906 
Underwater gravity meter survey of San Francisco and San 
Pablo Bays, California, 1982 microform / Jonathan R. Childs 
... [et al.]. —[Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey, [1983] 
1 v. : ill, 1 map ; 28 cm.— (Open-file report ; 83-906) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. “December, 1983.” Bibliogra- 
phy: leaf 8. @ltem 624-H (microfiche) 
1. Gravity — California— San Francisco Bay. 2. Gravi- 
ty —California— San Pablo Bay. I. Childs, Jonathan R. 
II. Geological Survey (U.S.) III. Series: Open-file report 
(Geological Survey (U.S.)) ; 83-906. OCLC 10910750 


84-19497 
I 19.76:83-916 
Hagstrum, J. T. 

Paleomagnetic results from seven Middle Paleozoic plutons 
in the Appalachian Piedmont of North and South Carolina 
microfiche / J.T. Hagstrum.— [Menlo Park, Calif.] : U.S. 
Dept. of the Interior, Geological Survey, 1983. 

19 leaves : ill., map ; 28 cm. — (Open-file report ; 83-916) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19837]. 
1 microfiche ; 11 x 15 cm. Bibliography: leaves 18-19. 
@ltem 624-H (microfiche) 

1. Paleomagnetism— North Carolina. 2. Paleomagne- 
tism — South Carolina. I. Geological Survey (U.S.) II. 
Title. III. Series: Open-file report (Geological Survey 
(U.S.)) ; 83-916. OCLC 10880714 

84-19498 
I 19.76:84-59 
The 1983 recession of Columbia Glacier microform / by M.F. 
Meier ... [et al.].— Tacoma, WA : U.S. Geological Survey, 
1984. 

1 v. : ill, 2 maps ; 28 cm.— (Open-file report ; 84-059) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19847]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 5. @lItem 624- 
H (microfiche) 

1. Glaciers — Alaska. 2. Columbia Glacier (Alaska) I. 
Meier, Mark Frederick, 1925- II. Geological Survey (U.S.) 
III. Series: Open-file report (Geological Survey (U.S.)) ; 84- 
59. OCLC 10910778 

84-19499 
I 19.76:84-81 
Tirey, George B. 

Common-depth-point seismic-reflection survey on the Mis- 
sissippi River in the vicinity of Alton, Illinois microform / by 
George B. Tirey, Richard A. Wise, and Elizabeth A. 


Winget. — [Reston, Va.?] : U.S. Dept. of the Interior, Geolog- 
ical Survey, 1984. 
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1 v. : ill, 3 maps ; 28 cm.— (Open-file report ; 84-81) 
Microfiche. [Denver, Colo. : U.S. Geological Survey, 19847]. 
1 microfiche ; 11 x 15 cm. Bibliography: p. 19. Series 
number 81 written on t.p. @lItem 624-H (microfiche) 

1. Seismology — Illinois — Alton. 2. Seismic reflection 
method. I. Wise, Richard A. II. Winget, Elizabeth A. III. 
Geological Survey (U.S.) IV. Title. V. Series: U:S. Geo- 
logical Survey open-file report ; 84-81. OCLC 10928248 


84-19500 
I 19.76:84-85 
Analysis of core samples from ground water boreholes in Rhode 
Island microform / by F.T. Manheim ... [et al.]. —[Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey, 1983. 
1 v. : ill. ; 28 cm. — (Open-file report ; 84-85) Microfiche. 
(Denver, Colo. : U.S. Geological Survey, 19837]. 1 microfiche 
; 11 x 15 cm. Bibliography: leaf 3. Series number 85 writ- 
ten ont.p. @lItem 624-H (microfiche) 
1. Water, Underground— Rhode Island — Analysis. 2. 
Borehole mining — Environmental aspects — Rhode Island. 
I. Manheim, F. T. II. Geological Survey (U.S.) III. Series: 


Open-file report (Geological Survey (U.S.)) ; 84-85. OCLC 
10910732 


RECLAMATION BUREAU 
Interior Dept. 
Washington, DC 20240 


84-19501 


I 27.2:B 66/18 
Boulder Canyon project : All-American Canal system, Coa- 

chella division, rehabilitation and betterment program : Cali- 
fornia, Imperial and Riverside Counties / Lower Colorado 
Region, Bureau of Reclamation. — [Washington, D.C.?] : The 
Bureau, 1984. 

4 p. : ill, maps ; 30 cm. Caption title. “Region revision 
1/84 (from Project data book)”—P. 1. @Item 660 

1. Water resources development — California — Imperial 
County. 2. Water resources development — California — 
Riverside County. I. United States. Bureau of Reclamation. 
Lower Colorado Region. OCLC 10945352 


84-19502 
I 27.2:C 33/18 
Central Valley Project : Auburn-Folsom South Unit, American 
River division : California, El] Dorado, Placer, Sacramento, 
and San Joaquin Counties / Mid-Pacific Region, Bureau of 
Reclamation. — [Washington, D.C.?] : The Bureau, 1984. 

4 p.: ill, maps ; 30 cm. Caption title. “Region revision 
10/83 (from Project data book)”—P. 1. 

1. Water resources development — California. 2. Central 
Valley Project (Calif.). Auburn-Folsom South Unit. I. 
United States. Bureau of Reclamation. Mid-Pacific Regional 
Office. OCLC 10941819 


84-19503 
I 27.2:C 33/19 
Central Valley Project (general overview) : California, 36 coun- 
ties / Mid-Pacific Region, Bureau of Reclamation. — [Wash- 
ington, D.C.?] : The Bureau, 1984. 
6 p. : ill, maps ; 30 cm. Caption title. “Region revision 
10/83 (from Project data book)”—P. 1. @lItem 660 
1. Water resources development — California. 2. Water 
conservation — California. 3. Central Valley Project (Calif.) 
I. United States. Bureau of Reclamation. Mid-Pacific Regional 
Office. OCLC 10941803 





84-19504 
I 27.2:C 71/25 
Colorado River storage project (under construction) :_ Arizona, 
New Mexico, Colorado, Utah, and Wyoming / Upper Colo- 
rado Region, Bureau of Reclamation. — [Washington, D.C.?] : 
The Bureau, 1984. 
18 p. : ill, maps ; 30 cm. Caption title. ‘Region revision 
10/83 (from Project data book)”—P. 1. @Item 660 
1. Water-storage — West (U.S.) 2. Water resources devel- 
opment — West (U.S.) I. United States. Bureau of Reclama- 
tion. Upper Colorado Region. OCLC 10935517 


84-19505 
I 27.2:C 88/3 
Crooked River project, Oregon : Crook County / Pacific 
Northwest Region, Bureau of Reclamation. — [Washington, 
D.C.?] : The Bureau, 1983. 
10 p. : ill., 2 maps, plans ; 29 cm. Caption title. 
revision 4/83 (from Project Data Book)”—P. 1. @Item 660 
1. Water resources development — Oregon — Crook 
County. 2. Dams—Oregon— Crook County. I. United 
States. Bureau of Reclamation. Pacific Northwest Region. 
OCLC 10904166 


84-19506 


“Region 


I 27.2:D 16 
Dallas Creek.— Montrose, CO : U.S. Dept. of the Interior, 

Bureau of Reclamation, 1984. 

1 sheet : ill., 1 map ; 42 x 37 cm. folded to 21 x 10 cm. 
@ltem 660 

1. Water resources development — Colorado — Dallas 
Creek. I. United States. Bureau of Reclamation. OCLC 
10919792 


84-19507 
I 27.2:D 18/15 
Tilsley, James M. 

Major dams, reservoirs, and hydroelectric plants : world- 
wide and Bureau of Reclamation / prepared by James M. 
Tilsley.— Rev. reprint June 1983.— Denver, Colo. : U.S. 
Dept. of the Interior, Bureau of Reclamation, 1983. 

iii, 24 p. ; 28 cm. “Updates the Bureau of Reclamation’s 
January 1980 edition of “The World’s Major Dams, Man- 
Made Lakes, and Hydroelectric Plants”’—P. [2] of cover. 
Distributed to depository libraries in microfiche. @lItem 660 
(microfiche) 

1. Dams — Statistics. 2. Reservoirs — Statistics. 
droelectric power plants — Statistics. I. 
Bureau of Reclamation. 


84-19508 


3. Hy- 
United States. 
II. Title. OCLC 10336115 


I 27.2:D 69/3 
Dolores project (under construction) : Colorado, Montezuma 

and Dolores Counties / Upper Colorado Region, Bureau of 
Reclamation. — (Washington, D.C.?] : The Bureau, [1983] 

10 p. : ill, maps ; 30 cm. Caption title. “Region revision 
10/83 (from Project data book)”—P. 1. @Item 660 

1. Water resources development — Colorado — Montezuma 
County. 2. Water resources development — Colorado — Do- 
lores County. I. United States. Bureau of Reclamation. 
Upper Colorado Region. OCLC 10941678 


84-19509 
I 27.2:M 85 
Engineering and Research Center (U.S.). Division of Safety. 
Motor vehicle and mobile equipment safety standards / 
prepared by Division of Safety, Engineering and Research 
Center, Denver, Colorado. — Denver, Colo. : U.S. Dept. of 
the Interior, Bureau of Reclamation, 1982. 


vii, 36 p. : forms ; 19 cm. “April 1982.” @ltem 660 
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1. Motor vehicles — Standards — United States. 2. Motor 
vehicle driving — Safety measures. 3. Conveying machin- 
ery — Safety measures. I. Title. OCLC 10905155 


84-19510 
I 27.2:P 58/33 
Pick-Sloan Missouri Basin program, Canyon Ferry unit : Mon- 
tana, Broadwater and Lewis and Clark Counties / Upper 
Missouri Region, Bureau of Reclamation. — [Washington, 
D.C.?] : The Bureau, 1983. 
6 p. : ill, maps ; 30 cm. Caption title. “Region revision 
10/83 (from Project data book)”—P. 1. @lItem 660 
1. Water resources development — Montana — Broadwater 
County. 2. Water resources development — Montana — 
Lewis and Clark County. I. United States. Bureau of Recla- 
mation. Upper Missouri Regional Office. OCLC 10920734 


84-19511 
I 27.2:St 8/4 
Strawberry Valley project : Utah, Utah and Wasatch Counties / 
Upper Colorado Region, Bureau of Reclamation. — [Wash- 
ington, D.C.?] : The Bureau, [1983] 
6 p. : ill, maps ; 30 cm. Caption title. “Region revision 
10/83 (from Project data book)”—P. 1. @lItem 660 
1. Water resources development — Utah — Utah County. 
2. Water resources development — Utah — Wasatch County. 
I. United States. Bureau of Reclamation. Upper Colorado 
Region. OCLC 10947188 


84-19512 
1 27.2:¥ 1/12 
Yakima project : Washington, Benton, Franklin, Yakima, and 
Kittitas Counties / Pacific Northwest Region, Bureau of Rec- 
lamation. — [Washington, D.C.?] : The Bureau, 1984. 
20 p. : ill., maps ; 30 cm. Caption title. “Region revision 
10/83 (from Project data book)”—P. 1. @lItem 660 
1. Water resources development — Washington (State) I. 
United States. Bureau of Reclamation. Pacific Northwest 
Region. OCLC 10941716 


84-19513 
I 27.2:¥ 9/9 
Yuma project : Arizona, Yuma County : California, Imperial 
County / Lower Colorado Region, Bureau of Reclamation. — 
(Washington, D.C.?] : The Bureau, 1984. 
6 p. : ill, maps ; 30 cm. Caption title. “Region revision 
2/84 (from Project data book)”—P. 1. @lItem 660 
1. Water resources development — Arizona — Yuma 
County. 2. Water resources development — California — Im- 
perial County. I. United States. Bureau of Reclamation. 
Lower Colorado Region. OCLC 10920680 


84-19514 
I 27.60:84-4 
Arbour, R. C. 

Synopsis of insulation problems at Yellowtail Powerplant / 
by Richard C. Arbour. — Denver, Colo. : Power and Instru- 
mentation Branch, Division of Research and Laboratory 
Services, Engineering and Research Center, [1983] 

iii, 13 p. : ill. ; 28 cm. “October 1983.” “REC-ERC-84- 
4.” @ltem 664-F 

1. Electric power failures — Montana. 
tors and insulation. I. Engineering and Research Center 
(U.S.). Power and Instrumentation Branch. II. Title. 
OCLC 10803786 


84-19515 


2. Electric insula- 


I 27.72:80-3 
Carpenter, L. R. 
Design of a large force biaxial test frame / by Lynn R. 
Carpenter, Michael R. O’Shea. — Denver, Colo. : Concrete & 
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Structural Branch, Division of Research, Engineering and 
Research Center : U.S. Dept. of the Interior, Water and 
Power Resources Service, [1980] 

viii, 180 p. : ill, 2 forms ; 28 cm. 
“GR-80-3." @Item 664-B-1 

1. Structural frames — Testing. 2. Materials — Dynamic 
testing. I. O’Shea, Michael R. II. Engineering and Re- 
search Center (U.S.). Concrete and Structural Branch. III. 
Title. OCLC 10896895 


84-19516 


“July 1980”°—Cover. 


I 27.72:81-12 
Gaeto, T. A. 

Theodore Roosevelt Dam concrete core investigations— 
1981 / by T.A. Gaeto. — Denver, Colo. : U.S. Dept. of the 
Interior, Bureau of Reclamation, Division of Research, Con- 
crete and Structural Branch, [1981] 

v, 29 p. : ill. ; 28 cm. “October 1981.” Includes biblio- 
graphical references. “GR-81-12.” @Item 664-B-1 

1. Concrete dams— Arizona. 2. Dams— Arizona. 3. 
Theodore Roosevelt Dam (Ariz.) I. Engineering and Re- 
search Center (U.S.). Concrete and Structural Branch. II. 
Title. OCLC 09720589 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


84-19517 
I 28.23:8866 
Bremner, P. R. (Paul R.) 

A basic chloride method for extracting aluminum from clay 
/ by P.R. Bremner, L.J. Nicks, and D.J. Bauer. — Pgh. [i.e. 
Pittsburgh], PA. : U.S. Dept. of the Interior, Bureau of 
Mines, [1984] 

8 p. : ill. ; 28 cm.— (Report of investigations ; 8866) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @lItem 637-A (microfiche) 

1. Aluminum — Metallurgy. 2. Leaching. 3. Chlorides. 
4. Kaolinite. I. Nicks, L. J. (Larry J.) II. Bauer, D. J. 
(Donald J.) III. United States. Bureau of Mines. IV. Title. 
V. Series: Report of investigations (United States. Bureau of 
Mines) ; 8866. TN23.U43 84-600004 [TN775] 622 s 
[669/.722 ¢2 19] OCLC 10349525 


84-19518 
I 28.23:8871 
Gabler, Robert C. 

Properties of filter cloths for seepage control in coal mine 
waste embankments / by Robert C. Gabler, Jr. — Pgh. [ie. 
Pittsburgh], PA. : U.S. Dept. of the Interior, Bureau of 
Mines, [1984] 

23 p. : ill. ; 28 cm.— (Report of investigations ; 8871) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @lItem 637-A (microfiche) 

1. Coal mine waste. 2. Seepage. 3. Filter cloth — Test- 
ing. I. United States. Bureau of Mines. II. Title. III. 
Series: Report of investigations (United States. Bureau of 
Mines) ; 8871. TN23.U43 83-600397 [TD899.M5] 622 s 
[622/.334 ¢2 19] OCLC 10349278 


84-19519 
I 28.23:8872 
Thimons, Edward D. 

In-mine remote-actuated stench fire-warning system / by 
Edward D. Thimons and Mervin D. Marshall. — Pgh. [i.e. 
Pittsburgh], PA. : U.S. Dept. of the Interior, Bureau of 
Mines, [1984] 
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ii, 6 p. : ill. ; 28 cm.— (Report of investigations ; 8872) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @ltem 637-A (microfiche) 

1. Mine fires — Prevention and control. 2. Fire detectors. 
I. Marshall, Mervin D. II. United States. Bureau of Mines. 
III. Title. IV. Series: Report of investigations (United States. 
Bureau of Mines) ; 8872. TN23.U43 84-600024 [TN315] 
622s [622/.8 ¢2 19] OCLC 10483795 


84-19520 
I 28.23:8875 


Tesarik, D. R. (Douglas R.) 


Estimating horizontal drain design by the finite-element and 
finite-difference methods / by D.R. Tesarik and C.D. 
Kealy. — Pgh. [i.e. Pittsburgh], PA. : U.S. Dept. of the Interi- 
or, Bureau of Mines, 1984. 

ii, 26 p. : ill. ; 28 cm.— (Report of investigations ; 8875) 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 26. @lItem 637-A (microfiche) 

1. Tailings (Metallurgy) 2. Finite element method. 3. 
Difference equations. I. Kealy, C. D. II. United States. 
Bureau of Mines. III. Title. IV. Series: Report of investiga- 
tions (United States. Bureau of Mines) ; 8875. TN23.U43 
84-600030 [TD899.M47] 622 s [622/55 ¢2 19] OCLC 
10458125 


84-19521 


I 28.23:8881 


White, J. C. (Jack C.) 


Domestic saprolites as potential substitutes for refractory- 
grade bauxite / by Jack C. White. — Pgh. [i.e. Pittsburgh], 
PA. : U.S. Dept. of the Interior, Bureau of Mines, 1984. 

10 p. : ill. ; 28 cm.— (Report of investigations ; 8881) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @lItem 637-A (microfiche) 

1. Saprolites — Southern States. 2. Bauxite substitutes. 3. 
Refractory materials. I. United States. Bureau of Mines. II. 
Title. III. Series: Report of investigations (United States. 
Bureau of Mines) ; 8881. TN23.U43 84-600021 
[TN948.S24] 622s [553.4/926 ¢2 19] OCLC 10458124 


84-19522 


I 28,23:8883 
Schultze, L. E. (Lawrence E.) 

Recovering lithium chloride from a geothermal brine / by 
L.E. Schultze and D.J. Bauer. — Pgh. [i.e. Pittsburgh], PA. : 
U.S. Dept. of the Interior, Bureau of Mines, 1984. 

13 p. : ill, 1 map ; 28 cm.— (Report of investigations ; 
8883) Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. @lItem 637-A (microfiche) 

1. Lithium chloride. 2. Geothermal brines. I. Bauer, D. 
J. (Donald J.) Il. United States. Bureau of Mines. III. 
Title. IV. Series: Report of investigations (United States. 
Bureau oof Mines) ; 8883. TN23.U43 84-600071 
[QD181.L5] 622s [661/.35 ¢2 19] OCLC 10697148 


84-19523 
I 28.23:8884 
Daniel, J. H. 

Diesels in underground mining : a review and evaluation of 
an air quality monitoring methodology / by J. Harrison 
Daniel, Jr. — Pgh. [i.e. Pittsburgh], PA. : U.S. Dept. of the 
Interior, Bureau of Mines, [1984] 

ii, 36 p. : ill. ; 28 cm.— (Report of investigations ; 8884) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @Item 637-A (microfiche) 

1. Coal mines and mining — Equipment and supplies — 
Safety measures. 2. Diesel motor — Safety measures. 3. 
Diesel motor exhaust gas. 4. Mine ventilation. 5. Air qual- 
ity — Measurement. I. United States. Bureau of Mines. II. 





Title. III. Series: Report of investigations (United States. 
Bureau of Mines) ; 8884. TN23.U43 84-600040 [TN813] 
622s [622/.42 ¢2 19] OCLC 10507011 . 


84-19524 
I 28.23:8885 
Morrice, E. (Edward) 

Pilot mill flotation of serpentinized platinum-palladium ore 
from the Stillwater complex / by E. Morrice, J.W. Wal- 
kiewicz, and G. Casale. — Pgh. [i.e. Pittsburgh], PA. : U.S. 
Dept. of the Interior, Bureau of Mines, 1984. 

11 p. : ill. ; 28 cm.— (Report of investigations ; 8885) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @lItem 637-A (microfiche) 

1. Flotation. 2. Platinum group — Metallurgy. 3. Plati- 
num ores — Montana. I. Walkiewicz, J. W. (John W.) II. 
Casale, G. (Gene) III. United States. Bureau of Mines. IV. 
Title. V. Series: Report of investigations (United States. 
Bureau of Mines) ; 8885. TN23.U43 84-600080 [TN523] 
622s [622/.3424 ¢2 19] OCLC 10697151 


84-19525 
I 28.27:8930 
Rozenkranz, Rodney D. 

Copper availability—market economy countries : a minerals 
availability program appraisal / by R.D. Rosenkranz, E.H. 
Boyle, Jr., and K.E. Porter. — [Pittsburgh, Pa.?] : U.S. Dept. 
of the Interior, Bureau of Mines ; Washington, D.C. : For sale 
by the Supt. of Docs., U.S. G.P.O., [1983] 

iv, 30 p. : ill. ; 28 cm.— (Information circular ; 8930) 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 29. @lItem 637-A (microfiche) S/N 024-004-02128- 
4@GPO $2.00 

1. Copper industry and trade. I. Boyle, Edward H. II. 
Porter, K. E. (Kenneth E.) III. United States. Bureau of 
Mines. IV. Title. V. Series: Information circular (United 
States. Bureau of Mines) ; 8930. TN295.U4 no. 8930 82- 
600393 [HD9539.C6] 622 s [338.4/76733 ¢2 19] OCLC 
09254296 


84-19526 
I 28.27:8974 
Walters, R. P. (Richard P.) 

Methods for producing platinum-group metal coatings from 
molten alkali cyanides / by Richard P. Walters and David R. 
Flinn. — Pgh. {i.e. Pittsburgh], PA. : U.S. Dept. of the Interi- 
or, Bureau of Mines, [1984] 

17 p. : ill. ; 28 cm.— (Information circular ; 8974) Dis- 
tributed to depository libraries in microfihe. Includes biblio- 
graphical references. @lItem 637-A (microfiche) 

1. Electroplating. 2. Platinum group. 3. Fused salts. 4. 
Cyanides. I. Flinn, David R. II. United States. Bureau of 
Mines. III. Title. IV. Series: Information circular (United 
States. Bureau of Mines) ; 8974. TN295.U4 84-600022 
[TS692.P56] 622s [673/.7 ¢2 19] OCLC 10532944 

84-19527 
I 28.27:8975 
Pokora, R. J. (Robert J.) 

Retrofit noise control modifications for crushing and 
screening equipment in the nonmetallic mining industry : an 
applications manual / by R.J. Pokora, T.G. Bobick, and T.L. 
Muldoon. — Pgh. [i.e. Pittsburgh], PA. : U.S. Dept. of the 
Interior, Bureau of Mines, [1984] 

ii, 24 p. : ill, ; 28 cm.— (Information circular ; 8975) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @lItem 637-A (microfiche) 

1. Sand and gravel plants— Noise control. 2. Crushed 
stone industry — Noise control. 3. Crushing machinery — 
Noise. 4. Screens (Mining) — Noise. I. Bobick, T. G. II. 
Muldoon, T. L. III. United States. Bureau of Mines. IV. 
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Title. V. Series: Information circular (United States. Bureau 
of Mines) ; 8975. TN295.U4 84-600017 [TD893.M5] 622 
s [622/.73 ¢2 19] OCLC 10458123 


84-19528 
I 28.27:8978 
Coffman, Joseph S. 

Manganese availability—market economy countries : a min- 
erals availability program appraisal / by Joseph S. Coffman 
and Cesar M. Palencia. — [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, [1984] 

vi, 26 p. : ill, 1 map ; 28 cm.— (Information circular ; 
8978) Distributed to depository libraries in microfiche. 
G.P.O. sales statement incorrect in publication. Bibliogra- 
phy: p. 25. @lItem 637-A (microfiche) 

1. Manganese industry. 2. Manganese mines and mining. 
I. Palencia, Cesar M. II. United States. Bureau of Mines. 
Ill. Title. IV. Series: Information circular (United States. 
Bureau of Mines) ; 8978. TN295.U4 84-600014 
[HD9539.M32] 622s [333.8/5 ¢2 19] OCLC 10430974 


84-19529 
I 28,37/a:B 463/983 
Preprint from the ... Bureau of Mines Minerals yearbook. Beryl- 
lium. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, 
v. ; 24 cm. 
Annual 1983. Description based on: 1980. @lItem 639 
1. Beryllium — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07829826 


84-19530 
I 28.37/a:C 126/2/983 
Preprint from the ... Bureau of Mines Minerals yearbook. Caici- 
um and calcium compounds. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. ; 24 cm. 
Annual 1983. Description based on: 1980. @lItem 639 
1. Calcium — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07827756 


84-19531 
I 28.37/a:Ir 6/6/983 
Preprint from the ... Bureau of Mines Minerals yearbook. Iron 
oxide pigments. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, 
Bureau of Mines, 
v. ; 24 cm. 
Annual 1983. Description based on: 1978-79. @lItem 
639 
1. Iron oxides — Statistics — Periodicals. 
Statistics — Periodicals. 
OCLC 07829732 


2. Pigments — 
I. United States. Bureau of Mines. 


84-19532 
I 28,37/a:N 27/2/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of other Near East countries. [Pittsburgh, 
Pa.?] : U.S. Dept. of the Interior, Bureau of Mines, 
v.; 23 cm. 
Annual 
1981- 1982. Continues: Preprint from the ... Bureau of 
Mines Minerals yearbook. The mineral industry of other 
countries of the Near East 
1. Mineral industries — Near East — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. OCLC 09956844 
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84-19533 
I 28.37/a:P 566/983 
Preprint from the ... Bureau of Mines Minerals yearbook. Phos- 
phate rock. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, 
Bureau of Mines, 
v. : ill. ; 24 cm. 
Annual 1983. Description based on: 1981. @Item 639 
1. Phosphate rock — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 08771971 


84-19534 
I 28.37/a:P 968/983 
Preprint from the ... Bureau of Mines Minerals yearbook. 
Pumice and pumicite. [Pittsburgh, Pa.?] : U.S. Dept. of the 
Interior, Bureau of Mines, 1981- 
v. ; 24cm. 
Annual 
1981- 1983. @ltem 639 Continues: Preprint from the ... 
Bureau of Mines Minerals yearbook. Pumice and volcanic 
cinder 
1. Pumice — Statistics — Periodicals. 2. Volcanic ash, tuff, 
etc. — Statistics — Periodicals. I. United States. Bureau of 
Mines. OCLC 08742081 


84-19535 
I 28.37/a 2:Af 83/7/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of other west African countries. [Pittsburgh, 
Pa.?] : U.S. Dept. of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1978-79. 
1. Mineral industries — Africa, West — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. OCLC 07856037 
84-19536 
I 28.37/a 2:Ar 4 i/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Arizona. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, Bureau of Mines, Publication 
Distribution Branch, 4800 Forbes Ave., Pittsburgh, Pa. 15213 
v. : ill. ; 24 cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Arizona — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07833668 
84-19537 
I 28.37/a 2:C 71/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Colorado. [Pittsburgh, Pa.?] : U.S. Dept. 
of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Colorado — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07841139 
84-19538 
I 28.37/a 2:F 22 e/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of other areas of the Far East and South 
Asia. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Asia — Statistics — Periodicals. 1. 
United States. Bureau of Mines. OCLC 07858367 
84-19539 
I 28.37/a 2:G 29/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 


mineral industry of Georgia. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v.: ill. ; 24cm. 
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Annual 1982. Description based on: 1977. 
1. Mineral industries — Georgia — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07841223 


84-19540 
I 28.37/a 2:In 2/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Indiana. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. ; 24 cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Indiana — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07845046 


84-19541 
I 28.37/a 2:10 9/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Iowa. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. : ill. ; 24 cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Iowa — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07845071 


84-19542 
I 28.37/a 2:3 271/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Japan. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Japan — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07852463 


84-19543 
I 28.37/a 2:K 13/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Kansas. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, Bureau of Mines, Publication 
Distribution Branch, 4800 Forbes Ave., Pittsburgh, Pa. 15213 
v. : ill. ; 24 cm. 
Annual 1982. Description based on: 1978-79. 
1. Mineral industries — Kansas — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07843172 


84-19544 
I 28.37/a 2:M 38/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Massachusetts. [Pittsburgh, Pa.?] : U.S. 
Dept. of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1978-79. 
1. Mineral industries — Massachusetts — Statistics — Peri- 
odicals. I. United States. Bureau of Mines. OCLC 
07843022 


84-19545 
I 28.37/a 2:M 69 0/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Missouri. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Missouri — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07842974 





84-19546 
I 28.37/a 2:N 27/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Nebraska. [Pittsburgh, Pa.?] : U.S. Dept. 
of the Interior, Bureau of Mines, 
v. : ill. ; 24 cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Nebraska — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07845125 


84-19547 
I 28.37/a 2:Oh 3/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Ohio. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. : ill. ; 24cm. 
Annual 1982. Description based on: 1976. 
1. Mineral industries — Ohio — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07844936 


84-19548 
I 28.37/a 2:P 38/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Pennsylvania. [Pittsburgh, Pa.?] : U.S 
Dept. of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Pennsylvania — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. OCLC 07844860 


84-19549 
I 28.37/a 2:So 8 c/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of South Carolina. [Pittsburgh, Pa.?] : U.S. 
Dept. of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — South Carolina — Statistics — Peri- 


Odicals. I. United States. Bureau of Mines. OCLC 
07845323 


84-19550 
I 28.37/a 2:So 87 af/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of the Republic of South Africa. [Pittsburgh, 
Pa.?] : U.S. Dept. of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — South Africa — Statistics — Periodi- 
cals.. I. United States. Bureau of Mines. OCLC 07855575 


84-19551 
I 28.37/a 2:T 31/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Texas. [Pittsburgh, Pa.?] : U.S. Dept. of 
wa Interior, Bureau of Mines, 
: ill. ; 24 cm. 
Anaail 1982. Description based on: 1978-1979. 
1. Mineral industries — Texas — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07845557 


84-19552 
I 28.37/a 2:Un 33/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of the U.S.S.R. [Pittsburgh, Pa.?] : U.S 
Dept. of the Interior, Bureau of Mines, 
v.; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Soviet Union — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. OCLC 07856490 
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84-19553 
I 28.37/a 2:Ut 1/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Utah. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. : ill. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Utah — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07845624 


84-19554 
I 28.37/a 2:V 59/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Vermont. [Pittsburgh, Pa.?] : U.S. Dept. 
of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Vermont — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 03863824 


84-19555 
I 28.37/a 2:W 27/982 
Preprint from the ... Bureau of Mines Minerals yearbook. be 
mineral industry ‘of Washington. ene. Pa.?] : 
tt of the Interior, Bureau of Mines, 
: ill. ; 24 cm. 
pode 1982. Description based on: 1977. 
1. Mineral industries — Washington (State) — Statistics — 
Periodicals. I. United States. Bureau of Mines. OCLC 
07845929 


84-19556 
I 28.37/a 2:W 52 v/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of West Virginia. [Pittsburgh, Pa.?] : U.S. 
Dept. of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1982. Description based on: 1977. 
1. Mineral industries — West Virginia — Statistics — Peri- 
Odicals. I. United States. Bureau of Mines. OCLC 
07845982 


84-19557 
I 28.37/a 2:W 75/982 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Wisconsin. [Pittsburgh, Pa.?] : U.S. Dept. 
of the Interior, Bureau of Mines, 
v. : ill. ; 24 cm. < 
Annual 1982. Description based on: 1977. 
1. Mineral industries — Wisconsin — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. OCLC 07846271 
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Washington, DC 20240 


84-19558 
I 29,2:D 63 
Ballantyne, Duncan S. 

Accommodations of disabled visitors at historic sites in the 
national park system / by Duncan S. Ballantyne. — Washing- 
ton, D.C. : Park Historic Architecture Division, Cultural Re- 
sources Management, National Park Service, U.S. Dept. of 
the Interior : For sale by the Supt. of Docs., U.S. G.P.O., 
1983 [ie. 1984] 

viii, 89 p. : ill. ; 28 cm. Bibliography: p. 85-87. @Item 
648 S/N 024-005-00795-4 @ GPO $5.00 

1. Historic buildings — United States— Access for the 
physically handicapped. I. United States. National Park 
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Service. Park Historic Architecture Division. II. Title. 
NA2545.P5B35 1983 82-600145 720/.42/0973 ¢2 19 
OCLC 08432115 


84-19559 
I 29.2:Ur 1/978-83 
United States. National Park Service. Recreation Grants Divi- 
sion. 

Overall impact of the Urban Park and Recreation Recovery 
Program : report to Congress, December 31, 1983. — [Wash- 
ington, D.C.?] : U.S. Dept. of the Interior, National Park 
Service, Recreation Grants Division, 1984. 

1 v. (various pagings) : ill. ; 28 cm. Cover title: Urban 
Park and Recreation Recovery Program, impact report 1978- 
1983. Includes bibliographical references. @Item 648 

1. Federal aid to outdoor recreation — United States. 2. 
Parks — United States— Maintenance. I. Title. II. Title: 
Urban Park and Recreation Recovery Program, impact report 
1978-1983. OCLC 10868927 


84-19560 
I 29.6:G 45/21 
Glacier Bay National Park and Preserve, Alaska / U.S. Depart- 
ment of the Interior, National Park Service. — [Washington, 
D.C.?} : The Service, 1984. 
1 sheet : col. ill., 1 col. map ; 60 x 42 cm. folded to 10 x 21 
cm. @ltem 651 
1. Glacier Bay National Park and Preserve (Alaska) I. 
United States. National Park Service. OCLC 10896155 


84-19561 
1 29,6/3:In 2/2 
Calumet Dune Trail. — {Washington, D.C.?] : Indiana Dunes 
National Lakeshore, National Park Service, [19837] 
1 folded sheet (12 p.): ill. ; 22cm. @lItem 651 
1. Indiana Dunes National Lakeshore (Ind.) I. United 
States. Nationa) Park Service. OCLC 10896621 


84-19562 
I 29.6/3:In 2/3 
Bailly/Chellberg Trail. —[Washington, D.C.?] : Indiana Dunes 
Nationa) Lakeshore, Nationa) Park Service, [19839) 
1 folded sheet (12 p.): ill. ; 22cm. @lItem 651 
1. Indiana Dunes National Lakeshore (Ind.) I. United 
States. National Park Service. OCLC 10896627 


$4-19563 
I 29.6/6:F 77 1 
Fort Larned : Fort Larned National Historic Site, Kansas. — 
(Washington, D.C.?] : National Park Service, U.S. Dept. of 
the Interior, 1984. 
1 sheet : ill. (some col.), 1 col. map ; 30 x 42 cm. folded to 
10x21cm. @lItem 651 
\. Fort Larned National Historic Site (Larned, Kan.) 1. 
United States. National Park Service. OCLC 10937084 


84-19564 
I 29.8:C 36 
United States. National Park Service. 

Channel Islands National Park, California / National Park 
Service, U.S. Department of the Interior. Scales differ. —— 
[Washington, D.C.?] : The Service, 1984. 

6 maps : col. ; on sheet 60 x 42 cm. folded to 22 x 10 cm. 
Relief shown by spot heights. Panel title: Channe) Islands. 
Includes inset. Text and col. ill. on verso. Includes maps of 
Channel Island National Park, Anacapa Island, Santa Cruz 
Island, Santa Rosa Island, San Miguel Island, and Santa Bar- 
bara Island. @lItem 651-A 

1. Channe) Islands Nationa) Park (Calif.)— Maps. 1. Title. 
II. Title: Channel Islands. OCLC 10867127 
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84-19565 


I 29.9/5:123 


Glacier Bay : a guide to Glacier Bay National Park and Pre- 


serve, Alaska / produced by the Division of Publications, 
National Park Service. — Washington, D.C. : U.S. Dept. of 
the Interior : [Supt. of Docs., U.S. G.P.O., distributor], 1983. 


128 p. : col. ill., maps ; 21 cm. — (Handbook ; 123) “Offi- 
cial national park handbook”—Cover. Bibliography: p. 125. 
Includes index. @lItem 649 S/N 024-005-00856-0 @ GPO 
ISBN 0-9126-2717-4 : $78.00/50 

1. Glacier Bay National Park and Preserve (Alaska) — 
Guide-books. I. United States. National Park Service. Divi- 
sion of Publications. II. Series: Handbook (United States. 
National Park Service. Division of Publications) ; 123. 
F912.G5G57_ 1983 83-600088 917.98/2 ¢2 19 OCLC 
09852662 


84-19566 


I 29.21:G 29/10/984 


George Washington Carver : George Washington Carver Na- 


tional Monument, Missouri / National Park Service, U.S. 
Department of the Interior. —[Washington, D.C.?] : The 
Service, 1984. 

1 sheet : ill., 1 col. map ; 40 x 21 cm. folded to 10 x 21 cm. 
@ltem 650 

1. Carver, George Washington, 18647-1943 — Monuments, 
etc. 2. George Washington Carver National Monument 
(Mo.) I. United States. National Park Service. OCLC 
10896535 


84-19567 


I 29.21:N 22/2/983 


Navajo National Monument, Arizona / National Park Service, 


U.S. Dept. of the Interior. — [Washington, D.C.?] : The Serv- 
ice, 1983. 

1 sheet : col. ill., 1 col. map ; 30 x 42 cm. folded to 10 x 21 
cm. @ltem 650 

1. Cliff-dwellings — Arizona. 2. Navajo National Monu- 
ment (Ariz.) I. United States. National Park Service. 
OCLC 10592283 


84-19568 


I 29.21:V 67 


Vietnam Veterans Memorial. — Washington, DC : National 


Park Service, U.S. Dept. of the Interior, 1984. 

1 folded sheet (8 p.): ill.; 24cm. @ltem 650 

1. Vietnam Veterans Memorial (Washington, D.C.) 2. War 
memorials — Washington (D.C.) 1. United States. National 
Park Service. OCLC 10922527 


84-19569 


I 29.74:P 96 
Baer, Marjorie. 

Pueblo of Laguna : a project report / Marjorie Baer and 
Ann Baggerman Fre}, principal authors. — Washington, D.C. 
: U.S. Dept. of the Interior, National Park Service, Historic 
American Buildings Survey/Historic American Engineering 
Record, 1984. 

79 p. : ill, maps ; 22 x 28 cm. “1983.” @ltem 648-B 

1. Laguna Indians. I. Frej, Ann Baggerman. II. Historic 
American Buildings Survey. III. Historic American Engi- 
neering Record. IV. Title. OCLC 10761581 
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Interior Dept. 
Washington, DC 20240 


84-19570 
1 49,2:C 63/7 
Garrett, Susan E. 

Coastal erosion and archeological resources on national 
wildlife refuges in the Southeast / Susan E. Garrett ; pre- 
pared by Archeological Services Branch, National Park Serv- 
ice, Southeastern Region ; funded by U.S. Fish and Wildlife 
Service, Southeastern Region. — Atlanta, Ga. : The Branch, 
1983. 

xi, 133 p. : ill., maps ; 28 cm. Distributed to depository 
libraries in microfiche. Bibliography: p. 61-77. @lItem 612 
(microfiche) 

1. Coast changes — Southeastern States. 2. Water-saturat- 
ed sites (Archaeology) — Southeastern States. 3. Wildlife 
refuges — Southeastern States. I. United States. National 
Park Service. Southeast Regional Office. Archeological Serv- 
ices Branch. II. U.S. Fish and Wildlife Service. Region IV. 
Ill. Title. OCLC 10945702 


84-19571 
1 49.2:F 52/14 
Third report to the fish farmers : the status of warmwater fish 
farming and progress in fish farming research / edited by 
Harry K. Dupree and Jay V. Huner ; contributors, Ray R. 
Carter ... (et al.]. — Washington, D.C. : U.S. Fish and Wildlife 
Service, 1984. 
vi, 270 p. : ill. ; 26cm. Bibliography: p. 257-270. @Item 
612 
1. Fish-culture— United States. I. Carter, Ray R. II. 
Dupree, Harry K. IJ]. Huner, Jay V. IV. U.S. Fish and 
Wildlife Service. OCLC 10829221 


$4-19572 
1 49,.2:F 67 
Flyways : pioneering waterfowl management in North America 
/ edited by A.S. Hawkins ... [et al.] — [Washington, D.C.] : 
U.S. Dept. of the Interior, Fish and Wildlife Service : For 
sale by the Supt. of Docs., U.S. G.P.O., 1984. 
xix, 517 p. : ill., maps (some col.) ; 26cm. Includes index. 
@ltem 612 S/N 024-010-00653-6 @ GPO $17.00 
1. Waterfowl management — North America. I. Hawkins, 
A. S. (Arthur S.) II. U.S. Fish and Wildlife Service. III. 
Title: Pioneering waterfowl management in North America. 


OCLC 10899627 


84-19573 
1 49.2:W 53/8 
Wetlands of the United States : current status and recent trends 
/ by Ralph W. Tiner, Jr. ... [et al.].— Washington, D.C. : 
National Wetlands Inventory, Fish and Wildlife Service, U.S. 
Dept. of the Interior : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 

vii, 59 p. : ill, maps ; 28 cm. “March 1984.” Includes 
bibliographies. @Item 612 S/N 024-010-00656-1 @ GPO 
$3.00 

1. Wetlands — United States. I. Tiner, Ralph W. II. U.S. 


Fish and Wildlife Service. National Wetlands Inventory. 
OCLC 10803064 


84-19574 
I 49,.29/3:981 
Federal aid in fish and wildlife restoration. Washington : Wild- 
life Management Institute and the Sport Fishing Institute, 
1952- U.S. Fish and Wildlife Service, Washington, D.C., 
20240 


v. : ill. ; 23 cm. 
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Fiscal year ending June 30, 1952- Annual reports of the 
Dingell-Johnson and Pittman-Robertson programs. 1981. 
Issued by Wildlife Management Institute and Sport Fishing 
Institute, 1952-1956; by the Bureau of Sport Fisheries and 
Wildlife, 1957-1972; by the Fish and Wildlife Service, 1973- 
@ltem 616-M-1 ISSN 0092-9697 Continues: Federal aid in 
wildlife restoration ISSN 0196-4038 

1. Wildlife management — United States — Statistics — 
Periodicals. 2. Fishery management — United States — Sta- 
tistics — Periodicals. I. Wildlife Management Institute. II. 
Sport Fishing Institute. III. United States. Bureau of Sport 
Fisheries and Wildlife. IV. U.S. Fish and Wildlife Service. 
SK361.W5 49-014985 //r833 799 [333.78*] OCLC 
04814468 


84-19575 
1 49.44/2:D 91 
Dungeness National Wildlife Refuge, Washington. — (Olympia, 
Wash.?) : Dept. of the Interior, U.S. Fish and Wildlife Serv- 
ice, [1984] 
1 sheet : ill, 1 map ; 23 x 41 cm. folded to 23 x 10 cm. 
“February 1984.” “RF 13531-1.” @Item 612-C 
1. Dungeness National Wildlife Refuge (Wash.) I. U.S. 
Fish and Wildlife Service. OCLC 10891219 


84-19576 
1 49.83:11/2 
Milhous, Robert T. 

User’s guide to the physical habitat simulation system 
(PHABSIM) / by Robert T. Milhous, David L. Wegner, 
Terry Waddle ; performed for Western Energy and Land Use 
Team, Division of Biological Services, Research and Devel- 
opment, Fish and Wildlife Service, U.S. Department of the 
Interior. — Washington, DC : The Team, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Instream flow information 
paper ; 11) “Cooperative Instream Flow Service Group”— 
Cover. “Cooperating agencies: Fish and Wildlife Service, 
Environmental Protection Agency, Soil Conservation Serv- 
ice’—Cover. “January 1984.” “FWS/OBS-81/43 revised.” 
@ltem 611-S 

1. Stream measurements — United States — Computer pro- 
grams — Handbooks, manuals, etc. 2. Habitat partitioning 
(Biology) — Computer programs — Handbooks, manuals, etc. 
I. Wegner, David L. II. Waddle, Terry. III. Western 
Energy and Land Use Team. Cooperative Instream Flow 
Service Group. IV. United States. Environmental Protection 
Agency. V. United States. Soil Conservation Service. VI. 
Title. VII. Series: Instream flow information paper ; no. 11. 
OCLC 10945758 


84-19577 


1 49.89:83/05 
Simenstad, Charles A. 

The ecology of estuarine channels of the Pacific northwest 
coast : a community profile / by Charles A. Simenstad ; 
prepared for National Coastal Ecosystems Team, Division of 
Biological Services, Research and Development, Fish and 
Wildlife Service, U.S. Dept. of the Interior. — Washington, 
D.C. : The Service, 1984. 

xii, 181 p.: ill. ; 28cm. “December 1983.” Distributed to 
depository libraries in microfiche. Bibliography: p. 130-158. 
“FWS/OBS-83/05.” @lItem 611-R-1 (microfiche) 

1. Estuarine ecology — Northwest, Pacific. I. National 
Coastal Ecosystems Team (U.S.) II. Title. 83-600586 
OCLC 10874582 
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84-19578 
I 49.89:83/23 
Josselyn, Michael. 

The ecology of San Francisco Bay tidal marshes : a com- 
munity profile / by Michael Josselyn ; prepared for National 
Coastal Ecosystems Team, Division of Biological Services, 
U.S. Fish and Wildlife Service. — Washington, D.C. : The 
Service, 1983 [i.e. 1984) 

xii, 102 p. : ill, maps ; 28 cm. “Corps of Engineers, U.S. 
Department of the Army”—Cover. “October 1983.” Dis- 
tributed to depository libraries in microfiche. Bibliography: 
p. 91-102. “FWS/OBS-83/23.” @Item 611-R-1 (micro- 
fiche) 

1. Tidemarsh ecology — San Francisco Bay Region (Calif.) 
2. Wetland ecology — San Francisco Bay Region (Calif.) I. 
National Coastal Ecosystems Team (U.S.) II. United States. 
Army. Corps of Engineers. III. Title. 83-600591 OCLC 
10812635 


84-19582 


I 49.98/2:Ar 4 k/980 


National survey of fishing, hunting, and wildlife-associated 


recreation. Arkansas. [Washington, D.C.] : U.S. Dept. of the 
Interior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 

v.; 22 x 28 cm. 

Quinquennial 1980. Description based on: 1980. @Item 
611-M-4 (microfiche) ISSN 0742-7174 

‘ Hunting — Arkansas — Statistics — Periodicals. 2. 
Hunting surveys — Arkansas — Statistics — Periodicals. 3. 
Fishing — Arkansas — Statistics — Periodicals. 4. Fishing 
surveys — Arkansas — Statistics — Periodicals. 5. Wildlife 
watching — Arkansas — Statistics — Periodicals. I. U.S. Fish 
and Wildlife Service. II. United States. Bureau of the 
Census. SK53.N38 84-641207 //r84 333.95/4/09767 ¢2 19 
OCLC 10409387 


84-19579 84-19583 
I 49.89:84/01 I 49.98/2:C 76/980 


Snyder, Bruce D. National survey of fishing, hunting, and wildlife-associated 


Feasibility of using oil shale wastewater for waterfowl wet- 
lands / by Bruce D. Snyder and Janet L. Snyder ; performed 
for Western Energy and Land Use Team, Division of Biologi- 
cal Services, Research and Development, Fish and Wildlife 
Service, U.S. Dept. of the Interior. — Washington, DC : The 
Team, 1984. 

xxii, 290 p. : ill, maps ; 28 cm. “Engineering-Science, 
Inc.” Distributed to depository libraries in microfiche. 
“January 1984.” Bibliography: p. 190-211. “FWS/OBS-84/ 
01.” Contract No.: 14-16-0009-82-002. @lItem 611-R-1 
(microfiche) 

1. Oil-shales — Environmental aspects — United States. 2. 
Waterfowl — United States. 3. Wetland conservation — 
United States. I. Snyder, Janet L. II. Western Energy and 
Land Use Team. III. Engineering-Science, inc. IV. Title. 
OCLC 10882039 


84-19580 
I 49.97/2:82/10.56 
McMahon, Thomas E. 

Habitat suitability information : walleye / by Thomas E. 
McMahon, James W. Terrell, and Patrick C. Nelson ; West- 
ern Energy and Land Use Team, Division of Biological Serv- 
ices, Research and Development, Fish and Wildlife Service, 
U.S. Department of the Interior.— Washington, DC : The 
Service, 1984. 

vii, 43 p. : ill. ; 28 cm. “April 1984.” Distributed to 
depository libraries in microfiche. Bibliography: p. 37-43. 
“FWS/OBS-82/10.56.” @Item 612-H (microfiche) 

1. Fishes. 2. Habitat selection. 3. Aquatic biology — 
United States. I. Terrell, James W. II. Nelson, Patrick C. 
III. Western Energy and Land Use Team. IV. Title. V. 
Title: Walleye. OCLC 10863185 

84-19581 
I 49.97/2:82/10.60 
Habitat suitability information : rainbow trout / by Robert F. 
Raleigh ... [et al.]. — Washington, DC : Western Energy and 
Land Use Team, Division of Biological Services, Research 
and Development, Fish and Wildlife Service, U.S. Dept. of 
the Interior, 1984. 

viii, 64 p. : ill. ; 28 cm. Distributed to depository libraries 
in microfiche. “January 1984.” Bibliography: p. 54-64. 
“FWS/OBS-82/10.60.” @lItem 612-H (microfiche) 

1. Rainbow trout. 2. Habitat partitioning (Biology) — 
Mathematical models. I. Raleigh, Robert F. II. Western 


Energy and Land Use Team. III. Title: Rainbow trout. 
OCLC 10921710 
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recreation. Connecticut. [Washington, D.C.] : U.S. Dept. of 
the Interior, Fish and Wildlife Service : U.S. Dept. of Com- 
merce, Bureau of the Census, U.S. Fish and Wildlife Serv- 
ice, Washington, D.C., 20240 

v. ; 22 x 28 cm. 

Quinquennial 1980. Description based on: 1980. @Item 
611-M-7 (microfiche) ISSN 0742-7166 

1. Hunting — Connecticut — Statistics — Periodicals. 2. 
Hunting surveys — Connecticut — Statistics — Periodicals. 
3. Fishing — Connecticut — Statistics — Periodicals. 4. Fish- 
ing surveys — Connecticut — Statistics — Periodicals. 5. 
Wildlife watching — Connecticut — Statistics — Periodicals. 
I. U.S. Fish and Wildlife Service. II. United States. Bureau 
of the Census. SK59.N38 84-641208 //r84 333.95/4/09746 
¢2 19 OCLC 10409367 


84-19584 


I 49.98/2:I1 6/980 


National survey of fishing, hunting, and wildlife-associated 


recreation. Illinois. [Washington, D.C.] : U.S. Dept. of the 
Interior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 

v. ; 22 x 28 cm. 

Quinquennial 1980. Description based on: 1980. @Item 
611-M-13 (microfiche) ISSN 0742-7158 

1. Hunting — Illinois — Statistics — Periodicals. 2. Hunt- 
ing surveys — Illinois — Statistics — Periodicals. 3. Fish- 
ing — Illinois — Statistics — Periodicals. 4. Fishing = sur- 
veys — Illinois — Statistics — Periodicals. 5. Wildlife watch- 
ing — Illinois — Statistics — Periodicals. I. U.S. Fish and 
Wildlife Service. II. United States. Bureau of the Census. 
SK71.N38 84-641209 //r84 333.95/4/09773 ¢2 19 OCLC 
10409342 


84-19585 
I 49,98/2:L 93/980 
National survey of fishing, hunting, and wildlife-associated 
recreation. Louisiana. [Washington, D.C.] : U.S. Dept. of the 
Interior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 
v. ; 22 x 28 cm. 
Quinquennial 1980. Description based on: 1980. @lItem 
611-M-18 (microfiche) ISSN 0742-714X 
1. Hunting — Louisiana — Statistics — Periodicals. 2. 
Hunting surveys — Louisiana — Statistics — Periodicals. 3. 





Fishing — Louisiana — Statistics — Periodicals. 4. Fishing 
surveys — Louisiana — Statistics — Periodicals. 5. Wildlife 
watching — Louisiana — Statistics — Periodicals. 1, US. 
Fish and Wildlife Service. II. United States. Bureau of the 
Census. SK83.N38 84-641211 //r84 333.95/4/09763 ¢2 19 
OCLC 10411499 ¢ 
84-19586 

1 49.98/2:N 42 y/980_, 

National survey of fishing, hunting, and ‘wildlife-associated 
recreation. New York. [Washington, D.C.] :\U.S. Dept. of the 
Interior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 

v. ; 22 x 28 cm. 

Quinquennial 1980. Description based on:' 1980. @lItem 
611-M-32 (microfiche) ISSN 0742-7190 { 

1. Hunting — New York (State) — Statistics + Periodicals. 
2. Hunting surveys — New York (State) — Statistics — Peri- 
odicals. 3. Fishing — New York (State) — Statistics — Peri- 
Odicals. 4. Fishing surveys—New York (State) — Statis- 
tics — Periodicals. 5. Wildlife watching—New York 
(State) — Statistics — Periodicals. I. U.S. Fish and Wildlife 
Service. II. United States. Bureau of the Census. 


SKI11.N35 84-641210 //r84 333.95/4/09747 ¢2 19 OCLC 
10409141 


84-19587 
I 49.98/2:Oh 3/980 i 
National survey of fishing, hunting, and wildlife-associated 
recreation. Ohio. [Washington, D.C.] : U.S. Dept. of the Inte- 
rior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 
v.; 22 x 28 cm. 
Quinquennial 1980. Description based on: 1980. @lItem 
611-M-35 (microfiche) ISSN 0742-7182 
1. Hunting — Ohio — Statistics — Periodicals. 2. Hunting 
surveys — Ohio — Statistics — Periodicals. 3. Fishing — 
Ohio — Statistics — Periodicals. 4. Fishing surveys — 
Ohio — Statistics — Periodicals. 5. Wildlife watching — 
Ohio — Statistics — Periodicals. I. U.S. Fish and Wildlife 
Service. II. United States. Bureau of the Census. 


SK115.N38 84-641206 //r84 333.95/4/09771 ¢2 19 OCLC 
10409416 


LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 
84-19588 
I 53.2:Ar 4 i/3 
Arizona wilderness public opinion survey : descriptive report 
prepared by the Planning and Environmental Coordination 
Staff, Division of Lands and Renewable Resources, Arizona 
State Office, Bureau of Land Management. — Phoenix, Ariz. : 
The Staff, [1983] 
v, 79 p. : ill., maps ; 28cm. “October, 1983.” “BLM-AZ- 
PT-83-010-8500"—P. [3] of cover. @lItem 631 
1. Wilderness areas — Arizona. 2. Arizona — Public lands. 
I. United States. Bureau of Land Management. Arizona State 
Office. Division of Lands and Renewable Resources. Planning 
and Environmental Coordination Staff. OCLC 10928564 
84-19589 
1 53.2:D 62/984 
United States. Bureau of Land Management. 
Bureau of Land Management office directory. — Rev. Apr. 


1984. —[Washington, D.C.] : U.S. Dept. of the Interior, 
Bureau of Land Management, 1984. 


Government Publications — September 1984 


60 leaves : 1 map ; 28 cm. Cover title. Running title: 
BLM office directory. @lItem 631 

1. United States. Bureau of Land Management — Directo- 
ries. I. Title. II. Title: BLM office directory. OCLC 
10868955 


84-19590 
1 53.11:Or 3/5 
United States. Bureau of Land Management. Oregon State 
Office. 

Oregon BLM resource map / U.S. Department of the Inte- 
rior, Bureau of Land Management, Oregon State Office. Scale 
[ca. 1:900,000]. —— Portland, Ore. ; The Office, 1984. 

1 map : col. ; 56 x 83 cm., folded to 21 x 11 cm. Relief 
shown by spot heights. “Copyright by Rand McNally & 
Company, R.L. 82-S-150.” Includes map index and recrea- 
tion sites index. On verso: Text and col. ill. @lItem 629-B 

1. Oregon— Maps. 2. Recreation areas — Oregon — 
Maps. I. Title. OCLC 10693969 


84-19591 
1 53.11:W 31 
Waterways of the lower Coeur d’Alene River / prepared by 
Idaho Department of Fish and Game ... [et al.]. — [Coeur 
d’Alene, Idaho] : The Department, [19847] 
1 sheet : ill., 1 col. map ; 35 x 51 cm. folded to 26 x 9 cm. 
“Bureau of Land Management”—p. [1] @lItem 629-B 
1. Waterways. 2. Coeur d’Alene River (Idaho) I. Idaho. 
Fish and Game Dept. II. United States. Bureau of Land 
Management. OCLC 10918632 


84-19592 
1 53,15:959-78 
United States. Dept. of the Interior. Office of Hearings and 
Appeals. 

Department of the Interior digest of grazing decisions, 
1959-1978 / compiled by Byron N. Van Zandt. — Arlington, 
Va. : Office of Hearings and Appeals ; Washington, D.C. : 
Bureau of Land Management, Division of Rangeland Re- 
sources, 1983. 

iii, 84 p. ; 28 cm. “An update to the U.S. Department of 
the Interior Grazing Decisions 1936-1958, compiled by Dent 
D. Dalby, published by Superintendant of Documents, U.S. 
Government Printng Office, 1959.” “June 1983.” “S- 
407778.” @Item 632-A 

1. Grazing — United States. 2. Pasture, Right of — United 
States. I. Van Zandt, Byron N. II. United States. Bureau of 
Land Management. Division of Rangeland Resources. III. 
Title. OCLC 09888807 


84-19593 
I 53,.20:356/2 
Clark, Ronnie D. 

Data management for job documentation reports / by 
Ronnie Clark.— Rev. Apr. 1984.— Denver, Colo. : U.S. 
Dept. of Interior, Bureau of Land Management, Denver Serv- 
ice Center, Division of Resource Systems, 1984. 

vi, 128 p. : maps, forms ; 28 cm. — (Technical note ; 356) 
Distributed to depository libraries in microfiche. ‘“BLM-YA- 
PT-004-4340.” @ltem 629-E-1 (microfiche) 

1. Conservation of natural resources— United States — 
Data processing. 2. Data base management. I. United 
States. Bureau of Land Management. Denver Service Center. 
Division of Resource Systems. II. Title. III. Series: Techni- 
cal note (United States. Bureau of Land Management) ; 356. 
OCLC 10862797 
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84-19594 
I 53.22/3:4 
Bowers, Martha H. 

History of central Nevada : an overview of the Battle 
Mountain District / by Martha H. Bowers and Hans Mues- 
sig. — Reno, Nev. : Nevada State Office, Bureau of Land 
Management, 1982. 

iv, 209 p. : ill, maps ; 28 cm. — (Cultural resource series 
monograph ; no. 4) “Contract no. YA-553-CTO-1024 be- 
tween the Bureau of Land Management and Dennett, Muessig 
& Associates, Ltd.” “May 1982.” Bibliography: p. 179-209. 
@ltem 629-E (microfiche) 

1. Nevada — History. 2. Nevada — Antiquities. 3. United 
States. Bureau of Land Management. Battle Mountain Dis- 
trict — History. I. Muessig, Hans. II. United States. Bureau 
of Land Management. Nevada State Office. III. Dennett, 
Muessig & Associates. IV. Title. V. Series: Cultural re- 
source series (United States. Bureau of Land Management. 
Nevada State Office) ; no. 4. F841.B59 1982 82-603069 
979.3/3 ¢2 19 OCLC 09645656 


84-19595 
I 53.32/2:C 41 
Land sale : one parcel near Chelan, Washington. — Portland, 
Or. : U.S. Dept. of the Interior, Bureau of Land Management, 
Oregon State Office, [1983] 
1 sheet : ill, 1 map ; 26 x 46 cm. folded to 13 x 23 cm. 
“December 7, 1983.” “OR 36315 (WA)” @lItem 633-A-2 
1. Land titles — Registration and transfer — Washington 
(State) 2. Chelan (Wash.)— Public lands. I. United States. 
Bureau of Land Management. Oregon State Office. OCLC 
10910587 


84-19596 
I 53.32/2:C 41/2 
Land sale : five parcels near Chelan, Washington / U.S. Depart- 
ment of the Interior, Bureau of Land Management, Oregon 
State Office. — Portland, Or. : The Office, [1984] 
1 sheet : ill., maps ; 46 x 26 cm. folded to 13 x 23 cm. 
“March 21, 1984.” “OR 36619 (WA)” @lItem 633-A-2 
1. Sales promotion. 2. Washington (State) — Public lands. 
I. United States. Bureau of Land Management. Oregon State 
Office. OCLC 10918595 


84-19597 
1 53.32/2:C 46 
Land sale : four parcels near Christmas Valley, Oregon. — Port- 
land, Or. : U.S. Dept. of the Interior, Bureau of Land Man- 
agement, Oregon State Office, [1983] 

1 sheet : ill., 3 maps ; 26 x 46 cm. folded to 13 x 23 cm. 
“October 19, 1983.” “OR36015.” “OR36016.” 
“OR36017.” “OR36018.” @Item 633-A-2 

1. Oregon — Public lands. 2. Christmas Valley (Or.) 1. 
United States. Bureau of Land Management. Oregon State 
Office. OCLC 10919802 


84-19598 
1 53.32/2:C 46/3 
Land sale : seven parcels near Christmas Valley, Oregon. — 
Portland, Or. : U.S. Dept. of the Interior, Bureau of Land 
Management, Oregon State Office, [1984] 
1 sheet : ill, 1 map ; 26 x 45 cm. folded to 13 x 23 cm. 
“February 15, 1984.” @lItem 633-A-2 
1. Christmas Valley (Or.) 2. Oregon — Public lands. I. 
United States. Bureau of Land Management. Oregon State 
Office. OCLC 10896170 
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84-19599 
1 53.32/2:D 74/2 
Land sale : three parcels in Douglas County, Oregon / U.S. 
Department of the Interior, Bureau of Land Management, 
Oregon State Office. — Portland, Or. : The Office, [1983] 

1 sheet : ill., 1 map ; 46 x 26 cm. folded to 13 x 23 cm. 
“December 7, 1983." “OR 35887.” “OR 35888." “OR 
35889.” @ltem 633-A-2 

1. Sales promotion. 2. Oregon — Public lands. I. United 
States. Bureau of Land Management. Oregon State Office. 
OCLC 10918606 


84-19600 
1 53.32/2:P 26 
Land sale : two parcels near Pasco, Washington. — Portland, 
Or. : U.S. Dept. of the Interior, Bureau of Land Management, 
Oregon State Office, [1983] 

1 sheet : ill., 1 map ; 26 x 46 cm. folded to 13 x 23 cm. 
“December 7, 1983.” “OR 36314 (WA)” “OR 35345 
(WA)” @ltem 633-A-2 

1. Land titles — Registration and transfer — Washington 
(State) 2. Pasco (Wash.) — Public lands. I. United States. 
Bureau of Land Management. Oregon State Office. OCLC 
10910590 


84-19601 
I 53.32/2:V 23 
Land sale : one parcel near Vale, Oregon. — Portland, Or. : 
U.S. Dept. of the Interior, Bureau of Land Management, 
Oregon State Office, [1983] 
1 sheet : ill, 1 map ; 26 x 45 cm. folded to 13 x 23 cm. 
“December 7, 1983.” “OR36342.” @lItem 633-A-2 
1. Vale (Or.) 2. Oregon — Public lands. I. United States. 
Bureau of Land Management. Oregon State Office. OCLC 
10896145 


84-19602 
I 53.33:B 64 
Wilderness report : Bookcliffs Mountain Browse Natural Area, 
Utah. — [Salt Lake City, Utah?] : Bureau of Land Manage- 
ment, Dept. of the Interior, 1983. 

1 v. (various pagings) : ill, maps ; 28 cm. Distributed to 
depository libraries in microfiche. Cover title. “February 
1980.” @Item 633-A-3 

1. Wilderness areas — Utah — Uintah County. I. United 
States. Bureau of Land Management. II. Title: Bookcliffs 
Mountain Browse Natural Area, Utah. OCLC 10860135 


84-19603 


I 53.33:D 49 
Devil’s Garden Outstanding Natural Area : Utah. — [Washing- 
ton, D.C.?] : Bureau of Land Management, Dept. of the 
Interior, 1983. 
11, 1 leaves : 2 maps ; 28 cm. Cover title. At head of 
title: Wilderness report. “April 1, 1981.” @lItem 633-A-3 
1. Wilderness areas — Utah — Devil’s Garden. I. United 
States. Bureau of Land Management. OCLC 10882030 


84-19604 
I 53.33:Es 1 
Escalante Canyon (Tract 1) Outstanding Natural Area : Utah. — 
Washington, D.C. : Bureau of Land Management, Dept. of 
the Interior, 1983. 
i, 8 leaves : 2 maps ; 28cm. Cover title. At head of title: 
Wilderness report. “February 5, 1981.” @lItem 633-A-3 
1. Wilderness areas — Utah — Garfield County. 2. Esca- 
lante Canyon (Garfield County, Utah) I. United States. 
Bureau of Land Management. OCLC 10891647 





84-19605 
1 53.33:J 78 
Joshua Tree Natural Area (natural landmark) : Utah. — [Wash- 
ington, D.C.?] : Bureau of Land Management, Dept. of the 
Interior, 1983. 
14 leaves : 2 maps ; 28 cm. At head of title: Wilderness 
report. “February 26, 1981.” @ltem 633-A-3 
1. Wilderness areas — Utah— Washington County. I. 
United States. Bureau of Land Management. OCLC 
10891696 


UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 
84-19606 
ITC 1.11:6-5-32/supp. 
Cutchin, John T. 

Summary of trade and tariff information : electric power 
machinery and equipment, TSUS items 682.05-682.91, 686.18- 
686.25, and 688.04-688.32. — Washington, D.C. : U.S. Interna- 
tional Trade Commission, [1984] 

iii, 29 p. ; 28 cm.— (USITC publication ; 841) Cover 
title. “Prepared in terms of the Tariff Schedules of the 
United States.” “June 1984.” Distributed to depository li- 
braries in microfiche. ‘Control no. 6-5-32 (Supp.)” @Item 
982-B (microfiche) 

1. Electric machinery industry — United States. I. United 
States International Trade Commission. II. Titie. III. Title: 


Electric power machinery and equipment. IV. Series. 
OCLC 10889551 


84-19607 


ITC 1.11/2:7-2-6/second supp. 
Witherspoon, Richardo L. 


Summary of trade and tariff information : unmounted oph- 
thalmic lenses, TSUS item 708.01. — Washington, D.C. : U.S. 
International Trade Commission, [1984] 

10 p. ; 28 cm.— (USITC publication ; 841) Cover title. 
“Prepared in terms of the tariff schedules of the United 
States.” “May 1984.” Distributed to depository libraries in 


microfiche. “Control no. 7-2-6 (Second Supp.).” 
982-B (microfiche) 


1. Ophthalmic lenses — United States. I. United States 
International Trade Commission. II. Title. III. Title: Un- 
mounted ophthalmic lenses. IV. Series. OCLC 10882442 


84-19608 


@ltem 


ITC 1,12:104-TAA-21 
United States International Trade Commission. 

Cotton yarn from Brazil : determinations of the Commis- 
sion in investigation no. 104-TAA-21 under section 104(b) of 
the Trade Agreements Act of 1979, together with the infor- 
mation obtained in the investigation. — Washington, D.C. : 
United States International Trade Commission, [1984] 

20, 46 p. ; 28 cm.— (USITC publication ; 1530) Cover 
title. “May 1984.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. @lItem 
980-E (microfiche) 

1. Cotton yarn industry — Brazil. 
try — United States. I. Title. 


84-19609 


2. Cotton yarn indus- 
II. Series. OCLC 10884353 


ITC 1.12:104-TAA-22 
United States International Trade Commission. 

Bottled green olives from Spain : determination of the 
Commission in investigation no. 104-TAA-22 under the Trade 
Agreements Act of 1979, together with the information ob- 
tained in the investigation. — Washington, D.C. : U.S. Inter- 
national Trade Commission, [1984] 
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ii, 10, 59 p. ; 28 cm. — (USITC publication ; 1531) Cover 
title. “May 1984.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. @Item 
980-E (microfiche) 

1. Olive industry and trade — Spain. 2. Olive industry and 
trade — United States. 3. Tariff on olives — United States. 
I. Title. II. Series) OCLC 10884316 


84-19610 
ITC 1.12:303-TA-15/prelim. 
United States International Trade Commission. 

Potassium chloride from East Germany, Israel, Spain, and 
the U.S.S.R. : determinations of the Commission in investiga- 
tions nos. 303-TA-15 and 701-TA-213 (preliminary) under the 
Tariff Act of 1930, together with the information obtained in 
the investigations : determinations of the Commission in inves- 
tigations nos. 731-TA-184 through 187 (preliminary) under the 
Tariff Act of 1930, together with the information obtained in 
the investigation. — Washington, D.C. : U.S. International 
Trade Commission, [1984] 

iii, 12, 47 p. : ill. ; 28 cm.— (USITC publication ; 1529) 
Cover title. “May 1984.” Distributed to depository librar- 
ies in microfiche. Includes bibliographical references. 
@ltem 980-E (microfiche) 

1. Potassium chloride. 2. Potassium fertilizers — United 
States. 3. Tariff on chemicals — United States. I. Title. II. 
Series. OCLC 10884282 


84-19611 
ITC 1,12:332-162/2 

Foreign industrial targeting and its effects on U.S. industries, 
phase II : the European Community and member states : 
report to the Subcommittee on Trade, Committee on Ways 
and Means, U.S. House of Representatives on investigation 
no. 332-162, under section 332(b) of the Tariff Act of 1930. — 
Washington, D.C. : U.S. International Trade Commission, 
[1984] 

v, 272, [36] p. : ill. ; 28 cm.— (USITC publication ; 1517) 
Cover title. “April 1984.” Distributed to depository librar- 
ies in microfiche. Includes bibliographical references. 
@ltem 980-E (microfiche) 

1. Industrial management — European Economic Communi- 
ty countries. 2. Industrial management — United States. 3. 
European Economic Community countries — Industries. I. 
United States International Trade Commission. II. Series. 
OCLC 10889699 


84-19612 
ITC 1,12:701-TA-214/prelim. 
United States International Trade Commission. 

Lamb meat from New Zealand : determination of the Com- 
mission in investigation no. 701-TA-214 (preliminary) under 
the Tariff Act of 1930, together with the information obtained 
in the investigation : determinaion of the Commission in in- 
vestigation no. 731-TA-188 (preliminary) under the Tariff Act 
of 1930, together with the information obtained in the investi- 
gation. — Washington, D.C. : U.S. International Trade Com- 
mission, [1984] 

ii, 17, 46 p. ; 28 cm. — (USITC publication ; 1534) Cover 
title. “June 1984.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. @lItem 
980-E (microfiche) 

1. Lamb meat industry — New Zealand. 2. Lamb meat 
industry — United States. I. Title. II. Series. OCLC 
10884824 
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84-19613 


ITC 1.12:731-TA-44/final 
United States International Trade Commission. 

Sorbitol from France : determination of the Commission in 
investigation no. 731-TA-44 (final) under the Tariff Act of 
1930, together with the information obtained in the investiga- 
tion. — Washington, D.C. : U.S. International Trade Commis- 
sion, [1982] 

iii, 15, 63 p. ; 28 cm. — (USITC publication ; 1233) Cover 
title. Distributed to depository libraries in microfiche. 
“March 1982.” @lItem 980-E (microfiche) 

1. Sorbitol. L. Title. II. Series. OCLC 08358792 


84-19614 


ITC 1,12:731-TA-166/final 
United States International Trade Commission. 

Bicycle tires and tubes from Taiwan : determinations of the 
Commission in investigation no. 731-TA-166 (final) under the 
Tariff Act of 1930, together with the information obtained in 
the investigation. — Washington, D.C. : U.S. International 
Trade Commission, [1984]. 

iv, 15, 64 p. ; 28 cm. — (USITC publication ; 1532) Cover 
title. “May 1984.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. @Item 
980-E (microfiche) 

1. Bicycles and tricycles— Tires. 2. Tariff on bicycle 
tires — United States. 3. Tariff on bicycle inner tubes — 
United States. 4. Taiwan — Commerce — United States. 5. 
United States — Commerce — Taiwan. I. Title. II. Series. 
OCLC 10889592 


84-19615 


ITC 1.12:731-TA-189/prelim. 
United States International Trade Commission. 

Calcium hypochlorite from Japan : determination of the 
Commission in investigation no. 731-TA-189 (preliminary) 
under the Tariff Act of 1930, together with the information 
obtained in the investigation.— Washington, D.C. : U.S. 
International Trade Commission, [1984] 

iii, 7, 43 p. : ill. ; 28 cm.— (USITC publication ; 1540) 
Cover title. “June 1984.” Distributed to depository librar- 
ies in microfiche. Includes bibliographical references. 
@ltem 980-E (microfiche) 

1. Tariff on chemicals — United States. 2. Chemical indus- 
tries— Japan. 3. Chemical industries— United States. 4. 
Hypochlorinators. I. Title. II. Series. OCLC 10886806 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


84-19616 


J 1.2:In 8/3 
Stark, Charles S. 

Recent international antitrust developments / remarks by 
Charles S. Stark.—[Washington, D.C.?] : Dept. of Justice, 
1984. 

16, 8 p.; 28cm. “Before the World Trade Institute Semi- 
nar on Counseling and Litigating International Antitrust and 
Related Trade Issues.” ‘May 3, 1984.” @Item 717 

1. Foreign trade regulation — United States. 2. Antitrust 
law (International law) I. United States. Dept. of Justice. 
II. Title. OCLC 10936978 
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84-19617 
J 1.2:P 94/14 
How to protect children : take a bite out of crime. — Washing- 
ton, D.C. : U.S. Dept. of Justice, Office of Justice Assistance, 
Research, and Statistics : [For sale by the Supt. of Docs., U.S. 
G.P.O.], 1984. 
20 p. : ill. (some col.) ; 19 cm. Cover title. @lItem 717 
S/N 027-000-01179-9 @ GPO $1.50 
1. Crime prevention — United States — Citizen participa- 
tion. 2. Crime prevention — United States — Youth partici- 
pation. I. United States. Office of Justice Assistance, Re- 
search, and Statistics. OCLC 10921498 


84-19618 
J 1.2:Sh 1 
Shanks, Robert B. 

Statement of Robert B. Shanks, Deputy Assistant Attorney 
General, Office of Legal Counsel before the Committee on 
Energy and Natural Resources, Subcommittee on Energy 
Conservation and Supply, United States Senate concerning 
revised constitution of American Samoa. —[Washington, 
D.C.?] : Dept. of Justice, 1984. 

19 p.; 28cm. “May 8, 1984.” @Item 717 

1. Constitutions. 2. American Samoa— Constitution. I. 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Energy Conservation 
and Supply. II. Title. OCLC 10936959 


84-19619 
J 1.2:¥ 8/2 
Youth and crime prevention : youth can make a difference : 
take a bite out of crime. — Washington, D.C. : U.S. Dept. of 
Justice, Office of Justice Assistance, Research, and Statistics : 
For sale by the Supt. of Docs., U.S. G.P.O. 1984. 
24 p. : ill. (some col.) ; 19 cm. Cover title. @lItem 717 
S/N 027-000-001193-4 @ GPO $40.00 per 100 
1. Crime prevention — Youth participation. I. United 
States. Office of Justice Assistance, Research, and Statistics. 
II. Title: Take a bite out of crime. OCLC 10930922 


84-19620 
J 1.8/2:P 94/4 
English, Gregory Bruce. 

A federal prosecutor’s guide to bond and sentencing issues : 
pretrial detention, sentence enhancement, parole eligibility, 
and penal designation in federal prosecutions / Gregory 
Bruce English. — [Washington, D.C.?] : U.S. Dept. of Justice, 
Criminal Division, [1984] 

1 v. (various pagings) : 1 form ; 28 cm.— (Narcotic and 
Dangerous Drug Section monograph) “February 3, 1984.” 
Includes bibliographical references. @lItem 717-A-1 

1. Bail— United States. 2. Sentences (Criminal proce- 
dure) — United States. I. United States. Dept. of Justice. 
Criminal Division. II. United States. Dept. of Justice. Crimi- 
nal Division. Narcotic and Dangerous Drug Section. III. 
Title. IV. Series. OCLC 10760641 


FEDERAL BUREAU OF INVESTIGATION 
Justice Dept. 
Washington, DC 20535 


84-19621 
J 1.14/2:W 84 
Women in Federal law enforcement. — [Washington, D.C.?] : 
Dept. of Justice : Dept. of the Treasury, [19847] 
1 folded sheet (6 p.) : ill. ; 22cm. @lItem 721 
1. Policewomen — United States. 2. Police — Vocational 
guidance. I. United States. Dept. of Justice. II. United 
States. Dept. of the Treasury. OCLC 10927469 





DRUG ENFORCEMENT ADMINISTRATION 
Justice Dept. 
Washington, DC 20537 
84-19622 
J 24.2:Ov 2 
Overseas secretarial/clerical opportunities for DEA employ- 
ees. — (Washington, D.C.?] : U.S. Dept. of Justice, Drug En- 
forcement Administration, [1984?] 
(9] p. : col. ill. ; 22 x 10 cm. Cover title. @Item 967 
1. United States. Drug Enforcement Administration — Offi- 
cials and employees. 2. United States — Officials and em- 
ployees in foreign countries. 3. Civil service — United 


States. I. United States. Drug Enforcement Administration. 
OCLC 10927499 


84-19623 
J 24.2:T 22 
Team up for drug prevention with America’s young athe- 
letes. — [Washington, D.C.?] : U.S. Dept. of Justice, Drug 
Enforcement Administration, [19847] 
[27] p. ; 28 cm. Cover title. [Item 967; ft/vi/vi] @lItem 
967 
1. Drug abuse — United States— Prevention. 2. Ath- 
letes — United States. I. United States. Drug Enforcement 
Administration. OCLC 10932962 


NATIONAL INSTITUTE OF JUSTICE 
Justice Dept. 
Washington, DC 20004 
84-19624 
J 28.2:In 2 
Cohen, Jacqueline. 

Incapacitating criminals : recent research findings / by Jac- 
queline Cohen. — [Washington, D.C.] : U.S. Dept. of Justice, 
National Institute of Justice, [1983] 

1 folded sheet (6 p.) : ill. ; 28cm. Caption title. ‘“Decem- 
ber 1983.” Bibliography: p. [6] @lItem 718-A 

1. Crime and criminals — United States. 2. Imprison- 
ment — United States. I. National Institute of Justice (U.S.) 
II. Title. OCLC 10901395 


84-19625 
J 28.2:T 23 
Telephone conferencing in civil and criminal court cases. — 
Washington, D.C. : U.S. Dept. of Justice, National Institute 
of Justice, [1984] 
xix, 108 p. ; 28cm. “Prepared with major grants from the 
. (81-IJ-CX-0011) and the National Science Foundation 
(IST-80024715) and additional support from the Colorado Bar 
Foundation and the Piton Foundation”—T.p. verso. “March 
1984.” Bibliography: p. 77-78. @lItem 718-A 
1. Telephone— United States—Conference calls. 2. 
Criminal courts — United States. I. National Institute of Jus- 
tice (U.S.) HI. National Science Foundation (U.S.) III. Col- 


orado Bar Foundation. IV. Piton Foundation. OCLC 
10766723 


84-19626 
J 28,15:0220.00 
NIJ standard for continuous-recording voice-logging tape re- 
corders : a voluntary national standard promulgated by the 
National Institute of Justice. — Washington, D.C. : U.S. Dept. 
of Justice, National Institute of Justice, [1983] 
v, 13 p. : ill. ; 28cm. “Technology Assessment Program.” 
“July 1983.” “NIJ Standard-0220.00.” @lItem 717-J 
1. Magnetic recorders and recording — Standards — United 


States. I. National Institute of Justice (U.S.) OCLC 
10921554 


Government Publications — September 1984 


LABOR DEPARTMENT 
Washington, DC 20210 


84-19627 
L 1.2:L 41/3 
Major laws administered by the U.S. Department of Labor 
which affect small business. — [Chicago, Ill.?] : U.S. Depart- 
ment of Labor, Region V, 1984. 
ii, 21 p. ; 22 cm. Cover title. “May 1983.” Includes 
index. @lItem 745 
1. Small business — Law and legislation — United States. 
2. Labor laws and legislation — United States. I. United 
States. Dept. of Labor. Region V. OCLC 10470790 


84-19628 
L 1.2:V 64/9 
Facts about the Emergency Veterans’ Job Training Program. — 
Washington, D.C. : U.S. Dept. of Labor, 1984. 
(2] p.; 23x 11cm. “2/84”"—P. [2] @ltem 745 
1. Veterans — Employment — United States. I. United 
States. Dept. of Labor. OCLC 10916285 


LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20212 


84-19629 
L 2.3:2072 
Technology, productivity, and lahor in the bituminous coal in- 
dustry, 1950-79. — Washington, D.C. : U.S. Dept. of Labor, 
Bureau of Labor Statistics, 1981. 

vi, 69 p. : ill. ; 22 x 28 cm. — (Bulletin ; 2072) “February 
1981.” No longer available for sale by the Supt. of Docs. 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 69. @lItem 768-A-1 (microfiche) S/N 029-001- 
02556-4 @ GPO 

1. Coal mines and mining — United States — History. 2. 
Coal-miners — United States— History. I. United States. 
Bureau of Labor Statistics. II. Series: Bulletin (United 
States. Bureau of Labor Statistics) ; 2072. HD9545.U54 1981 
80-607858 331.7/622334/0973 ¢2 19 OCLC 07167625 


84-19630 
L 2.3:2096-1 
Supplement to Labor force statistics derived from the current 
population survey : a databook, volume II. — Washington, 
D.C. : U.S. Dept. of Labor, Bureau of Labor Statistics : For 
sale by the Supt. of Docs., U.S. G.P.O., 1984. 
vi, 172 p. ; 28 cm.— (Bulletin ; 2096-1) “May 1984.” 
@ltem 768-A-1 S/N 029-001-02809-1 @ GPO $5.50 
1. Labor supply — United States — Statistics. 2. Labor and 
laboring classes— United States — 1970-— Statistics. I. 
United States. Bureau of Labor Statistics. II. Title: Labor 
force statistics derived from the current population survey. 
III. Series: Bulletin (United States. Bureau of Labor Statistics) 
; 2096-1. OCLC 10841777 


84-19631 
L 2.3:2196 
Occupational injuries and illnesses in the United States by indus- 
try / U.S. Department of Labor, Bureau of Labor Statistics. 
Washington, D.C. : The Bureau : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 
v. ; 28 cm. (Bulletin / U.S. Department of Labor, Bureau 
of Labor Statistics ; 2196) 
Annual 
$2.25 
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Labor Statistics Bureau — Labor Dept. 


Began with 1973. 1982. Description based on: 1980. 
@ltem 768-A-1 S/N 029-001-02806-7 ISSN 0162-010X 
Continues: Occupational injuries and illnesses by industry 

1. Industrial accidents — United States — Statistics — Peri- 
odicals. 2. Industrial hygiene — United States — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. 
II. Series: Bulletin (United States. Bureau of Labor Statistics) 
; 2196. HD7262.5.U6U54a 78-641536 //r82 614.8/52/0973 
OCLC 04072093 


84-19632 
L 2.3:2197 
Employment projections for 1995 / U.S. Department of Labor, 
Bureau of Labor Statistics. — Washington, D.C. : The Bureau 
: For sale by the Supt. of Docs., U.S. G.P.O., 1984. 

iv, 184 p. ; 28 cm.— (Bulletin ; 2197) “March 1984.” 
Includes bibliographical references. @Item 768-A-1 S/N 
029-001-02805-9 @ GPO $5.50 

1. Labor supply — United States — Statistics. 2. United 
States — Economic conditions — 1971-— Statistics. 3. Eco- 
nomic forecasting — United States — Statistics. I. United 
States. Bureau of Labor Statistics. II. Series: Bulletin 
(United States. Bureau of Labor Statistics) ; 2197. OCLC 
10770486 


84-19633 
L 2.3:2201 
Linking employment problems to economic status. — Washing- 
ton, D.C. : U.S. Dept. of Labor, Bureau of Labor Statistics : 
For sale by the Supt. of Docs., U.S. G.P.O., 1984. 

vi, 46 p. ; 28 cm.— (Bulletin ; 2201) “June 1984.” In- 
cludes bibliographical references. @lItem 768-A-1 S/N 029- 
001-02811-3 @ GPO $2.00 

1. Unemployed— United States. 2. Labor supply — 
United States. 3. Income — United States. I. United States. 
Bureau of Labor Statistics. II. Series: Bulletin (United 
States. Bureau of Labor Statistics) ; 2201. OCLC 10921062 


84-19634 
L 2.3:2210 
Relative importance of components in the consumer price index- 
es / U.S. Department of Labor, Bureau of Labor Statistics. 
Washington, D.C. : The Bureau : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v. ; 28 cm. ({-1975): Report) (Bulletin / U.S. Department 
of Labor, Bureau of Labor Statistics ; 2210) 
Annual 
$2.25 Title varies slightly. 1983. Description based on: 
1981. Issues for (-1975) reprinted from: Monthly labor 
review. @lItem 768-A-1 S/N 029-001-02814-8 
1. Cost and standard of living — United States — Statis- 
tics — Periodicals. 2. Prices— United States — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. 
II. Series: Report (United States. Bureau of Labor Statistics) 
III. Series: Bulletin (United States. Bureau of Labor Statistics) 
; 2210. OCLC 02669376 


84-19635 


L 2.3/2:3025-10 
Area wage survey. Chicago, Illinois, metropolitan area / U.S. 

Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-10) 

Annual 


$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 
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Began with Apr. 1966. Title from cover. Previously 
classed: L 2.3: Mar. 1984. Description based on: May 1981. 
Vols. for {1984-) distributed to depository libraries in micro- 
fiche. @lItem 768-B-13 (microfiche) S/N 029-001-81004-1 
Continues in part: Occupational wage survey 

1. Wages — Illinois — Chicago Metropolitan Area — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. II. Series: Bulletin (United States. Bureau of Labor Sta- 
tistics) ; 3025-10. OCLC 02720935 


84-19636 
L 2.3/2:3025-11 
Area wage survey. Wichita, Kansas, metropolitan area / U.S. 

Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-11) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began with 1965. Title from cover. Previously classed: 
L 2.3: Apr. 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-B-16 (microfiche) S/N 029-001-81004-1 Contin- 
ues in part: Occupational wage survey 

1. Wages — Kansas — Wichita Metropolitan Area — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. II. Series: Bulletin (United States. Bureau of Labor Sta- 
tistics) ; 3025-11. OCLC 02237030 


84-19637 
L 2.3/2:3025-12 
Area wage survey. Detroit, Michigan, metropolitan area / U.S. 

Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
DC 20402 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-12) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began with Jan. 1966. Title from cover. Previously 
classed: L 2.3: Apr. 1984. Description based on: 1981. 
Vols. for (Apr. 1984-) distributed to depository libraries in 
microfiche. @lItem 768-B-22 (microfiche) S/N 029-001- 
81004-1 ISSN 0197-4408 Continues in part: Occupational 
wage survey 

1. Wages — Michigan — Detroit Metropolitan Area — Sta- 
tistics — Periodicals. I. United States. Bureau of Labor Sta- 
tistics. II. Series: Bulletin (United States. Bureau of Labor 
Statistics) ; 3025-12. HD8051.A62 subser 1 -66000087 // 
1812 331.297743 OCLC 02504819 


84-19638 
L 2.3/2:3025-13 
Area wage survey. St. Louis, Missouri-Illinois, metropolitan 
area / U.S. Department of Labor, Bureau of Labor Statistics. 
Washington, D.C. : The Bureau : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-13) 
Annual 
$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 





448-861 - 84 - 7 


Began with 1965. Title from cover. Previously classed: 
L 2.3: Mar. 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-B-25 (microfiche) S/N 029-001-81004-1 Contin- 
ues in part: Occupational wage survey 

1. Wages — Missouri — Saint Louis Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. II. Series: Bulletin (United States. Bureau of 
Labor Statistics) ; 3025-13. OCLC 02719899 


84-19639 
L 2.71:673 
Norwood, Janet Lippe. 

The female-male earnings gap : a review of employment 
and earnings issues. — Washington, D.C. : U.S. Dept. of 
Labor, Bureau of Labor Statistics, [1982] 

10 p. : ill. ; 28 cm.— (Report ; 673) “September 1982.” 
Includes bibliographical references. @Item 768-G 

1. |Wages—Women— United States — Statistics. 2. 
Women — Employment — United States — Statistics. 3. Sex 
discrimination in employment — United States — Statistics. 
I. United States. Bureau of Labor Statistics. II. Title. III. 
Series: Report (United States. Bureau of Labor Statistics) ; 
673. HD8051.A7876 no. 673 83-601898 [HD6061.2.U6] 
331.1/0973 s [331.4/21/0973 ¢2 19] OCLC 10800734 


84-19640 
L 2.71:704 
Norwood, Janet Lippe. 

Jobs and prices in a recovering economy / Janet L. Nor- 
wood. — Washington, D.C. : U.S. Dept. of Labor, Bureau of 
Labor Statistics, 1984. 

10 p. : ill. ; 28 cm.— (Report ; 704) “April 1984.” 
@ltem 768-G 

1. Economic stabilization. 2. Employment (Economic 
theory) 3. Cost and standard of living — United States. I. 
United States. Bureau of Labor Statistics. II. Title. III. 
Series: Report (United States. Bureau of Labor Statistics) ; 
704. OCLC 10749159 


84-19641 
L 2.71:705 
Evaluating your firm’s injury & illness record, 1982 : construc- 
tion industries. — Washington, D.C. : U.S. Dept. of Labor, 
Bureau of Labor Statistics, [1984] 
i, 9 p. : ill. ; 21 cm.— (Report ; 705) Cover title. 
1984.” @Item 768-G 
1. Construction workers— United States — Accidents — 
Statistics. 2. Industrial accidents — United States — Statis- 
tics. I. United States. Bureau of Labor Statistics. II. Title: 
Evaluating your firm’s injury and illness record, 1982. III. 
Title: Construction industries. IV. Series: Report (United 
States. Bureau of Labor Statistics) ; 705. OCLC 10928222 


84-19642 


“April 


L 2.71/8:53 
Employment trends in the Southeast : 1974-1978. — Atlanta, Ga. 
: U.S. Dept. of Labor, Bureau of Labor Statistics, Southeast- 
ern Regional Office, 1980. 

vi, 37 p. : ill. ; 28 cm.— (Regional report / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics, Southeastern Re- 
gional Office ; 53) “June 1980.” Distributed to depository 
libraries in microfiche. Bibliography: p. [3] of cover. 
@ltem 768-P-2 (microfiche) 

1, Labor supply — Southern States — Statistics. I. United 
States. Bureau of Labor Statistics. Southeastern Regional 
Office. II. Series: Regional report (United States. Bureau of 


Labor Statistics. Southeastern Regional Office) ; 53. OCLC 
06692859 
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VETERANS’ REEMPLOYMENT RIGHTS 
OFFICE 
Labor Dept. 
Washington, DC 20210 


84-19643 
L 25.2:3 57/5 
Job rights for reservists and members of the National Guard. — 
Washington, D.C. : U.S. Dept. of Labor, Veterans’ Employ- 
ment and Training Service, Office of Veterans’ Reemploy- 
ment Rights, [19847] 
1 folded sheet (6 p.); 21cm. @ltem 773 
1. United States — National Guard. 2. United States — 
Armed Forces— Reserves. 3. Employee rights — United 
States. I. United States. Office of Veterans’ Reemployment 
Rights. OCLC 10916248 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


84-19644 
L 35.6/2:3072/2 
Sling safety. — [Washington, D.C.?] : U.S. Dept. of Labor, Oc- 
cupational Safety and Health Administration, 1984. 
12 p.:ill.; 21cm. “OSHA 3072.” @Item 766-D 
1. Slings and hitches. 2. Industrial safety. I. United 
States. Occupational Safety and Health Administration. 
OCLC 10916325 


84-19645 
L 35.6/2:3077/2 
Personal protective equipment. —[Washington, D.C.?] : U.S. 
Dept. of Labor, Occupational Safety and Health Administra- 
tion, 1984. 
16 p. : ill. ; 21 cm. “OSHA 3077.” @Item 766-D 
1. Industrial equipment — United States — Safety measures. 
2. Industrial safety — United States. I. United States. Occu- 
pational Safety and Health Administration. OCLC 10933106 


WAGE AND HOUR DIVISION 
Labor Dept. 
Washington, DC 20210 


84-19646 
L 36.202:M 58/task bk. 

Conducting MSPA housing inspections : task book / prepared 
by Judy Blair ... [et al.]. —[Washington, D.C.?] : U.S. Dept. 
of Labor, Employment Standards Administration, Wage and 
Hour Division, 1984. 

218 p. : ill, forms ; 28cm. “February, 1984.” @Item 777 

1. Migrant labor— United States. 2. Housing and 
health — United States. 3. Housing policy — United States. 
I. Blair, Judy. II. United States. Employment Standards Ad- 
ministration. Wage and Hour Division. III. Title: Conduct- 
ing M.S.P.A. housing inspections. OCLC 10868660 


84-19647 
L 36.202:M 58/test bk. 

Conducting MSPA housing inspection : test book / prepared by 
Judy Blair ... [et al.]. —[Washington, D.C.?] : U.S. Dept. of 
Labor, Employment Standards Administration, Wage and 
Hour Division, 1984. 

119 leaves : ill., forms ; 28 cm. Cover title: Conducting 
MSPA housing inspections: test book and evaluation question- 
naire. “February, 1984.” @lItem 777 
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United States Employment Service — Labor Dept. 


1. Migrant labor— United States. 2. Housing and 
health — United States. 3. Housing policy — United States. 
1. Blair, Judy. II. United States. Employment Standards Ad- 
ministration. Wage and Hour Division. III. Title: Conduct- 
ing M.S.P.A. housing inspection. OCLC 10868671 


84-19648 
L 36.205:F 15/984 
Fair Labor Standards Act of 1938, as amended. — Rev. May 
1984. —[Washington, D.C.?] : U.S. Dept. of Labor, Employ- 
ment Standards Administration, Wage and Hour Division, 
1984. 
i, 38 p. ; 28 cm.— (WH publication ; 1318) Includes 
bibliographical references. @lItem 778-B 
1. Labor laws and legislation — United States. I. United 
States. Employment Standards Administration. Wage and 
Hour Division. II. Series. OCLC 10930967 


UNITED STATES EMPLOYMENT SERVICE 
Labor Dept. 
Washington, DC 20001 


84-19649 
L 37.312:47 
Hunter, John E. (John Edward), 1939- 

The economic benefits of personnel selection using ability 
tests : a state of the art review including a detailed analysis of 
the dollar benefit of U.S. employment service placements and 
a critique of the low-cutoff method of test use. — Washington, 
D.C. : Division of Counseling and Test Development, Em- 
ployment and Training Administration, U.S. Dept. of Labor, 
1983. 

v, 27 p. ; 28 cm.— (USES test research report ; no. 47) 
Cover title. Bibliography: p. 25-27. @lItem 754-G (micro- 
fiche) 

1. Genera) aptitude test battery. 2. Ability — Testing. 1. 
United States. Employment and Training Administration. Di- 
vision of Counseling and Test Development. Il. Title. Il. 
Series. OCLC 10891660 


MINING SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Arlington, VA 22203 


84-19650 
L 38.2:C 63/3 
Symposium on Control of Respirable Coal Mine Dust (1983 : 
Beckley, W. Va.) 

Proceedings of the Symposium on Control of Respirable 
Coal Mine Dust, Beckley, West Virginia, October 4-6, 1983 / 
sponsored by Mine Safety and Health Administration in coop- 
eration with labor and management of the coal industry ; 
edited by Joyce A. Barrett ... [et al.]. — [Washington, D.C.7] : 
The Administration, [19847] 

iv, 322 p. : ill. ; 29cm. Cover title: Proceedings, Symposi- 
um on Control of Respirable Coal Mine Dust. Includes bib- 
liographical references. @lItem 637-H 

1, Coal mines and mining — United States — Dust con- 
trol — Congresses. 2. Coal mines and mining — United 
States — Safety measures — Congresses. I. Barrett, Joyce A. 


li. United States. Mine Safety and Health Administration. 
III. Title. OCLC 10935285 
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LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 


84-19651 
LC 1.1/2:983 
Library of Congress. 

The Library of Congress. Washington : The Library, Li- 
brary of Congress, Central Services Division, Wash., DC 
20540 

v. : ill. ; 24 cm. 

Annual 

Began with 1975/76. Previously classed: LC 1.2:L 61/18: 
Description based on: 1980. Report covers fiscal year ending 
Sept. 30, 1983. Report for 1975/76 covers period of 15 
months. @lItem 785 ISSN 0162-6426 

1. Library of Congress — Periodicals. I. Title. Z663.A25 
3d set 78-645401 //r812 027.5753 OCLC 04185158 


84-19652 
LC 1.2:H 62/6 
The Hispanic room in the Library of Congress. — (Washington, 
D.C.?] : Library of Congress, Hispanic Division?], [1984] 
16 p. : ill, por. ; 23 cm. Cover title. 1982 ed. sent to 
depositories as LC 24.2:H 62/3. “April 1984”°—P. [4] of 
cover. @Item 786 
1. Library of Congress. Hispanic Division. 2. Latin Amer- 
ica— Library resources— Washington (D.C.) 3. Spain — 
Library resources — Washington (D.C.) 4. Portugal — Li- 
brary resources — Washington (D.C.) OCLC 10863411 


84-19653 
LC 1,12/2:C 43 
Orbach, Barbara C. 

Rhymes of children : a select bibliography of English lan- 
guage materials. — Washington, DC : Library of Congress, 
Archive of Folk Song, [1980] 

3 p. ; 28 cm. Caption title. “8/14/80”"—P. 3. @lItem 
785-A 

1. Archive of Folk Song (U.S.) — Bibliography — Catalogs. 
2. Counting-out rhymes — Bibliography. 3. Folk-songs, Eng- 
lish — Bibliography. 4. Children — Folklore — Bibliography. 
5. Jumprope rhymes — Bibliography. I. Archive of Folk 
Song (U.S.) II. Title. OCLC 10891262 


84-19654 
LC 1,12/2:F 71/6 
Folklore and ethnomusicology societies in North America. — 
Washington, DC : Library of Congress, Archive of Folk 
Culture, [1982] 
14 p. ; 28 cm. “3/3/82"—p. 14. Bibliography: p. 14. 
@ltem 785-A 
1. Folk music — North America — Societies — Directories. 
2. Folk dancing — North America — Societies — Directories. 
3. Ethnomusicology — Societies — Directories. I. Hickerson, 
Kathryn W. II. Archive of Folk Culture (U.S.) OCLC 
09224424 


84-19655 
LC 1,12/2:F 71/7 
Hickerson, Kathryn W. 

Folklife and ethnomusicology serial publications in North 
America. — Washington, DC : Library of Congress, Archive 
of Folk Culture, (1982] 

16 p. ; 28 cm. Caption title. “3/3/82"—P. 16. @lItem 
785-A 

1. Ethnomusicology — Periodicals — Bibliography. 2. 
Folk music — United States — Periodicals — Bibliography. I. 
Archive of Folk Culture (U.S.) II. Title. OCLC 09224435 





84-19656 
LC 1.12/2:F 88 
Gamble, Elizabeth. 

French folk music and song from the United States and 
Canada on the field recordings in the archive of folk song. — 
Washington, D.C. : Library of Congress, Music Division, 
Archive of Folk Song, [1978] 

4 p. ; 28 cm. Caption title. 
785-A 

1. Archive of Folk Song (U.S.)— Discography. 2. Folk 
songs, French — Discography. I. Archive of Folk Song 
(U.S.) II. Title. OCLC 10891214 


84-19657 


“2/22/78"—P. 4. @Item 


LC 1.23/4:981-82/v.1-2 
New serial titles / prepared under the sponsorship of the Joint 
Committee on the Union List of Serials. Washington : Library 
of Congress, Cataloging Distribution Service Div., Library 
of Congress, Bldg. 159, Navy Yard Annex, Washington, DC 
20541 

v. ; 30 cm. 

Eight monthly issues, four quarterly issues and annual cu- 
mulations which are self-cumulative through periods of five 
or ten years 

Began with Jan. 1953. A cumulation, 1950-70 (4 v.) pub- 
lished by the R. R. Bowker Co., in 1973. Monthly and 
quarterly issues are classed: LC 1.23/3: 1981-82 cumulation, 
v. 1-2. Description based on: Jan.-Mar. 1979. Issues for 
1955 called Ist ser.; 1956-60, 2d ser.; 1961- 3d ser. A union 
list of serials commencing publication after Dec. 31, 1949. 
ISSN 0028-6680 Supplement to: Union list of serials Con- 
tinues: Serial titles newly received ISSN 0090-0060 

1. Periodicals — Bibliography — Union lists. I. Library of 
Congress. II. Joint Committee on the Union List of Serials. 
Z6945.U5S42 53-060021 //r746 [PN4832] 016.05 OCLC 
01759958 


COPYRIGHT OFFICE 


Library of Congress 
Washington, DC 20559 


84-19658 
LC 3.4/2:15 t/5 
Library of Congress. Copyright Office. 
Extension of copyright terms. — Washington, D.C. : Copy- 
right Office, Library of Congress, 1982. 
3, [1] p. ; 28 cm.— (Circular ; R1St) “August 1981”—P. 
[4] @ltem 802-A 
1. Copyright — United States. 2. Copyright — Duration — 
United States. I. Title. Il. Series: Circular (Library of 
Congress. Copyright Office) ; R 15t. OCLC 10857814 


84-19659 
LC 3.4/2:40 a/4 
Specifications for visual arts identifying material. — Washington, 
D.C. : Coypright Office, Library of Congress, 1984. 
(2] p. ; 28 cm.— (Circular ; R40a) June 1984. @ltem 
802-A 
1, Copyright — United States. 2. Copyright — Art. 1. Li- 
brary of Congress. Copyright Office. II. Series: Circular (Li- 


brary of Congress. Copyright Office.) ; R 40 a. OCLC 
10889181 


Government Publications — September 1984 


LIBRARY OF CONGRESS 
Washington, DC 20540 


84-19660 
LC 5.2:P 19 
Library of Congress. Geography and Map Division. 

Panoramic maps of cities in the United States and Canada : 
a checklist of maps in the collections of the Library of Con- 
gress, Geography and Map Division / compiled by John R. 
Hebert. — 2nd ed. / revised by Patrick E. Dempsey. — Wash- 
ington : Library of Congress : For sale by the Supt. of Docs., 
U.S. G.P.O., 1984. 

v, 181 p. : ill, maps ; 23 cm. Rev. ed. of: Panoramic maps 
of Anglo-American cities. 1974. Bibliography: p. 11-12. In- 
cludes index. @Item 811-A S/N 030-004-00022-1 @ GPO 
ISBN 0-8444-0413-6 : $6.00 

1. Cities and towns — United States — Maps — Bibliogra- 
phy — Catalogs. 2. Cities and towns — Canada — Maps — 
Bibliography — Catalogs. 3. Library of Congress. Geogra- 
phy and Map Division — Catalogs. I. Hebert, John R. II. 
Dempsey, Patrick E. (Patrick Eugene), 1949- III. Library of 
Congress. Geography and Map Division. Panoramic maps of 
Anglo-American cities. IV. Title. Z6027.USL5 1984 82- 
600316 [HT122] 016.912/7 ¢2 19 OCLC 08953194 


84-19661 
LC 14.2:R 24/2 
Comparison of recommendations from selected education 
reform reports. — (Washington, D.C.] : Congressional Re- 
search Service, Library of Congress, [1983] 
11 p. ; 22 x 28 cm. Cover title. “September 23, 1983”— 
P. 1). “Reprinted by U.S. Department of Education.” 
@item 807-A-4 
1. Education, Elementary — United States — Aims and ob- 
jectives. 2. Education, Secondary — United States — Aims 
and objectives. I. Library of Congress. Congressional Re- 
search Service. OCLC 10882025 


84-19662 
LC 19.4/2:84-2 
National organizations concerned with visually and physically 
handicapped persons. — Washington, D.C. : National Library 
Service for the Blind and Physically Handicapped, Library of 
Congress, [1983- 
1 v. (loose-leaf) ; 28 cm. — (Reference circular ; no. 84-2) 
Caption title. “November 1983.” @lItem 806-A-11 
1. Visually handicapped — United States — Societies, etc. — 
Directories. 2. Physically handicapped — United States — 
Societies, etc. — Directories. I. Library of Congress. Na- 
tional Library Service for the Blind and Physically Handi- 
capped. II. Series. OCLC 10874502 


84-19663 
LC 19,4/2:84-3 
Redmond, Linda. 

Guide to spoken-word recordings : educational, profession- 
al, and self-development materials. — Washington, D.C. : Na- 
tional Library Service for the Blind and Physically Handi- 
capped, Library of Congress, 1984. 

38, [1] p. ; 28 cm. — (Reference circular ; no. 84-3) Cap- 
tion title. “November 1983.” @ltem 806-A-11 

1. Self-culture — Bibliography. 2. Talking books — Bibli- 
ography. 3. Sound recordings — Bibliography. I. Library 
of Congress. National Library Service for the Blind and 
Physically Handicapped. II. Title. HI. Series. OCLC 
10858408 
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National Labor Relations Board 


84- 19664 grams. Z6005.P7A55 65-061825 


//182 [Z663.41.A24) 
OCLC 01064353 


LC 19.11:In 8 
Thorin, Suzanne E. (Suzanne Elizabeth), 1942- 

International directory of Braille music collections / com- 
piled and edited by Suzanne E. Thorin. — Washington, D.C. : 
National Library Service for the Blind and Physically Handi- 
capped, The Library of Congress, 1984. 

vi, 41 p. ; 28 cm. Includes index. @Item 806-A-13 


84-19667 
LC 33,10:83-10 
Havas, George D. 
High technology : a brief guide to materials in the Library 
of Congress / compiled by George D. Havas. — Washington, 


ISBN 0-8444-0437- 

1. Blind, Music for the — Directories. 1. Library of Con- 
gress. National Library Service for the Blind and Physically 
Handicapped. If. Title. ML12.TS 1984 84-600111 /MN 
016.78/08808161 ¢2 19 OCLC 10726724 


84-19665 


LC 19.16:984 


D.C. : Science Reference Section, Science and Technology 
Division, Library of Congress, 1983. 

7 p. ; 28 cm.— (LC science tracer bullet ; TB 83-10) 
“August 1983.” @ltem 818-A-2 

1. High technology — Bibliography. 2. High technology 
industries — Bibliography. I. Library of Congress. Science 
and Technology Division. Reference Section. II. Title. III. 
Series. OCLC 10880296 


Library resources for the blind & physically handicapped / 
National Library Service for the Blind and Physically Handi- 
capped. Washington : Library of Congress, National Library 
Service for the Blind and Physically Handicapped, Library of 


84-19668 
LC 35.9:L 13 
Hoskins, Janina W. 


Congress, Washington, DC 20542 

v. ; 28 cm. 

Annual 

Free to eligible recipients Title varies slightly. Previous- 
ly classed: LC 19.2:L 61/5/ Description based on: 1980. 
Report covers fiscal year 1983. A directory of NLS network 
libraries and machine-lending agencies. Vols. for -1977 
issued by the Library of Congress, Division for the Blind and 
Physically Handicapped; 1978- by National Library Service 
for the Blind and Physically Handicapped. @lItem 806-A-14 
ISSN 0364-1236 Continues: Directory of library resources 
for the blind and physically handicapped ISSN 0278-7857 

1. Blind, Libraries for the — United States — Directories. 
2. Libraries and the physically handicapped — United 
States — Directories. I. Library of Congress. National Li- 


brary Service for the Blind and Physically Handicapped. II. 
Library of Congress. Division for the Blind and Physically 


Handicapped. Z675.B6L52 76-640140 


//1812 027.6/63/ 
02573 OCLC 02977219 


84-19666 


LC 33.9:8-12/ind. 
Antarctic bibliography / prepared by the Library of Congress ; 

sponsored by the Division of Polar Programs, National Sci- 
ence Foundation. Washington : The Library : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 27 cm. 

Irregular 

$21.00 

Began with v. 1, 1965. Vol. 8-12, index. Description 
based on: Vol. 11. Vols. 1-2, 4 prepared by the Library of 
Congress, Science and Technology Division, Cold Regions 
Bibliography Section; v. 5-10 by Library of Congress, Science 
and Technology Division, Cold Regions Bibliography 
Project; v. 3, 11- by Library of Congress. Vols. 1-3 spon- 
sored by the National Science Foundation, Office of Antarc- 
tic Programs; v. 4-8 by National Science Foundation, Office 
of Polar Programs; v. 9- by National Science Foundation, 
Division of Polar Programs. Indices: Vols. 1-7, 1977. 1 v.; 
v. 8-12, 1984. 1 v. @lItem 818-A-1 S/N 030-018-00023-1 
ISSN 0066-4626 : CODEN: AABBA 

1. Antarctic regions — Bibliography — Periodicals. I. Li- 
brary of Congress. II. Library of Congress. Science and 
Technology Division. Cold Regions Bibliography Section. 
Ill. Library of Congress. Science and Technology Division. 
Cold Regions Bibliography Project. IV. National Science 
Foundation (U.S.). Division of Polar Programs. VV. National 
Science Foundation (U.S.). Office of Antarctic Programs. 
VI. National Science Foundation (U.S.). Office of Polar Pro- 
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Lafayette in America : a selective list of reading materials 
in English / by Janina W. Hoskins. — Washington : Library 
of Congress, [1983) 

x, 38 p. : ill, ports. ; 24 cm. @lItem 818-E-1 ISBN 0- 
8444-0412— (pbk.) 

1. Lafayette, Marie Joseph Paul Yves Roch Gilbert du 
Motier, Marquis de, 1757-1834 — Journeys — United States — 
Bibliography — Union lists. 2. Catalogs, Union — United 
States. I. Library of Congress. II. Title. Z8470.H67 1983 
82-600314 [E207.L2] 016.97354/092/4 ¢2 19 OCLC 
08930457 


84-19669 


LC 40.2:P 96 


Rhodes, Willard, 1901- 


Music of the American Indian : Northwest (Puget Sound) : 
from the Archive of Folk Culture / recorded and edited by 
Willard Rhodes. — Rev. 1984.—[Washington, D.C.?] : Li- 
brary of Congress, Motion Picture, Broadcasting and Record- 
ed Sound Division, Recording Laboratory AFS L34, 1984. 

23 p.; 28cm. Bibliography: p. 22-23. @Item 813-B 

1. Indians of North America — Music. I. Library of Con- 
gress. Recording Laboratory. II. Title. 82-743364 OCLC 
10937112 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


84-19670 


LR 1.8:265 


United States. National Labor Relations Board. 


Decisions and orders of the National Labor Relations 
Board. Washington : The Board : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off, 
Washington, D.C. 20402 

v. 3 24-27 cm. 

$25.00 

Began with Dec. 7, 1935/July 1, 1936. Vol. 265, Oct. 1- 
Dec. 28, 1982. Description based on: Vol. 238 (Sept. 2 
through Oct. 12, 1978) Indices: Table of cases decided: 
Vols. 1-41, Dec. 7, 1935-June 30, 1942, in v. 41; Vols. 1-74, 
Dec. 7, 1935-Aug. 21, 1947. 1 v.; Vols. 75-104, Aug. 22, 1947- 
May 27, 1953. 1 v.; Vols. 105-150, May 22, 1953-Feb. 12, 
1965. 1 v.; Vols. 147-223, May 16, 1964-May 21, 1976. 
@item 826 S/N 031-000-00245-1 Continues: United States. 
National Labor Relations Board. Decisions of the National 
Labor Relations Board Related records: Classified index of 
National Labor relations Board decisions and related court 
decisions ISSN 0092-4962 





1. Labor laws and legislation — United States — Cases. 1. 
Title. LAW 37-026136 //r555 331.154 OCLC 01768562 


84-19671 
LR 1.14:29 
United States. National Labor Relations Board. 

Court decisions relating to the National Labor Relations 
Act. Washington, D.C. : National Labor Relations Board : 
For sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C., 20402 

v.; 24 cm. 

$20.00 Vol. 29, Apr. 1-Dec. 30, 1976. Description based 
on: Vol. 23 (Jan. 1, 1972 through June 30, 1972) @ltem 825 
S/N 031-000-00240-1 

1. Labor laws and legislation — United States — Cases. I. 
Title. OCLC 01606251 


MERIT SYSTEMS PROTECTION BOARD 
Washington, DC 20003 


84-19672 
MS 1.2:Ap 4/spanish 
Como apelar su caso al U.S. Merit Systems Protection Board. — 
Washington, D.C. : U.S. Merit Systems Protection Board, 
[19842] 
1 folded sheet (8 p.) ; 22cm. @lItem 290-K-5 
1. United States. Merit Systems Protection Board. 2. 
Grievance procedures— United States. I. United States. 
Merit Systems Protection Board. OCLC 10927424 


84-19673 
MS 1.2:Ap 4/4 
Study of MSPB appeals decisions for FY ... [Washington, D.C.] 
: U.S. Merit Systems Protection Board, Office of Merit Sys- 
tems Review and Studies, U.S. Merit Systems Protection 
Board, Washington, DC 20419 
v. ; 28 cm. 
Annual 1982. Description based on: 1982; title from 
cover. @lItem 290-K-5 ISSN 0743-5770 
1. Civil service — United States— Cases. 2. Civil serv- 
ice — United States — Periodicals. I. United States. Office of 


Merit Systems Review and Studies. PAR 84-642577 //r84 
OCLC 10600033 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


84-19674 
NAS 1.2:Ae 8/6 
George C. Marshall Space Flight Center. 
OAST-1. — [Huntsville, Ala.?] : National Aeronautics and 
Space Administration : Marshall Space Flight Center, [19847] 


12, [1] p. : ill. ; 28 cm. “NF-142”—P. [13] @ltem 830-C 

1. United States. Office of Aeronautics and Space Technol- 
ogy. 2. Solar energy research — United States. I. Title. 
II. Title: O.A.S.T.-one. OCLC 10918645 


84-19675 
NAS 1,2:B 62 


Count down— on high blood pressure control : share the suc- 
cess. —[Washington, D.C.?] : Occupational Health Program, 
NASA, [19847] 

1 folded sheet (6 p.) : 1 form ; 22 cm. Bibliography: p. [5] 
@ltem 830-C 


1. Hypertension — United States. I. NASA Occupational 
Health Office. OCLC 10896613 


Government Publications — September 1984 


84-19676 
NAS 1.2:V 66 
United States. National Aeronautics and Space Administration. 
Video tape programs. —[Washington, D.C.? : National 
Aeronautics and Space Administration], 1984. 
ii, 45 p.; 28 cm. Cover title. @Item 830-C 
1. United States. National Aeronautics and Space Adminis- 
tration — Audio-visual aids— Catalogs. 2. Aeronautics — 
Audio-visual aids— Catalogs. 3. Astronautics — Audio- 


visual aids — Catalogs. I. Title. OCLC 10894019 


84-19677 


NAS 1.15:82574 
Jedlovec, Gary J. 

Application of VISSR atmospheric sounder (VAS) data / 
Gary J. Jedlovec. — Washington, D.C. : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1984. 

v, 12 p. : ill. ; 28 cm.— (NASA technical memorandum ; 
82574) “Performed under the Universities Space Research 
Association’s Visiting Scientist Program at Marshall Space 
Flight Center”—P. iii. Distributed to depository libraries in 
microfiche. “April 1984’—Cover. Includes bibliographical 
references. STAR category: 47. Contract No.: NAS8- 
34767, Project No.: M-447. @ltem 830-D (microfiche) 

1. Rawinsondes. 2. Radar meteorology. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Office. II. George C. Marshall 
Space Flight Center. III. Title. IV. Series. OCLC 
10933239 


84-19678 
NAS 1.15:85746 
Chinitz, Wallace. 

A model for reaction rates in turbulent reacting flows / 
Wallace Chinitz, John S. Evans. — Washington, D.C. : Na- 
tional Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1984. 

42 p. : ill. ; 28 cm.— (NASA technical memorandum ; 
85746) Distributed to depository libraries in microfiche. 
“May 1984”’—Cover. Includes bibliographical references. 
Subject category 07. @lItem 830-D (microfiche) 

1. Turbulence — Mathematical models. 2. Unsteady flow 
(Aerodynamics) I. Evans, John S. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. III. Title. IV. Series. 
OCLC 10928497 


84-19679 
NAS 1,15:85879 
Almosnino, D. 

Water-tunnel study of transition flow around circular cylin- 
ders / D. Almosnino, K.W. McAlister. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; [Springfield; Va. : For 
sale by the National Technical Information Service], 1984. 

iii, 31 p. : ill. ; 28 cm.— (NASA technical memorandum ; 
85879) (AVSCOM technical: memorandum ; 84-A-1) Distrib- 
uted to depository libraries in microfiche. “May 1984”"— 
Cover. Includes bibliographical references. Project No.: K- 
1585. @ltem 830-D (microfiche) 

1. Reynolds number. I. McAlister, Kenneth W. II. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. III. Title. 
IV. Series. V. Series. OCLC 10909776 
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National Aeronautics and Space Administration 


84-19680 
NAS 1.21:458 

Mount St. Helens eruptions of 1980 : atmospheric effects and 
potential climatic impact : a workshop report / edited by 
Reginald E. Newell, Adarsh Deepak. — Washington, DC : 
Scientific and Technical Information Branch, National Aero- 
nautics and Space Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., 1982. 

xxvi, 119 p. : ill. (some col.), maps (some col.) ; 23 cm. — 
(NASA SP ; 458) “Report of Workshop on Mount St. 
Helens Eruption: Its Atmospheric Effects and Potential Cli- 
matic Impact, Washington, DC, 20-21 November, 1980”—Ist 
prelim. p. Includes bibliographies and index. @Item 830-I 
S/N 033-000-00857-1 @ GPO $6.00 

1. Saint Helens, Mount, (Wash.) Region— Climate. 2. 
Saint Helens, Mount (Wash.)— Eruption, 1980. I. Newell, 
Reginald E., 1931- II. Deepak, Adarsh. III. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. IV. Workshop on 
Mount St. Helens: Its Atmospheric Effects and Climatic 
Impact (1980 Washington, D.C.) V. Series. 
QC984.W2M68 1982 82-008005 551.69797/84 ¢2 19 
OCLC 10644293 


84-19681 
NAS 1.21:4021 
Astronautics and aeronautics. Washington, D.C. : Scientific and 

Technical Information Branch, National Aeronautics and 
Space Administration : For sale by the Supt. of Documents, 
U. S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C., 20402 

v. ; 24 cm. (NASA SP ; 4021) (The NASA history series) 

Annual 

$9.50 

Began with 1963. 1976. Description based on: 1975. 
@ltem 830-1 S/N 033-000-00839-2 ISSN 0519-2366 Con- 
tinues: Astronautical and aeronautical events 

1. Astronautics — United States — History — Yearbooks. 
2. Aeronautics — United States — History — Yearbooks. I. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Office. II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. III. Series. IV. 
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1984"—Cover. Includes bibliographical references. Subject 
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category: 54. Project No.: M-449. @ltem 830-H-15 (micro- 
fiche) 

1. Fluid dynamics (Space environment) I. Fowlis, William 
W. IIL. Miller, Timothy L. III. United States. National Aer- 
onautics and Space Administration. Scientific and Technical 
Information Branch. IV. Title. V. Series. OCLC 
10933259 


84-19711 
NAS 1.60:2325 
Wilson, Robert M. 

A comparative look at sunspot cycles / Robert M. 
Wilson. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1984. 

x, 167 p. : ill. ; 28 cm.— (NASA technical paper ; 2325) 
Distributed to depository libraries in microfiche. ‘May 
1984”—Cover. Includes bibliographical references. Project 
No.: M-450. @lItem 830-H-15 (microfiche) 

1. Sun-spots — Observations. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. II. Title. III. Series. OCLC 
10921551 


NATIONAL CREDIT UNION 
ADMINISTRATION 
Washington, DC 20456 


84-19712 
NCU 1.14:984 
United States. National Credit Union Administration. 

Telephone directory. [Washington, D.C.?] : National Credit 
Union Administration, National Credit Union Administra- 
tion, 1776 G. St., NW, Washington, D.C. 20456 

v. : map ; 25 cm. 

Semiannual (irregular) June 1983- 

Quarterly (irregular) -Dec. 1981 Title from cover. [1984] 
Description based on: May-Aug. 1979. Suspended Dec. 
1981-June 1983. Vol. for Dec. 1981 distributed to depository 
libraries in microfiche. @Item 527-G 

1. United States. National Credit Union Administration — 
Directories — Telephone. I. Title. OCLC 06694233 


NATIONAL ENDOWMENT FOR THE ARTS 
National Foundation on the Arts and the Humanities 
Washington, DC 20506 


84-19713 
NF 2.8:Ex 7/986 
Expansion arts / National Endowment for the Arts. [Washing- 
ton, D.C.] : The Endowment, Expansion Arts Program/ 
Schedules, National Endowment for the Arts, 1100 Pennsyl- 
vania Ave., N.W., Washington, D.C. 20506 

v.; 28 cm. 

Annual Caption title: Expansion arts program 19 -19 
Title from cover. At head of title: Application guidelines. 
1986. Description based on: Fiscal year 1983. @lItem 831- 
B-2 ISSN 0160-0087 

1. Art — Scholarships, fellowships, etc. — United States — 
Periodicals. I. National Endowment for the Arts. sn- 
84000250 OCLC 02924560 





NATIONAL MEDIATION BOARD 
Washington, DC 20572 
84-19714 
NMB 1.7:196 
United States. Emergency Board No. 196. 

Report to the President by Emergency Board No. 196 : 
appointed by Executive Order 12384, dated October 1, 1982, 
pursuant to section 510 of the Rail Passenger Service Act, as 
amended. — Washington, D.C. : [National Mediation Board], 
1983. 

v, 24 p. ; 24 cm. Distributed to depository libraries in 
microfiche. ‘December 6, 1982.” @lItem 833 (microfiche) 

1. Collective bargaining — Railroads — United States. 2. 
Labor disputes — United States. 3. Collective labor agree- 
ments — Railroads — United States. I. United States. Nation- 
al Mediation Board. II. Title. OCLC 10881750 

84-19715 
NMB 1.7:197 
United States. Emergency Board No. 197. 

Report to the President by Emergency Board No. 197. — 
Washington, D.C. : [National Mediation Board], 1983. 

21 p.; 24cm. Distributed to depository libraries in micro- 
fiche. Contents: v. 1. Report and recommendations for set- 
tlement of the dispute, November 1, 1982 — v. 2. Report on 
selection of final offers, December 1, 1982. @Item 833 
(microfiche) 

1. Collective bargaining — Railroads — United States. 2. 
Collective labor agreements — Railroads — United States. 3. 
Labor disputes — United States. I. United States. National 
Mediation Board. II. Title. OCLC 10881740 

84-19716 
NMB 1.7:198 
United States. Emergency Board No. 198. 

Report to the President by Emergency Board No. 198 : 
appointed by Executive Order 12386, dated October 1, 1982, 
pursuant to section 510 of the Rail Passenger Service Act, as 
amended : to investigate the dispute between the New York 
Metropolitan Transportation Authority and the Connecticut 
Department of Transportation, and certain labor organiza- 
tions. — Washington, D.C. : [National Mediation Board], 
1983. 

v, 21, 2, 7 p.; 24cm. Distributed to depository libraries in 
microfiche. ‘December 17, 1982.” @lItem 833 (microfiche) 

1. Collective bargaining — Railroads — United States. 2. 
Labor disputes — United States. 3. Collective labor agree- 
ments — Railroads — United States. I. United States. Nation- 
al Mediation Board. II. Title. OCLC 10864900 

84-19717 
NMB 1.7:199 
United States. Emergency Board No. 199. 

Report to the President by Emergency Board No. 199 : 
appointed by Executive Order 12393, dated November 16, 
1982, pursuant to section 9A of the Railway Labor Act, as 
amended : to investigate disputes between the Long Island 
Rail Road and certain labor organizations. — Washington, 
D.C. : National Mediation Board, [1983] 

23, 2 p. ; 24cm. “National Mediation Board Case nos. A- 
10935, A-11051, A-11052, A-11055, A-11056, A-11057, A- 
11062, A-11063, A-11064, A-11065, A-11066, A-11067, A- 
11068 and A-11072.” Distributed to depository libraries in 
microfiche. ‘January 4, 1983.” @ltem 833 (microfiche) 

1. Collective bargaining — Railroads — United States — 
Case studies. 2. Labor disputes— United States — Case 
studies. 3. Collective labor agreements — Railroads — 
United States — Case studies. I. United States. National Me- 
diation Board. II. Title. OCLC 10864930 


Government Publications — September 1984 


84-19718 
NMB 1.7:200 
United States. Emergency Board No. 200. 

Report to the President by Emergency Board No. 200 : 
appointed by Executive Order 12405, dated February 14, 
1983, pursuant to section 10 of the Railway Labor Act, as 
amended : to investigate the dispute between the Brotherhood 
of Locomotive Engineers and the Consolidated Rail Corpora- 
tion. — Washington, D.C. : National Mediation Board, [1983] 


16, 1 p. ; 24cm. “National Mediation Board Case nos. A- 
10392, A-10835, A-10836, A-10857 and A-10858.” Distribut- 
ed to depository libraries in microfiche. “March 30, 1983.” 
@ltem 833 (microfiche) 

1. Collective bargaining — Railroads — United States — 
Case studies. 2. Labor disputes— United States — Case 
studies. 3. Collective labor agreements — Railroads — 
United States — Case studies. I. United States. National Me- 
diation Board. II. Title. OCLC 10864910 


84-19719 
NMB 1.7:201 
United States. Emergency Board No. 201. 

Report to the President by Emergency Board No. 201 : 
appointed by Executive Order 12414, dated April 4, 1983, 
pursuant to Section 9A of the Railway Labor Act, as amend- 
ed : to investigate disputes between the Long Island Rail 
Road and certain labor organizations. — Washington, D.C. : 
The Board, [1983] 

iv, 8 p.; 28cm. “(National Meditation Board case nos. A- 
11051, A-11055, A-11056, A-11062, A-11063, A-11064, A- 
11066, A-11067, and A-11072)” Distributed to depository li- 
braries in microfiche. “June 3, 1983.” @lItem 833 (micro- 
fiche) 

1. Collective bargaining — Railroads — United States. 2. 
Labor disputes — United States. I. United States. National 
Mediation Board. II. Title. OCLC 10860072 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


84-19720 
NS 1.10/4:983 
National Science Foundation (U.S.) 

Grants and awards for fiscal year... / National Science 
Foundation. Washington, D.C. : The Foundation : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 26-28 cm. 

Annual 

$7.50 

Began with 1963/64. Description based on: 1980. Report 
covers fiscal year 1983. Vols. for (1983)- distributed to de- 
pository libraries in microfiche. Previously included in: 
Annual report for fiscal year ... (National Science Foundation 
(U.S.)), ISSN 0083-2332. @lItem 834-E (microfiche) S/N 
038-000-00545-6 ISSN 0565-825X 

1. Research grants — United States — Collected works. 2. 
Federal aid to research — United States — Collected works. 
3. Research grants — United States — Periodicals. 4. Federal 
aid to research— United States — Periodicals. 5. Science 
and state — United States — Periodicals. Key Title: Grants 
and awards (Washington) I. Title. Q180.U5A343 65- 
060935 //r82 507 OCLC 01252365 
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National Science Foundation 


84-19721 
NS 1.13:P 96/983 
National Science Foundation (U.S.) 

Publications of the National Science Foundation. Washing- 
ton, D.C. : The Foundation, National Science Foundation, 
1800 G St., N.W., Washington, D.C., 20550 

v. ; 24cm. 

Annual Title from cover. “NSF 83-38"—P. 4 of cover. 
[1983] Description based on: 1979. @Item 834-H 

1. Science — United States — Bibliography — Catalogs. 2. 
National Science Foundation (U.S.)— Periodicals. I. Title. 
OCLC 04048280 


84-19722 
NS 1.18:31/final 
Federal funds for research and development. Washington, D.C. 

: National Science Foundation : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 

v. : ill. ; 28 cm. (Surveys of science resourc?s series) 

Annual 

$2.50 

Began with v. 27, fiscal years 1977, 1978, and 1979. Vol. 
31, fiscal years 1981, 1982, and 1983. Description based on: 
Vol. 28 (fiscal years 1978, 1979, and 1980), final report. 
Each issue covers three fiscal years with the table volume 
appearing approximately one year before the report volume. 
Published in two volumes: report volume, and detailed statis- 
tical tables volume. Vols. for (1983)- distributed to deposi- 
tory libraries in microfiche. @lItem 834-N (microfiche) S/ 
N_ 038-000-00541-3 ISSN 0198-8700 Continues: Federal 
funds for research, development, and other scientific activities 
ISSN 0083-2359 

1. Federal aid to research — United States — Periodicals. 
2. Science — Research grants — United States — Periodicals. 
I. National Science Foundation (U.S.) II. Series. 
Q180.USF36 80-643468 //r812 338.973 OCLC 05802765 


84-19723 
NS 1.38:72 

Initial reports of the Deep Sea Drilling Project : a project 
planned by and carried out with the advice of the Joint 
Oceanographic Institutions for Deep Earth Sampling 
(JOIDES). Volume LXXII, covering Leg 72 of the cruises of 
the drilling vessel Glomar Challenger, Santos, Brazil, to 
Santos, Brazil, February-April, 1980 / editor Elizabeth 
Whalen ; prepared for the National Science Foundation, Na- 
tional Ocean Sediment Coring Program, under contract C- 
482, by the University of California, Scripps Institution of 
Oceanography. — [Washington, D.C.| ; The Foundation : For 
sale by the Supt. of Docs., U.S. G.P.O., [1983] 

xxiv, 1024 p. : ill. (1 col.), maps (1 col.) ; 29 cm. “Decem- 
ber 1983"—T.p. verso. Maps on lining papers. Three ill. on 
2 folded leaves in pocket. Includes bibliographies. 
“NSFSP-72." @lItem 834-C-1 S/N 038-000-00535-9 (v.72) 
@ GPO $32.00 (v.72) 

1. Submarine geology. 2. Deep Sea Drilling Project. 3. 
Glomar Challenger (Ship) I. Whalen, Elizabeth. II. Nation- 
al Science Foundation (U.S.) Ill. National Ocean Sediment 
Coring Program (U.S.) IV. Joint Oceanographic Institutions 
for Deep Earth Sampling. V. Scripps Institution of Ocean- 
ography. OCLC 10920882 
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Initial reports of the Deep Sea Drilling Project : 


Initial reports of the Deep Sea Drilling Project 


84-19724 
NS 1.38:73 

Initial reports of the Deep Sea Drilling Project : a project 
planned by and carried out with the advice of the Joint 
Oceanographic Institutions for Deep Earth Sampling 
(JOIDES). Volume LXXIII, covering Leg 73 of the cruises 
of the drilling vessel Glomar Challenger, Santos, Brazil, to 
Cape Town, South Africa, April to June, 1980 / editor 
Marian G. Bailey ; prepared for the National Science Founda- 
tion, National Ocean Sediment Coring Program, under con- 
tract C-482, by the University of California, Scripps Institu- 
tion of Oceanography. — [Washington, D.C.] : The Founda- 
tion : For sale by the Supt. of Docs., U.S. G.P.O., [1984] 

xxv, 798 p. : ill. (1 col.), maps (1 col.) ; 29 cm. “January 
1984”—T.p. verso. Maps on lining papers. Four ill. on 4 
folded leaves in pocket. Includes bibliographies. “NSFSP- 
73.” @lItem 834-C-1 S/N 038-000-00536-7 (v.73) @ GPO 
$36.00 (v.73) 

1. Submarine geology. 2. Deep Sea Drilling Project. 3. 
Glomar Challenger (Ship) I. Bailey, Mariam G. II. Nation- 
al Science Foundation (U.S.) III. National Ocean Sediment 
Coring Program (U.S.) IV. Joint Oceanographic Institutions 
for Deep Earth Sampling. V. Scripps Institution of Ocean- 
ography. OCLC 10921295 


84-19725 


NS 1.38:74 

a project 
planned by and carried out with the advice of the Joint 
Oceanographic Institutions for Deep Earth Sampling 


(JOIDES). Volume LXXIV, covering Leg 74 of the cruises 
of the drilling vessel Glomar Challenger, Cape Town, South 
Africa, to Walvis Bay, South Africa, June to July, 1980 / 
editors Jan H. Bakeslee, Marianna Lee ; prepared for the 


National Science Foundation, National Ocean Sediment 
Coring Program, under contract C-482, by the University of 
California, Scripps Institution of Oceanography. — [Washing- 
ton, D.C.) : The Foundation : For sale by the Supt. of Docs., 
U.S. G.P.O., [1984] 

xxii, 894 p. : ill. (2 col.), maps (1 col.) ; 29 cm. “March 
1984”—T.p. verso. Maps on lining papers. Three ill. on 3 
folded leaves in pocket. Includes bibliographies. “NSFSP- 
74.” S/N 038-000-00539-1 (v.74) @ GPO $25.00 (v.74) 

1. Submarine geology. 2. Deep Sea Drilling Project. 3. 
Glomar Challenger (Ship) 1. Blakeslee, Jan H. Il. Lee, 
Marianna. III. National Science Foundation (U.S.) IV. Na- 
tional Ocean Sediment Coring Program (U.S.) V. Joint 
Oceanographic Institutions for Deep Earth Sampling. VI. 
Scripps Institution of Oceanography. OCLC 10921241 


84-19726 


NS 1,38:75/pt.1-2 

: a project 
planned by and carried out with the advice of the Joint 
Oceanographic Institutions for Deep Earth Sampling 
(JOIDES). Volume LXXV, covering Leg 75 of the cruises of 
the drilling vessel Glomar Challenger, Walvis Bay, South 
Africa to Recife, Brazil, July-September, 1980 / editor Rose- 
mary Amidei ; prepared for the National Science Foundation, 
National Ocean Sediment Coring Program, under contract C- 
482, by the University of California, Scripps Institution of 
Oceanography. —[Washington, D.C.] : The Foundation : For 
sale by the Supt. of Docs., U.S. G.P.O., [1984] 

2 v. + ill. (1 col), maps (i col.) ; 29cm. “June 1984”—T.p. 
verso. Maps on lining papers. Includes bibliographies. 
“NSFSP-75." @ltem 834-C-1 S/N 038-000-00543-0 (v.75, 2 
v.set)@ GPO $46.00 (v.75, 2 v.set) 

1. Submarine geology. 2. Deep Sea Drilling Project. 3. 
Glomar Challenger (Ship) I. Amidei, Rosemary. II. Na- 





tional Science Foundation (U.S.) III. National Ocean Sedi- 
ment Coring Program (U.S.) IV. Joint Oceanographic Insti- 
tutions for Deep Earth Sampling. V. Scripps Institution of 
Oceanography. OCLC 10920707 


84-19727 
NS 1.38:76 

Initial reports of the Deep Sea Drilling Project : a project 
planned by and carried out with the advice of the Joint 
Oceanographic Institutions for Deep Earth Sampling 
(JOIDES). Volume LXXVI, covering Leg 76 of the cruises 
of the drilling vessel Glomar Challenger, Norfolk, Virginia, to 
Fort Lauderdale, Florida, October-December 1980 / editor 
Susan Orlofsky ; prepared for the National Science Founda- 
tion, National Ocean Sediment Coring Program, under con- 
tract C-482, by the University of California, Scripps Institu- 
tion of Oceanography. — [Washington, D.C.] : The Founda- 
tion : For sale by the Supt. of Docs., U.S. G.P.O., [1983] 

xxvi, 947 p. : ill. (1 col.), maps (1 col.) ; 29 cm. ‘“Novem- 
ber 1983”—T.p. verso. Map on lining paper. Four ill. on 4 
folded leaves in pocket. Includes bibliographies. ‘“NSFSP- 
76.” @Item 834-C-1 S/N 038-000-00532-4 (v.76) @ GPO 
$39.00 (v.76) 

1. Submarine geology. 2. Deep Sea Drilling Project. 3. 
Glomar Challenger (Ship) I. Orlofsky, Susan. II. National 
Science Foundation (U.S.) III. National Ocean Sediment 
Coring Program (U.S.) IV. Joint Oceanographic Institutions 
for Deep Earth Sampling. V. Scripps Institution of Ocean- 
ography. OCLC 10921123 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


84-19728 
P 1,2:H 62/Columbia 
Case history : Columbia Gas System Service Corporation : 
industry : utility. — [Washington, D.C.? : U.S. Postal Service, 
1984] 
[2] p. : ill. ; 28 cm.— (ZIP4 case history) (Publication ; 
322) Caption title. “January 1984”—P. [2] @Item 837 
1. Columbia Gas System Service Corporation. 2. Zip 
code — Ohio. I. United States Postal Service. II. Series. 


Ill. Series: Publication (United States Postal Service) ; 322. 
OCLC 10937006 


84-19729 
P 1,2:H 62/Kentucky 
Case history : University of Kentucky : industry : educational 
institutions. — [Washington, D.C.? : U.S. Postal Service, 1984] 


(2] p. : ill. ; 28 cm.— (ZIP4 case history) (Publication ; 
323) Caption title. “January 1984”—P. J2) @ltem 837 

1. University of Kentucky. 2. Zip code — Kentucky. I. 
United States Postal Service. II. Series. II. Series: Publica- 
tion (United States Postal Service) ; 323. OCLC 10936984 


84-19730 
P 1,2:H 62/Meredith 
Case history : Meredith Corporation : industry : publishing. — 
(Washington, D.C.? : U.S. Postal Service, 1984] 
(2] p. : ill. ; 28°cm.— (ZIP4 case history) (Publication ; 
324) Caption title: “January 1984”—P. [2] @item 837 
1. Meredith Corporation. 2. Zip code —lowa. I. United 
States Postal Service. II. Series. HI. Series: Publication 
(United States Postal Service) ; 324. OCLC 10937000 
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84-19731 
P 1.2:H 62/Tandy 
Case history : Tandy Corporation : industry 
(Washington, D.C.? : U.S. Postal Service, 1984] 
[2] p. : ill. ; 28 cm.— (ZIP4 case history) (Publication ; 
321) Caption title. “January 1984”"—P. [2] @lItem 837 
1. Tandy Corporation. 2. Zip code—Texas. I. United 
States Postal Service. II. Series. III. Series: Publication 
(United States Postal Service) ; 321. OCLC 10937013 


: retailing. — 


84-19732 
P 1.2:L 56/5 
How to be sure your letter made its point. — Washington, DC : 
United States Postal Service, [1983] 
1 folded sheet (6 p.) : col. ill. ; 22 cm. 
[5] @ltem 837 
1. Postal service — United States — Registry system. 2. 
Postal service— United States—C.O.D. shipments. 3. 
Postal service — United States — Certified mail. I. United 
States Postal Service. OCLC 10909784 


“August 1983”—P. 


84-19733 
P 1.2:R 26 
Registered mail : we'll help you get our best. — Washington, 
D.C. : United States Postal Service, c1984. 
1 folded sheet (6 p.) : ill. ; 22 cm. “Notice 258, February 
1984.” @Item 837 
1. Postal service — United States— Registry system. I. 
United States Postal Service. OCLC 10938401 


84-19734 
P 1.2:Sh 7 
How to go on a shopping spree. — Washington, DC : U.S. 
Postal Service, 1983. 
1 folded sheet (6 p.) : col. ill. ; 22 cm. 
P. [5] @lItem 837 
1. Postal service — United States. 
Service. OCLC 10909789 


84-19735 


“December 1983”— 


I. United States Postal 


P 1.31/4:B 96 
A Guide to business mail preparation. — (Washington, D.C.? : 
U.S. Postal Service, 1984] 
36 p. : ill. ; 23 cm.— (Publication ; 25) At head of title: 
Automation. “March 1984”—P. [4] of cover. @Item 843 
1. Mail preparation — Automation. 1. United States Postal 
Service. II. Series: Publication (United States Postal Service) 
; 25. OCLC 10896955 


PEACE CORPS 
Washington, DC 20525 


84-19736 
PE 1,8:V 88 
Peace Corps Partnership Program : volunteer handbook. — 
(Washington, D.C.? : Peace Corps, 19847] 
20 p. : ill, forms ; 28 cm. Cover title. @ltem 74-E-2 
1. Peace Corps Partnership Program (U.S.) 2. Volunteer 
workers in social service — United States. 3. Volunteer- 
ism — United States — Handbooks, manuals, etc. I. Peace 
Corps (U.S.) OCLC 10909801 
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Personnel Management Office 


PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 


84-19737 
PM 1.2:An 7/2 
United States. Office of Personnel Management. Civil Service 
Retirement System. 

Information for annuitants about the federal employees 
health benefits program.— Rev. May 1984. — Washington, 
D.C. : U.S. Office of Personne) Management, Civil Service 
Retirement System, 1984. 

14 p. : ill. ; 21 cm. — (BRI ; 41-118) @ltem 295 

1. Insurance, Government employees’ health — United 
States. I. Title. II. Series: Pamphlet (United States. Office 
of Personnel Management) ; BRI 41-118. OCLC 10910466 


84-19738 
PM 1.2:T 16 
Cut red tape : two-day training : introduction to federal projects 
and historic preservation law. — Washington, DC : Adminis- 
trative Management Training Institute, 1984. 

[4] p. : ill. ; 21 cm. “Jointly sponsored by United States 
Office of Personnel Management, Advisory Council on His- 
toric Preservation.” @ltem 295 

1. Historic sites — United States — Conservation and resto- 
ration. I. Administrative Management Training Institute 
{U.S.) II. United States. Office of Personnel Management. 
III. United States. Advisory Council on Historic Preservation. 
OCLC 10901081 


PRESIDENT’S COMMITTEE ON 
EMPLOYMENT OF THE HANDICAPPED 
Executive Office of the President 
Washington, DC 20210 


84-19739 
PrEx 1.10:V 88/4 
New resource : volunteers who happen to be disabled. — Wash- 
ington, DC : President's Committee on Employment of the 
Handicapped, [19847] 
16 p. ; 28 cm. Cover title. 
766-C 
1. Handicapped — Employment — United States. 2. Vol- 
untarism — United States. I. United States. President’s Com- 


mittee on Employment of the Handicapped. OCLC 
10909781 


“Special report.” @Item 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


84-19740 
PrEx 2.2:Au 8/5/984/v.1-2 
A Five-year plan for meeting the automatic data processing and 
telecc ications needs of the Federal government. — 
{Washington, D.C.] : Office of Management and Budget : 
U.S. General Services Administration : U.S. Dept. of Com- 
merce : For sale by the Supt. of Docs. U.S. G.P.O., [1984] 

2 v.: ill. ; 28cm. Cover title. “Joint effort of the Office 
of Information Resources Management of the General Serv- 
ices Administrsation, the Institute for Computer Sciences and 
Technoloy of the Commmerce Department’s National Bureau 
of Standards, and the Office of Information and Regulatory 
Affairs of the Office of Management and Biudge.”—P. ii. 
“April 1984." Includes bibliographical references. Con- 
tents: v. 1. Planning strategies — v. 2. Major information 
technology systems acquisition plans of Federal executive 
agencies, 1984-1989. @lItem 854 S/N 022-001-00121-0 @ 
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GPO (v.1) ; 041-001-00275-8 @ GPO (v.2) $3.00 (v.1) $10.00 
(v.2) 

1. Federal government — United States — Data processing. 
2. Federal government — United States — Communication 
systems. I. United States. Office of Management and Budget. 
Office of Information and Regulatory Affairs. II. United 
States. General Services Administration. Office of Informa- 
tion Resources Management. III. Institute for Computer Sci- 
ences and Technology. IV. Title: Meeting the automatic 
data processing and telecomunications needs of the Federal 
government. OCLC 10853458 


84-19741 
PrEx 2.2:P 94/8 
United States. Office of Federal Procurement Policy. 

Report to the Congress : review of the procurement actions 
of the Department of Defense during the one-week period 
ending September 30, 1983. — (Washington, D.C.] : Office of 
Federal Procurement Policy, Office of Management and 
Budget, Executive Office of the President, [1984] 

xi, 125 p. : ill, forms ; 28 cm. “April 1984.” 
phy: p. 125. @lItem 854 

1. United States. Dept. of Defense — Procurement. I. 
Title. OCLC 10933215 


Bibliogra- 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


84-19742 
PrEx 3.10/4:C 62 
(United States. Central Intelligence Agency] 

Clothing recommendations for travel in China. Scale [ca. 
1:29,250,000] —— [Washington, D.C. : Central Intelligence 
Agency, 1984] 

1 map : col. ; on sheet 28 x 22 cm. Relief shown by 
shading. ‘701929 (541790) 5-84.” @lItem 856-A-1 

1. China — Maps, Tourist. 2. Clothing and dress — Maps. 
3. China — Climate. I. Title. OCLC 10916368 


84-19743 
PrEx 3.10/4:F 76 
[United States. Central Intelligence Agency] 

U.S. Foreign Service posts and Department of State juris- 
dictions. Scale 1:40,000,000 ; Miller cylindrical proj. (W 
165°—E 180°/N 80°—S 55°). —— [Washington D.C. : Central 
Intelligence Agency, 1984] ; 

1 map: col. ; 52x 100cm. ‘“l January 1984.” 
data: Office of the Geographer.” 
@ltem 856-A-1 

1. World maps. 2. United States. Foreign Service — Dip- 
lomatic and consular service— Maps. 3. United States. 
Dept. of State— Diplomatic and consular service — Maps. 
I. United States. Dept. of State. Office of the Geographer. 
Il. Title. OCLC 10874132 


84-19744 


“Source of 
“800087 (547812) 1-84.” 


PrEx 3.10/4:J 59 
[United States. Central Intelligence Agency] 

Johannesburg and vicinity. Scale [ca. 1:500,000].—— 
(Washington, D.C. : Central Intelligence Agency, 1977] 

1 map: col. ; 22x 18cm. “503425 8-77.” @ltem 856-A-1 

1. Johannesburg Metropolitun Area (South Africa) — Maps. 
I. Title. G8504.J6A1 1977.US 79-692160 /MAPS OCLC 
05676336 





84-19745 
PrEx 3.10/4:N 16 
[United States. Central Intelligence Agency] 

Narcotics smuggling : major routes and cultivation areas. 
Scale [ca. 1:85,000,000] —— [Washington, D.C. : Central In- 
telligence Agency, 1983] 

1 map : col. ; 25 x 47 cm. 
@ltem 856-A-1 

1. Narcotics, 
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“700645 (545038) 11-83.” 


Control of—Maps. I. Title. OCLC 


PrEx 3.10/4:Un 4/2 
[United States. Central Intelligence Agency] 

US. Foreign Service posts and Department of State juris- 
dictions. Scale 1:40,000,000 ; Miller cylindrical proj. (W 180°- 
E 180°/N 85°—S 55°). —— [Washington, D.C. : Central Intel- 
ligence Agency, 1983] 

1 map : col. ; 51 x 100 cm. Shows standard time zones and 
jurisdictions within the Dept. of State and areas of responsi- 
bility for country directors. “Source of data: Office of the 
Geographer.” “1 January 1983.” “True scale only along 
Equator.” ‘505677 (547812) 1-83.” @lItem 856-A-1 

1. United States— Diplomatic and consular service — 
Maps. 2. World maps. 3. Time — Systems and standards — 
Maps. I. United States. Dept. of State. Office of the Geog- 
rapher. II. United States. Foreign Service. III. Title. 
OCLC 09912672 


84-19747 
PrEx 3.10/4:Un 4/3 
[United States. Central Intelligence Agency]. 

U.S. Foreign Service posts and Department of State juris- 
dictions. Scale 1:40,000,000 ; Miller cylindrical proj. (W 
180°—E 180°/N 85°—S 55°). —— [Washington, D.C. : Central 
Intelligence Agency, 1984] 

1 map : col. ; 52 x 100 cm. Shows standard time zones and 
jurisdictions within the Dept. of State and areas of responsi- 
bility for country directors. “Source of data: Office of the 
Geographer.” “1 January 1984.” “True scale only along 
Equator.” ‘800087 (547812) 1-84.” @lItem 856-A-1 

1. United States— Diplomatic and consular service — 
Maps. 2. World maps. 3. Time — Systems and standards — 
Maps. I. United States. Dept. of State. Office of the Geog- 
rapher. II. United States. Foreign Service. III. Title. 
OCLC 10792983 


STATE DEPARTMENT 
Washington, DC 20520 
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S 1,1:952-54/v,15/pt.1 
S 1.1:952-54/v.15/pt.2 
United States. Dept. of State. 

Foreign relations of the United States / Department of 
State, United States of America. [Departmental ed.] Washing- 
ton : For sale by the Supt. of Docs., 1948- Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C. 20402 

v. : maps ; 24 cm. (Department of State publication ; 9347) 

Annual 

$29.00 (each pt.) 

1932- Vol. 15, pts. 1-2. Contents: v. 15. Korea. Vols. 
for 1932- issued in parts. @Item 872 S/N 044-000-02010-6 
(pt.1-2) Main series: Department of State publication Con- 
tinues: United States. Dept. of State. Papers relating to the 
foreign relations of the United States 

1. United States— Foreign relations — Periodicals. 1. 


Title. II. Series. JX233.A3 10-003793 //r838 327.73 ¢2 
19 OCLC 07809779 
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84-19749 
S$ 1,2:C 33/4 
Central America : democracy, peace, and development initia- 
tive. —[Washington, D.C.?] : U.S. Dept. of State, [19847] 
1 folded sheet (8 p.) : ill., 1 map ; 22 cm. @ltem 876 
1. Military assistance, American — Central America. 2. 
Economic assistance, American — Central America. 3. Cen- 
tral America. I. United States. Dept. of State. OCLC 
10946008 


84-19750 
S 1.71/4;518 
Abrams, Elliott, 1948- 

The Cuban revolution and its impact on human rights : 
October 6, 1983. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, [1983) 

3, [1] p. ; 28 cm.— (Current policy ; no. 518) Caption 
title. @lItem 877-C 

1. Civil rights — Cuba — Addresses, essays, lectures. 2. 
Cuba — History — Revolution, 1959 — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Public Com- 
munication. Editorial Division. II. Title. III. Series: United 
States. Dept. of State. Bureau of Public Affairs. Current 
policy ; no. 518. OCLC 10887578 


84-19751 
S 1.71/4:519 
Wallis, W. Allen (Wilson Allen), 1912- 

Agricultural export promotion and trade : October 18, 
1983. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, 1984. 

3 p. ; 28 cm.— (Current policy ; no. 519) Caption title. 
@ltem 877-C 

1. Foreign trade promotion — United States — Addresses, 
essays, lectures. 2. Agriculture — Addresses, essays, lectures. 
I. United States. Dept. of State. Office of Public Communica- 
tion. Editorial Division. II. Title. III. Series: United States. 
Dept. of State. Bureau of Public Affairs. Current policy ; no. 
519. OCLC 10887587 


84-19752 
S 1.71/4:520 
Shultz, George Pratt, 1920- 

The situation in Lebanon : October 24, 1983 / Secretary 
Shultz. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, [1983] 

3 p. ; 28 cm.— (Current policy ; no. 520) Caption title. 
@ltem 877-C 

1. United States— Military policy. 2. United States — 
Foreign relations — Lebanon — Addresses, essays, lectures. 
3. Lebanon — Foreign relations — United States — Addresses, 
essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 520. OCLC 10932462 


84-19753 
S 1.71/4:525 
Dam, Kenneth W. 

Challenges of U.S.-Soviet relations at the 50-year mark : 
October 31, 1983. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, [1983] 

5 p. ; 28 cm.— (Current policy ; no. 525) Caption title. 
@ltem 877-C 

1. United States — Foreign relations — Soviet Union — Ad- 
dresses, essays, lectures. 2. Soviet Union — Foreign rela- 
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tions — United States — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Public Communica- 
tion. Editorial Division. II. Title. III. Title: Challenges of 
US-Soviet relations at the 50-year mark. IV. Series: United 
States. Dept. of State. Bureau of Public Affairs. Current 
policy ; no. 525. OCLC 10887564 


84-19754 


S 1.71/4:528 
Shultz, George Pratt, 1920- 

Promoting peace in the Middle East : November 19, 1983 / 
Secrtary Shultz. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, [1983] 

3, [1] p. ; 28 cm.— (Current policy ; no. 528) Caption 
title. @ltem 877-C 

1. Peace — International cooperation. 2. United States — 
Foreign relations — Near East — Addresses, essays, lectures. 
3. Near East — Foreign relations — United States — Address- 
es, essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 528. OCLC 10932465 


84-19755 


S 1.71/4:531 
Dougan, Diana Lady. 

Promoting the free flow of information : November 30, 
1983. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, [1983] 

3, [1] p. ; 28 cm.— (Current policy ; 531) Caption title. 
@ltem 877-C 

1. Communication, International — Addresses, essays, lec- 
tures. 2. Communication — United States — International co- 
operation — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 531. 
OCLC 10853911 


84-19756 


S 1.71/4:540 
Murphy, Richard Welch, 1929- 

U.S. interests in Lebanon : January 26, 1984. — Washing- 
ton, D.C. : U.S. Dept. of State, Bureau of Public Affairs, 
Office of Public Communication, Editorial Division, [1984] 

3, [1] p. ; 28 cm.— (Current policy ; 540) Caption title. 
@ltem 877-C 

1. United States — Foreign relations — Lebanon — Address- 
es, essays, lectures. 2. Lebanon— Foreign relations — 
United States — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 540. 
OCLC 10932470 


84-19757 


S 1.71/4:555 
Kirkpatrick, Jeane J. 

U.S. participation in the United Nations : March 2, 1984. — 
Washington, D.C. : U.S. Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, Editorial Division, 
1984. 

3, [1] p. ; 28 cm.— (Current policy ; 555) Caption title. 
@ltem 877-C 

1. United Nations — United States — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Public Com- 
munication. Editorial Division. II. Title. III. Title: US par- 
ticipation in the United Nations. IV. Series: United States. 
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Dept. of State. Bureau of Public Affairs. Current policy ; no. 
555. OCLC 10932474 


84-19758 


S 1.71/4:557 


Wallis, W. Allen (Wilson Allen), 1912- 


Foreign policy, its impact on agricultural trade : March 7, 
1984. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, [1984] 

3, [1] p. ; 28 cm.— (Current policy ; 557) Caption title. 
@item 877-C 

1. Agriculture — Addresses, essays, lectures. 2. Foreign 
trade regulation — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Public Communication. Edi- 
torial Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 557. 
OCLC 10859787 


84-19759 


S 1.71/4:558 


Eagleburger, Lawrence S. 


Security policy and arms control : March 22, 1984.— 
Washington, D.C. : U.S. Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, Editorial Division, 
[1984] 

3, [1] p. ; 28 cm.— (Current policy ; 558) Caption title. 
@ltem 877-C 

1. United States — National security — Addresses, essays, 
lectures. 2. Military policy — Addresses, essays, lectures. 3. 
Arms control — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 558. 
OCLC 10859781 


84-19760 


S 1.71/4:559 


Motley, Langhorne A. 


A national response to the crisis in Central America : 
March 27, 1984. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, 1984. 

7 p. ; 28 cm.— (Current policy ; 559) Caption title. 
@ltem 877-C 

1. United States — Foreign relations — Central America — 
Addresses, essays, lectures. 2. Central America — Foreign 
relations — United States — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Public Communica- 
tion. Editorial Division. II. Title. III. Series: United States. 
Dept. of State. Bureau of Public Affairs. Current policy ; no. 
559. OCLC 10859793 


84-19761 


S 1.71/4:560 


Abrams, Elliott, 1948- , 


The Baltic states’ struggle for freedom : March 17, 1984. — 
Washington, D.C. : U.S. Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, Editorial Division, 
[1984] 

3, [1] p. ; 28 cm.— (Current policy ; 560) Caption title. 
@item 877-C 

1. Democracy — Addresses, essays, lectures. 2. Civil 
rights — Baltic States — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Public Communica- 
tion. Editorial Division. II. Title. III. Series: United States. 
Dept. of State. Bureau of Public Affairs. Current policy ; no. 
560. OCLC 10859776 





84-19762 
S 1.71/4:561 
Shultz, George Pratt, 1920- 

Power and diplomacy in the 1980s : April 3, 1984. — Wash- 
ington, D.C. : U.S. Dept. of State, Bureau of Public Affairs, 
Office of Public Communication, Editorial Division, 1984. 

3, [1] p. ; 28 cm.— (Current policy ; 561) Caption title. 
@ltem 877-C 

1. Authority — Government policy — United States — Ad- 
dresses, essays, lectures. 2. Balance of power — Addresses, 
essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 561. OCLC 10859770 


84-19763 
S 1.71/4:562 
Reagan, Ronald. 

America’s foreign policy challenges for the 1980’s. — Wash- 
ington, D.C. : U.S. Dept. of State, Bureau of Public Affairs, 
1984. 

6 p. ; 28 cm.— (Current policy ; no. 562) Caption title. 
“April 6, 1984.” @lItem 877-C 

1. United States— Foreign relations. I. United States. 
Dept. of State. Bureau of Public Affairs. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 562. OCLC 10865246 


84-19764 
S 1.71/4:563 
Rowney, Edward L., 1917- 
START in a historical perspective. — Washington, D.C. : 
U.S. Dept. of State, Bureau of Public Affairs, 1984. 
3 p. ; 28 cm.— (Current policy ; no. 563) Caption title. 
“April 10, 1984.” @Item 877-C 
1. Strategic Arms Reduction Talks. I. United States. Dept. 
of State. Bureau of Public Affairs. II. Title. III. Title: 
S.T.A.R.T. in a historical perspective. IV. Series: United 
States. Dept. of State. Bureau of Public Affairs. Current 
policy ; no. 563. OCLC 10865259 


84-19765 
S 1.71/4:564 
Wallis, W. Allen (Wilson Allen), 1912- 
Examining the unitary tax : March 8, 1984. — Washington, 
D.C. : U.S. Dept. of State, Bureau of Public Affairs, [1984] 
[2] p. ; 28 cm.— (Current policy ; 564) Caption title. 
@ltem 877-C 
1. Corporations, Foreign — Taxation — United States — 
States. 2. International business enterprises — Taxation — 
United States. I. United States. Dept. of State. Bureau of 
Public Affairs. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 564. 
OCLC 10853915 


84-19766 
S 1.71/4:566 
Bush, George, 1924- 

U.S. proposes banning chemical weapons / Vice President 
Bush. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, 1984. 

5 p. ; 28 cm.— (Current policy ; no. 566) Caption title. 
“April 18, 1984.” @Item 877-C 

1. Chemical warfare. I. United States. Dept. of State. 
Bureau of Public Affairs. II. Title. III. Title: US proposes 
banning chemical weapons. IV. Series: United States. Dept. 


of State. Bureau of Public Affairs. Current policy ; no. 566. 
OCLC 10881825 
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84-19767 
S 1,71/4:567 
Wallis, W. Allen (Wilson Allen), 1912- 
Review of east-west economic relations. — Washington, 
D.C. : U.S. Dept. of State, Bureau of Public Affairs, 1984. 
4 p. ; 28 cm. — (Current policy ; no. 567) Caption title. 
“March 29, 1984." @Item 877-C 
1. United States — Foreign economic relations. I. United 
States. Dept. of State. Bureau of Public Affairs. II. Title. 
III. Series: United States. Dept. of State. Bureau of Public 
Affairs. Current policy ; no. 567. OCLC 10881863 


84-19768 
S 1.71/4:572 
Motley, Langhorne A. 

U.S. Central American policy at a crossroads : May 2, 
1984. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, 1984. 

7, [1] p. ; 28 cm.— (Current policy ; 572) Caption title. 
@ltem 877-C 

1. United States — Foreign relations — Central America — 
Addresses, essays, lectures. 2. Central America — Foreign 
relations — United States — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Public Communica- 
tion. Editorial Division. II. Title. III. Series: United States. 
Dept. of State. Bureau of Public Affairs. Current policy ; no. 
559. OCLC 10859764 


84-19769 
S 1.71/4:573 
Shultz, George Pratt, 1920- 
Trade, interdependence, and conflicts of jurisdiction : May 
5, 1984 / Secretary Shultz. — Washington, D.C. : U.S. Dept. 
of State, Bureau of Public Affairs, Office of Public Communi- 
cation, Editorial Division, [1984] 
5 p. ; 28 cm.— (Current policy ; no. 573) Caption title. 
@ltem 877-C 
1. Foreign trade regulation— United States — Addresses, 
essays, lectures. 2. International economic relations — Ad- 
dresses, essays, lectures. I. United States. Dept. of State. 
Office of Public Communication. Editorial Division. II. 
Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 573. OCLC 10887596 


84-19770 
S 1,71/4:574 
United States. President (1981- : Reagan) 

A historic opportunity for the U.S. and China : April 27, 
1984. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, 1984. 

3, [1] p. ; 28 cm.— (Current policy ; no. 574) Caption 
title. @lItem 877-C 

1. United States — Foreign relations — China — Addresses, 
essays, lectures. 2. China— Foreign relations — United 
States — Addresses, essays, lectures. I. United States. Dept. 
of State. Office of Public Communication. Editorial Division. 
Il. Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 574. OCLC 10887573 


84-19771 
S 1.71/4:575 
United States. President (1981- : Reagan) 
The U.S. and China : building a lasting friendship : April 
30, 1984. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, [1984] 
3, [1] p. ; 28 cm.— (Current policy ; no. 575) Caption 
title. @ltem 877-C 
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1. United States — Foreign relations — China — Addresses, 
essays, lectures. 2. China— Foreign relations — United 
States — Addresses, essays, lectures. I. United States. Dept. 
of State. Office of Public Communication. Editorial Division. 
II. Title. III. Title: The US and China. IV. Series: United 
States. Dept. of State. Bureau of Public Affairs. Current 
policy ; no. 575. OCLC 10887549 


84-19772 
S 1.114/2:D 37 
McDonald, John W., 1922- 

How to be a delegate / John W. McDonald, Jr. — [Wash- 
ington, D.C.?] : Center for the Study of Foreign Affairs, 
Foreign Service Institute, U.S. Dept. of State, 1984. 

v, 54 p. ; 24 cm.— (Department of State publication ; 
9383) “Released February 1984”°—T.p. verso. Includes 
index. @ltem 872-A 

1. Diplomatic and consular service. I. Center for the 
Study of Foreign Affairs (U.S.) II. Title. III. Series. 84- 
601004 OCLC 10827671 


84-19773 
S 1.114/3:Ou 2/2/984 
Overseas Briefing Center. — [Washington, D.C.] : Foreign Serv- 
ice Institute, U.S. Dept. of State, [1984] 
1 sheet (6 p.) : ill., 1 map ; 22cm. @lItem 872-A 
1. Diplomatic and consular service — United States. I. 
Foreign Service Institute (U.S.). Overseas Briefing Center. 
OCLC 10942038 


84-19774 
S 1,123:C 44/2/983 
Background notes, China. — Washington, D.C. : U.S. Dept. of 
State, Bureau of Public Affairs, Office of Public Communica- 
tion, Editorial Division : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 


16 p. : 2 maps ; 28 cm. — (Department of State publication 


; 7751. Background notes series) Caption title. ‘December 
1983.” Bibliography: p. 16. @Item 862-B S/N 044-000- 
93544-9 @ GPO $2.00 

1. China — Description and travel. I. United States. Dept. 
of State. Office of Public Communication. Editorial Division. 
II. Series: Department of State publication ; 7751. III. Series: 
Department of State publication. Background notes series. 
OCLC 10853908 


84-19775 
S 1.123:M 29/5/984 
Background notes, Mali.— Washington, D.C. : U.S. Dept. of 
State, Bureau of Public Affairs, Office of Public Communica- 
tion, Editorial Division : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 

8 p. : ill, 2 maps ; 28 cm. — (Department of State publica- 
tion ; 8056. Background notes series) Caption title. ‘“Febru- 
ary 1984.” Bibliography: p. 7. @lItem 862-B S/N 044-000- 
93551-1 @ GPO $2.00 

1. Mali— Description and travel. I. United States. Dept. 
of State. Office of Public Communication. Editorial Division. 
Il. Series: Department of State publication ; 8056. III. Series: 


Department of State publication. Background notes series. 
OCLC 10859744 


84-19776 
S 1.123:M 74/983 
Background notes, Mongolia. — Washington, D.C. : U.S. Dept. 
of State, Bureau of Public Affairs, Office of Public Communi- 
cation, Editorial Division : For sale by the Supt. of Docs., 
U.S. G.P.O., 1984. 
6 p. : 2 maps ; 28 cm. — (Department of State publication ; 
8318. Background notes series) Caption title. ‘December 
1983." @ltem 862-B S/N 044-000-93546-5 @ GPO $2.00 
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1. Mongolia— Description and travel. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. II. Series: Department of State publication ; 8318. 
III. Series: Department of State publication. Background 
notes series. OCLC 10859749 


84-19777 


S 1.123:Si 1/984 
Background notes, Sierra Leone. — Washington, D.C. : U.S. 
Dept. of State, Bureau of Public Affairs, Office of Public 
Communication, Editorial Division : For sale by the Supt. of 
Docs., U.S. G.P.O., 1984. 

7 p.: ill, 2 maps ; 28 cm. — (Department of State publica- 
tion ; 8069. Background notes series) Caption title. “‘Febru- 
ary 1984.” Bibliography: p. 5. @lItem 862-B S/N 044-000- 
93552-0 @ GPO $2.00 

1. Sierra Leone — Description and travel. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. II. Series: Department of State publication ; 8069. 
III. Series: Department of State publication. Background 
notes series. OCLC 10859755 


84-19778 


S 1.123:T 15/984 
Background notes, Tanzania. — Washington, D.C. : U.S. Dept. 
of State, Bureau of Public Affairs, Office of Public Communi- 
cation, Editorial Division : For sale by the Supt. of Docs., 
U.S. G.P.O., 1984. 

8 p. : 2 maps ; 28 cm. — (Department of State publication ; 
8097. Background notes series) Caption title. “February 
1984.” Bibliography: p. 4. @lItem 862-B S/N 044-000- 
93553-8 @ GPO $2.00 

1. Tanzania — Description and travel. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. II. Series: Department of State publication ; 8097. 
III. Series: Department of State publication. Background 
notes series. OCLC 10859760 


84-19779 


S 1.123:Un 34 k/984 
Background notes, United Kingdom. — Washington, D.C. : U.S. 
Dept. of State, Bureau of Public Affairs, Office of Public 
Communication, Editorial Division : For sale by the Supt. of 
Docs., U.S. G.P.O., 1984. 

8 p. : ill, 2 maps ; 28 cm. — (Department of State publica- 
tion ; 8099. Background notes series) Caption title. “Janu- 
ary 1984.” Bibliography: p. 8. @lItem 862-B S/N 044-000- 
93548-1 @ GPO $2.00 

1. Great Britain— Description and travel. I. United 
States. Dept. of State. Office of Public Communication. Edi- 
torial Division. II. Series: Department of State publication ; 
8099. III. Series: Department of State publication. Back- 
ground notes series. OCLC 10932480 


84-19780 
S 1.127:Al 3/984 
Algeria, post report. — Rev. Apr. 1984. — Washington, D.C. : 
U.S. Dept. of State : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 
16 p. : ill, maps ; 28 cm.— (Department of State publica- 
tion ; 9209. Department and Foreign Service series ; 256) 
Cover title. “April 1984.” Bibliography: p. 16. @Item 
869-C S/N 044-000-02015-7 @ GPO $1.00 
1. Algeria — Description and travel. 2. United States — 
Diplomatic and consular service — Algeria. I. Series: De- 
partment of State publication ; 9209. II. Series: Department 
of State publication. Department and Foreign Service series ; 
256. OCLC 10905491 





84-19781 
S 1.127:D 41/984 
Denmark, post report. —- Rev. May 1984. — Washington, D.C. : 
U.S. Dept. of State : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 
16 p. : ill, 1 map ; 28 cm. — (Department of State publica- 
tion ; 9372. Department and Foreign Service series ; 375) 
Cover title. “May 1984.” Bibliography: p. 15-16. @lItem 
869-C S/N 044-000-02017-3 @ GPO $1.50 
1. Denmark — Description and travel. 2. United States — 
Diplomatic and consular service — Denmark. I. Series: De- 
partment of State publication ; 9372. II. Series: Department 
of State publication. Department and Foreign Service series ; 
375. OCLC 10905497 


84-19782 
S 1.127:M 36/984/corr. 

Martinique, post report. — Rev. Apr. 1984. — Washington, D.C. 
: U.S. Dept. of State : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 

11 p. : ill., 1 map ; 28 cm. — (Department of State publica- 
tion ; 9365. Department and Foreign Service series ; 371) 
Cover title. “April 1984.” Bibliography: p. 11. @Item 
869-C S/N 044-000-02013-1 @ GPO $1.00 

1. Martinique— Description and travel. 2. United 
States — Diplomatic and consular service — Martinique. I. 
Series: Department of State publication ; 9365. II. Series: 
Department of State publication. Department of Foreign 
Service series ; 371. OCLC 10905505 


84-19783 
S 1.127:T 15/984 
Tanzania, post report. — Rev. Mar. 1984. — Washington, D.C. : 
U.S. Dept. of State : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 
16 p. : ill., 1 map ; 28 cm. — (Department of State publica- 
tion ; 9158. Department and Foreign Service series ; 211) 
Cover title. “March 1984.” Includes _ bibliographies. 
@ltem 869-C S/N 044-000-02016-5 @ GPO $1.00 
1. Tanzania — Description and travel. 2. United States — 
Diplomatic and consular service — Tanzania. I. Series: De- 
partment of State publication ; 9158. II. Series: Department 
of State publication. Department and Foreign Service series ; 
211. OCLC 10905511 


84-19784 
S 1.127:T 32/984 
Thailand, post report. — Rev. Feb. 1984. — Washington, D.C. : 
U.S. Dept. of State : For sale by the Supt. of Docs., U.S. 
G.P.O., 1984. 

24 p. : ill, 1 map ; 28 cm. — (Department of State publica- 
tion ; 9008. Department and Foreign Service series ; 174) 
Cover title. “February 1984.” Bibliography: p. 24. @Item 
869-C S/N 044-000-02011-4 @ GPO $1.75 

1. Thailand — Description and travel. 2. United States — 
Diplomatic and consular service — Thailand. I. Series: De- 
partment of State publication ; 9008. II. Series: Department 
of State publication. Department and Foreign Service series ; 
174. OCLC 10905517 ; 

84-19785 


S 1.128:Ar 5/4/984 
Arms control : MBFR talks. — [Washington, D.C.?] : Bureau of 
Public Affairs, Dept. of State, [1984] 
2 p. ; 28 cm.— Gist) Caption title. “tApril 1984.” 
@ltem 864-B-4 
1. Arms control. 


I. United States. Dept. of State. Bureau 
of Public. Affairs. 


II. Series. OCLC 10881815 


Government Publications — September 1984 


84-19786 
S 1.129:115 
Shultz, George Prait, 1920- 
U.S. efforts to achieve peace in Central America : March 
15, 1984. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, [1984] 
7, [1] p. ; 28 cm.— (Special report ; 115) Caption title. 
@ltem 864-B-1 
1. United States — Foreign relations — Central America — 
Addresses, essays, lectures. 2. Central America — Foreign 
relations — United States — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Public Communica- 
tion. Editorial Division. II. Title. III. Title: US efforts to 
achieve peace in Central America. IV. Series: Special report 
(United States. Dept. of State. Bureau of Public Affairs) ; no. 
115. OCLC 10853896 


84-19787 
S 1.129:116 
International security and development cooperation program. — 
Washington, D.C. : Bureau of Public Affairs, U.S. Dept. of 
State, 1984. 
16 p. : ill. ; 28 cm.— (Special report ; no. 116) “April 
1984.” @Item 864-B-1 
1. Security, International. 2. United States — Foreign eco- 
nomic relations. 3. United States— Foreign relations. I. 
United States. Dept. of State. Bureau of Public Affairs. II. 
Series: Special report (United States. Dept. of State. Bureau 
of Public Affairs) ; no. 116. OCLC 10865240 


84-19788 
S 1,131:23 
Realism, strength, negotiation : key foreign policy statements of 
the Reagan administration. — Washington, D.C. : U.S. Dept. 
of State, Bureau of Public Affairs, [1984] 
154 p. : ill, maps ; 28 cm. Cover title. 
@ltem 876-A-1 
1. United States. President (1981- : Reagan) 2. United 
States— Politics and government, — 1981-— Addresses, 
essays, lectures. 3. United States — Foreign relations — Ad- 
dresses, essays, lectures. I. United States. Dept. of State. 
Bureau of Public Affairs. OCLC 10855103 


84-19789 


“May 1984.” 


S 9.14:984 
United States. 

[Treaties, etc.] Treaties in force : a list of treaties and 
other international agreements of the United States in force 
on ... / compiled by the Treaty Affairs Staff, Office of the 
Legal Adviser, Department of State. Washington, D.C. : 
Dept. of State : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 

v. ; 23-28 cm. (Department of State publication ; 9351) 

Annual 

$9.50 Subtitle varies. Jan. 1, 1984. Description based 
on: 1981. Suspended 1933-1940; 1941 issue is a revision and 
updating of 1932 issue. Issue of Dec. 31, 1932 also published 
as supplement to: Treaty information bulletin, no. 39. @lItem 
900-A S/N 044-000-02018-1 ISSN 0083-0194 Continues: 
United States. [Treaties, etc.]. List of treaties and other inter- 
‘national acts of the United States of America in force 

1. Treaties — Periodicals. 2. United States — Foreign rela- 
tions — Treaties Periodicals. I. United States. Dept. of 
State. Treaty Affairs Staff. II. Title. III. Series. 341.273 
[341.2] OCLC 01261685 


Page 179 





International Development Agency — State Dept. 


INTERNATIONAL DEVELOPMENT AGENCY 
State Dept. 
Washington, DC 20523 


84-19790 
S 18.52:46 
U.S. aid to education in Paraguay : the rural education develop- 
ment project / by Ronald Nicholson, team leader ... [et 
al.]. —[Washington, D.C.?] : U.S. Agency for International 
Development, [1983] 

1 v.: 1 map ; 28 cm.— (A.LD. project impact evaluation 
report ; no. 46) Distributed to depository libraries in micro- 
fiche. “June 1983.” Bibliography: ref I-ref 3. “PN-AAL- 
017”—Cover. @ltem 900-C-10 (microfiche) 

1. Economic assistance, American — Paraguay. 2. Under- 
developed areas — Education, Rural. I. Nicholson, Ronald. 
II. United States. Agency for International Development. 
Ill. Title: US aid te education in Paraguay: the rural educa- 
tion development project. IV. Series: Project impact evalua- 
tion ; no. 46. OCLC 10933542 


84-19791 
S 18.52:52 
Korean agricultural services : the invisible hand in the iron 
glove : market and nonmarket forces in Korean rural develop- 
ment / by David I. Steinberg ... [et al.]. — [Washington, 
D.C.2] : U.S. Agency for International Development, [1984] 

1 v. (various pagings) : ill. ; 28 cm.— (A.LD. project 
impact evaluation report ; no. 52) Distributed to depository 
libraries in microfiche. “March 1984.” Bibliography: p. 
Ref-1 - Ref-3. “PN-AAL-036”—Cover. @Item 900-C-10 
(microfiche) 

1. Agriculture— Economic aspects— Korea (South) 2. 
Agricultural assistance, American — Korea (South) 3. Korea 
(South) — Economic conditions. I. Steinberg, David I. II. 
United States. Agency for International Development. III. 
Series: Project impact evaluation ; no. 52. OCLC 10905714 


84-19792 
S 18.52/4:8 
Steinberg, David I. 

Irrigation and AID’s experience : a consideration based on 
evaluations / by David I. Steinberg with contributions by 
Cynthia Clapp-Wincek and Allen G. Turner. — [Washington, 
D.C.?] : U.S. Agency for International Development, [1983] 

xii, 237, 7 p. ; 28 cm. — (A.LD. program evaluation report 
; no. 8) Distributed to depository libraries in microfiche. 
“August 1983.” Bibliography: p. 101-109. Includes index. 
“PN-AAL-019"—Cover. @lItem 900-C-13 (microfiche) 

1. Irrigation — Economic aspects. 2. Irrigation — Social 
aspects. I. Clapp-Wincek, Cynthia. II. Turner, Allen G. 
III. United States. Agency for International Development. 
IV. Title. V. Title: Irrigation and A.I.D.’s experience. VI. 
Series. OCLC 10224137 


84-19793 
S 18.52/4:9 
U.S. aid to Zimbabwe : an evaluation / by Gary Wasserman ... 
{et al.]. — [Washington, D.C.?] : U.S. Agency for Internation- 
al Development, [1983] 

1 v. (various pagings) ; 28 cm.— (A.LD. program evalua- 
tion report ; no. 9) Distributed to depository libraries in 
microfiche. “August 1983.” “PN-AAJ-605”—Cover. 
@ltem 900-C-13 (microfiche) 

1. United States— Foreign economic relations — Zim- 
babwe. I. Wasserman, Gary; 1944- II. United States. 
Agency for International Development. III. Title: US aid to 
Zimbabwe. IV. Series. OCLC 10224141 
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SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


84-19794 
SBA 1.2:Su 7/2/guide 
Focus on survival : leader’s guide. — [Washington, DC] : U.S. 
Small Business Administration, Office of Women’s Business 
Ownership, [1984?] 
v, 73 p.; 22x 28cm. Cover title. @lItem 901-B 
1. Women-owned business enterprises — United States. 2. 
Small business — United States. I. United States. Small Busi- 
ness Administration. Office of Women’s Business Ownership. 
OCLC 10865254 


84-19795 
SBA 1.2:V 64/2 
Veterans Small Business and Networking Conference. — [Wash- 
ington, D.C.?] : U.S. Small Business Administration, Office of 
Veterans Affairs, [19847] 
1 folded sheet (10 p.) : ill. (some col.) ; 23x 1lcm. @Item 
901-B 
1. Small business — United States — Congresses. 2. Veter- 
ans — United States— Congresses. I. United States. Small 
Business Administration. Office of Veteran Affairs. OCLC 
10942045 


84-19796 
SBA 1.2:W 84/3 
Mitchell, Linda S., 1956- 

For women, managing your business : a resource and infor- 
mation handbook / prepared by Linda S. Mitchell. — [Wash- 
ington, D.C.?] : U.S. Small Business Administration, Office of 
Women’s Business Ownership : For sale by the Supt. of 
Docs., U.S. G.P.O., [1983] 

ii, 230 p. : ill, 1 form ; 28 cm. Cover title: For women: 
managing your own business. “Women’s Business Owner- 
ship Conference 84”—Cover. “March 1983.” @lItem 901-B 
S/N 045-000-00217-9 @ GPO $6.50 

1. Small business — United States. 2. Women-owned busi- 
ness enterprises — United States — Handbooks, manuals, etc. 
I. United States. Small Business Administration. Office of 
Women’s Business Ownership. II. Women’s Business Owner- 
ship Conference °84 (1983 : Philadelphia, Pa.) III. Title. 
OCLC 10735130 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


84-19797 
SI 1.2:R 22/4/984 
Reading Is Fundamental, Inc., book supplier profile. — Wash- 
ington, D.C. : Reading is Fundamental, Inc., Smithsonian 
Institution, [1984] 
3, 66 p.; 28cm. “January 1984.” @Item 910 
1. Reading Is Fundamental, inc. 2. Book industries and 
trade — United States. 3. Book selection. I. Reading Is 
Fundamental, inc. OCLC 10868890 


84-19798 
SI 1.28:45 
National Museum of American History. (U.S.) 

Planispheric astrolabes from the National Museum of 
American History / Sharon Gibbs with George Saliba. — 
Washington : Smithsonian Institution Press, 1984. 

viii, 231 p. : ill. ; 28 cm.— (Smithsonian studies in history 
and technology ; 45) Distributed to depository libraries in 
microfiche. Bibliography: p. 227-229. Includes index. 
@ltem 910-F (microfiche) 





1. National Museum of American History (U.S.) 2. Astro- 
labes — Catalogs. I. Gibbs, Sharon L. II. Saliba, George. 
III. Smithsonian Institution. IV. Title. V. Series. 
QB85.N37 1984 83-600270 522/.4 ¢2 19 OCLC 09852686 


TREASURY DEPARTMENT 
Washington, DC 20220 
84-19799 
T 1.2:D 36/2 

The Effect of deficits on prices of financial assets : theory and 
evidence. — Washington, D.C. : Office of the Assistant Secre- 
tary for Economic Policy, U.S. Treasury Dept. : For sale by 
the Supt. of Docs., U.S. G.P.O., 1984. 

2, 83 p. : ill. ; 28 cm. “March 1984”’—Cover. Includes 
bibliographies. @lItem 925 S/N 048-000-00362-1 @ GPO 
$4.25 

1. Interest and usury — United States. 2. Deficit financ- 
ing — United States. 3. Monetary policy — United States. 
I. United States. Dept. of the Treasury. Office of the Assistant 
Secretary for Economic Policy. OCLC 10713669 


84-19800 
T 1.2:R 32/15/ent.per.16 
Revenue sharing : data definitions for allocations to local gov- 
ernments : entitlement period 16, Oct. 1, 1984-Sept. 30, 
1985. — Washington, D.C. : Dept. of the Treasury, Office of 
Revenue Sharing, [1984] 
ii, 17 p. ; 20 x 9 cm. Cover title. “May 1984”—P. i. 
@ltem 925 
1. Revenue sharing — United States. I. United States. 
Office of Revenue Sharing. OCLC 10941271 


84-19801 
T 1.4/3:1-84 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury notes of January 31, 
1986, series Q-1986.—— Washington : Dept. of the Treasury, 
Office of the Secretary, 1984. 

4 p. ; 27 cm.— (Department circular, public debt series ; 
no. 1-84) Caption title. Includes supplement to Dept. circu- 
lar, public debt series—no. 1-84. “January 19, 1984.” 
@ltem 924 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Title: Treasury notes of January 31, 
1986, series Q-1986. III. Series: United States. Dept. of the 
Treasury. Office of the Secretary. Department circular, public 
debt series ; no. 1-84. OCLC 10905448 

84-19802 
T 1.4/3;2-84 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury notes of February 15, 
1987, series M-1987.— Washington : Dept. of the Treasury, 
Office of the Secretary, 1984. 

4 p. ; 26 cm.— (Department circular, public debt series ; 
no. 2-84) Caption title. Includes supplement to Dept. circu- 
lar, public debt series—no. 2-84. “February 2, 1984.” 
@item 924 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Title: Treasury notes of February 15, 
1987. III. Series: United States. Dept. of the Treasury. 
Office of the Secretary. Department circular, public debt 
series ; no. 2-84. OCLC 10887604 


84-19803 
T 1.4/3:3-84 
United States. Dept. of the Treasury. Office of the Secretary. 
United States of America, 11 °/,4% treasury notes of No- 
vember 15, 1993, series D-1993. — Washington : Dept. of the 
Treasury, Office of the Secretary, 1984. 
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3 p. ; 27 cm.— (Department circular, public debt series ; 
no. 3-84) Caption title. “February 2, 1984.” @Item 924 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Title: 11 */,% treasury notes of Novem- 
ber 15, 1993, series D-1993. III. Title: Eleven three-fourth 
percent treasury notes of November 15, 1993, series D-1993. 
IV. Series: United States. Dept. of the Treasury. Office of the 
Secretary. Department circular, public debt series ; no. 3-84. 
OCLC 10905475 


84-19804 


T 1.4/3:4-84 


United States. Dept. of the Treasury. Office of the Secretary. 


United States of America, treasury bonds of 2008-2013. — 
Washington : Dept. of the Treasury, Office of the Secretary, 
1984. 

3 p. ; 26 cm.— (Department circular, public debt series ; 
no. 4-84) Caption title. “February 2, 1984.” @lItem 924 

1. Securities — United States. 2. Debts, Public — United 
States. 3. Bonds — United States. I. Title. II. Title: Treas- 
ury bonds of 2008-2013. III. Series: United States. Dept. of 
the Treasury. Office of the Secretary. Department circular, 
public debt series ; no. 4-84. OCLC 10905468 


84-19805 
T 1.4/3:5-84 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury notes of February 28, 
1986, series R-1986.— Washington : Dept. of the Treasury, 
Office of the Secretary, 1984. 

4 p. ; 26 cm.— (Department circular, public debt series ; 
no. 5-84) Caption title. Includes supplement to Dept. circu- 
lar, public debt series—no. 5-84. “February 16, 1984.” 
@ltem 924 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Title: Treasury notes of February 28, 
1986. III. Series: United States. Dept. of the Treasury. 
Office of the Secretary. Department circular, public debt 
series ; no. 5-84. OCLC 10905454 


84-19806 
T 1,4/3:40-83 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, 11 7/,% treasury bonds of 
2003. — Washington : Dept. of the Treasury, Office of the 
Secretary, 1984. 

4 p. ; 27 cm.— (Department circular, public debt series ; 
no. 40-83) Caption title. “December 21, 1983.” @Item 
924 

1. Bonds — United States. 2. Securities — United States. 
3. Debts, Public — United States. I. Title. II. Title: 11 7/s% 
treasury bonds of 2003. III. Title: Eleven seven-eighth per- 
cent treasury bonds of 2003. IV. Series: United States. Dept. 
of the Treasury. Office of the Secretary. Department circular, 
public debt series ; no. 40-83. OCLC 10905484 


CUSTOMS SERVICE 
Treasury Dept. 
Washington, DC 20229 


84-19807 
T 17.2:In 8 
The international activities of the U.S. Customs Service. — 
(Washington, D.C.?] : Office of International Affairs, [1984] 
35, 2 p.: ill. ; 28cm. Cover title. ‘International Customs 
Day.” “January 26, 1984.” @lItem 950 
1. U.S. Customs Service. I. U.S. Customs Service. Office 
of International Affairs. OCLC 10859712 
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84-19808 
T 17.2:M 39/2 
Notice to masters of vessels. — Washington, D.C. : Dept. of the 
Treasury, U.S. Customs Service, 1984. 
1 folded sheet (6 p.) : ill. ; 22 cm. — (Customs publication ; 
no. 581) @Item 950 
1. Customs administration — United States. 2. Foreign 
trade regulation — United States. I. U.S. Customs Service. 
II. Series. OCLC 10941291 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


84-19809 
T 22.2:Ec 7/3/983 
Economic demographic and related tax statistics : districts, re- 
gions, service centers. — Rev. 12-83 —[Washington, D.C.?] : 
Dept. of the Treasury, Internal Revenue Service, 1984. 
84 p. : ill, 2 maps ; 28 cm.— (Document ; 6011 (Rev. 12- 
83)) Cover title. At head of title: 1983 update. @lItem 956 
1. Taxation — United States — Statistics. 2. Demographic 
surveys — United States. I. United States. Internal Revenue 
Service. II. Series: Document (United States. Internal Reve- 
nue Service) ; 6011 (Rev. 12-83) OCLC 10881872 


84-19810 
T 22.2:In 3 
Sources of information from abroad. — Rev. 4-84. — [Washing- 
ton, D.C.] : Dept. of the Treasury, Internal Revenue Service, 
1984. 
iv, 381 p. : forms ; 28 cm.— (Document ; 6743) Cover 
title. @ltem 956 
1. Public records. 2. Government information. 3. Tax- 
ation, Double. I. United States. Internal Revenue Service. 
II. Series: Document (United States. Internal Revenue Serv- 
ice) ; 6743. OCLC 10830023 


84-19811 
T 22.2:P 94/7/985-92 
Fiscal years 1985-1992 projections : number of returns to be 
filed : United States spring update FY 1986 budget cycle. — 
Rev. 4-84. — [Washington, D.C.?] : Dept. of the Treasury, 
Internal Revenue Service, 1984. 
9 p. : ill. ; 28 cm.— (Document ; 6292) Cover title. 
“Research Division.” @lItem 956 
1. Tax returns — United States. I. United States. Internal 
Revenue Service. Research Division. II. Title: Number of 
returns to be filed. III. Series: Document (United States. 
Internal Revenue Service) ; 6292. OCLC 10859737 


84-19812 
T 22.2:T 68/3 
United States. Internal Revenue Service. 

National Office Training and Development Division and 
regional office training directory. — Rev. 4-84. —[Washing- 
ton, D.C.?] : Dept. of the Treasury, Internal Revenue Service, 
1984. 

53 p. ; 28 cm.— (Document ; 6429) Cover title. 
956 

1. United States. Internal Revenue Service. National Office 
Training and Development Division — Directories. 1. Title. 
Il. Series: Document (United States. Internal Service Reve- 
nue) ; 6429. OCLC 10859677 


@ltem 
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84-19813 
T 22.44/2:1057 
Small business tax workshop.— Rev. 12-83. — [Washington, 
D.C.?] : Dept. of the Treasury, Internal Revenue Service, 
[1983] 
1 folded sheet, (8 p.) : col. ill. ; 22 x 10 cm. — (Publication 
; 1057) @Item 964-b 
1. Small business — Taxation — United States. 2. Small 
business — United States. I. United States. Internal Revenue 
Service. II. Series: Publication (United States. Internal Reve- 
nue Service) ; 1057. OCLC 10942053 


84-19814 
T 22.44/2:1167 
United States. Internal Revenue Service. 

Revenue procedure 84-9 : substitute printed, computer-pre- 
pared and computer-generated tax forms and schedules. — 
Rev. 2-84. — [Washington, D.C.?] : Dept. of the Treasury, 
Internal Revenue Service, 1984. 

30 p. : forms ; 28 cm.— (Publication ; 1167) “Reprinted 
from IR Bulletin 1984-7 dated February 13, 1984.” @Item 
964-B 

1. Internal revenue law — United States. I. Title. II. 
Title: Substitute printed, computer-prepared and computer- 
generated tax forms and schedules. III. Series: Publication 
(United States. Internal Revenue Service) ; 1167. OCLC 
10859688 


SAVINGS BONDS DIVISION 
Treasury Dept. 
Washington, DC 20226 


84-19815 
T 66.2:B 64/64/spanish 
50 preguntas y respuestas ?! sobre bonos de ahorro del go- 
bierno. — Washington, DC : Oficina de Relaciones Publicas, 
Division de Bonos de Ahorro del Gobierno, Departamento 
del Tesoro, [19847] 
12 p.; 21cm. Cover title. “SBD-1695"—P. [4] of cover. 
@ltem 971 
1. Bonds — United States. I. United States. U.S. Savings 
Bonds Division. Office of Public Affairs. II. Title: Cinquenta 
preguntas y respuestas ?! sobre bonos de ahorro del gobierno. 
OCLC 10946019 


ALCOHOL, TOBACCO AND FIREARMS 
BUREAU 
Treasury Dept. 
Washington, DC 20226 


84-19816 
T 70.2:B 46 
Beverage distilled spirits plants and breweries authorized to 
operate. —[Washington, D.C.?) : Dept. of the Treasury, 
Bureau of Alcohol, Tobacco & Firearms, [1984] 
18 p. ; 28 cm.— (ATF P ,; $100.13 (3/84)) “Replaces 
ATF P 5110.5 and ATF P 5130.1.” @Item 971-B 
1. Breweries — United States — Directories. 2. Distill- 
eries — United States — Directories. I. United States. Bureau 
of Alcohol, Tobacco, and Firearms. II. Series. OCLC 
10881846 





UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 


84-19817 
TC 1,39:TA-406-2 
United States International Trade Commission. 

Clothespins from the People’s Republic of China, the Polish 
People’s Republic, and the Socialist Republic of Romania : 
report to the President on investigations nos. TA-406-2, TA 
406-3, and TA-406-4, under section 406 of the Trade Act of 
1974. — Washington, D.C. : U.S. International Trade Com- 
mission, [1978] 

3, v, 38, 64 p. ; 28 cm.— (USITC publication ; 902) 
Cover Title. “August 1978.” Includes News release dated 
August 3, 1978. 

1. Clothespins. 2. Tariff on fastenings — United States. I. 
Title. II. Series. OCLC 07098115 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


84-19818 
TD 1.20/8:83-54 

Alternative financing for urban transportation : state-of-the-art 
case analyses : final report / prepared by Rice Center ; 
prepared for Federal Highway Administration and Urban 
Mass Transportation Administration, U.S. Department of 
Transportation in cooperation with Technology Sharing Pro- 
gram, Office of the Secretary of Transportation. — Washing- 
ton, D.C. : Federal Highway Administration : Urban Mass 
Transportation Administration, 1984. 

iii, 114 p. : ill. ; 28 cm. Distributed to depository libraries 
in microfiche. “October 1983.” Includes bibliographies. 
“DOT-1-83-54.” @Item 982-1-15 (microfiche) 

1. Urban transportation — United States —- Finance — Case 
studies. 2. Local transit — United States —- Finance — Case 
studies. 3. Roads — United States — Finance — Case studies. 
I. Rice Center (Houston, Tex.) II. United States. Federal 
Highway Administration. III. United States. Urban Mass 
Transportation Administration. IV. Technology Sharing 
Program (U.S.) OCLC 10683788 

84-19819 
TD 1.20/8:83-57 
Fratessa, Carolyn. 

Systan’s Macro-Analytic Regionwide Transportation model 
: application manual / prepared by Carolyn Fratessa and Wei- 
Yue Lim ; prepared for Office of Technical Assistance, Urban 
Mass Transportation Administration and Office of Technolo- 
gy and Planning Assistance, Office of the Secretary of Trans- 
portation. — Washington, D.C. : U.S. Dept. of Transporta- 
tion, 1984, 

1 v. (various pagings) : ill, maps ; 28 cm. “Final report.” 
Distributed to depository libraries in microfiche. ‘March 
1983.” Includes bibliographical references. ‘“DOT-I-83-57.” 
@ltem 982-1-15 (microfiche) 

1. Urban transportation — United States — Planning — Data 
processing — Handbooks, manuals, etc. 2. Network analysis 
(Planning) I. Lim, Wei-Yue. II. United States. Urban Mass 
Transportation Administration. Office of Technical Assist- 
ance. Ill. United States. Dept. of Transportation. Office of 
Technology and Planning Assistance. IV. Title. OCLC 
10836031 


84-19820 


TD 1,20/8:83-58 
Canfield, Andy. 
Systan’s Macro-Analytic Regionwide Transportation model 
: user’s guide / prepared by Andy Canfield and Wei-Yue Lim 
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; prepared for Office of Technical Assistance, Urban Mass 
Transportation Administration and Office of Technology and 
Planning Assistance, Office of the Secretary of Transporta- 
tion. — Washington, D.C. : U.S. Dept. of Transportation, 
1984. 

1 v. (various pagings) : ill. ; 28 cm. “Final report.” Dis- 
tributed to depository libraries in microfiche. “March 1983.” 
“DOT-I-83-58.” @lItem 982-I-15 (microfiche) 

1. Urban transportation — United States — Planning — Data 
processing — Handbooks, manuals, etc. 2. Network analysis 
(Planning) I. Lim, Wei-Yue. II. United States. Urban Mass 
Transportation Administration. Office of Technical Assist- 
ance. III. United States. Dept. of Transportation. Office of 
Technology and Planning Assistance. IV. Title. OCLC 
10835306 


84-19821 


TD 1.20/8:84-02 


Use of volunteers in the transportation of elderly and handi- 


capped persons : final report / prepared by Del Green Asso- 
ciates, Inc. ; prepared for Office of Technical Assistance, 
Urban Mass Transportation Administration ; distributed in 
cooperation with Technology Sharing Program, Office of the 
Secretary of Transportation. — Washington, D.C. : The Ad- 
ministration, 1984. 

141 p. : ill, 2 maps, forms ; 28 cm. Distributed to deposi- 
tory libraries in microfiche. “January 1984.” “DOT-I-84- 
02.” @Item 982-I-15 (microfiche) 

1. Aged— United States— Transportation. 2. Handi- 
capped — United States— Transportation. 3. Volunteer 
workers in social service — United States. I. Del Green As- 
sociates. II. United States. Urban Mass Transportation Ad- 
ministration. Office of Technical Assistance. III. Technolo- 
gy Sharing Program (U.S.) OCLC 10946044 


84-19822 


TD 1.20/8:84-05 


Highway programming issues and practices : proceedings of 


two conferences / prepared by Transportation Research 
Board, National Academy of Sciences ; prepared for Federal 
Highway Administration, U.S. Department of Transporta- 
tion. — Washington, D.C. : The Administration : distributed 
in cooperation with Technology Sharing Program, Office of 
the Secretary of Transportation, 1984. 

iii, 53 p. : ill. ; 28 cm. Final report. “May 1983.” In- 
cludes bibliographical references. “DOT-I-84-05.” Contract 
No.: DTFH61-81-C-00075. @Item 982-I-15 

1. Highway planning — United States — Congresses. 2. 
Roads — United States — Finance — Congresses. 3. Inter- 
governmental fiscal relations — United States — Congresses. 
I. National Research Council (U.S.). Transportation Research 
Board. II. United States. Federal Highway Administration. 
OCLC 10765583 


NATIONAL TRANSPORTATION SAFETY 
BOARD 
Washington, DC 20594 


84-19823 


TD 1.101:983 


United States. National Transportation Safety Board. 


Annual report to Congress / National Transportation 
Safety Board. [Washington, D.C.] : The Board : [Supt. of 
Docs., U.S. G.P.O., distributor, National Transportation 
Safety Board, 800 Independence Ave., SW, Washington, D.C. 
20594 

Vv. + ill, 5 24-28 cm. 


Annual 
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Federal Highway Administration — Transportation Dept. 


Began with 1967. Cf. New serial titles. Other title: Nation- 
al Transportation Safety Board annual report to Congress 
1983. Description based on: 1980; title from cover. @Item 
982-1-18 

1. United States. National Transportation Safety Board — 
Periodicals. 2. Transportation— United States — Safety 
measures — Periodicals. I. Title. OCLC 02708104 


84-19824 


TD 1,102:D 65 
United States. National Transportation Safety Board. 

NTSB : documents and information. — Washington, D.C. : 
National Transportation Safety Board, [1984] 

11 p. ; 23 x 11 cm. Cover title. “February, 1984.” 
@ltem 982-D-14 

1. United States. National Transportation Safety Board — 
Bibliography — Catalogs. I. Title. II. Title: N.T.S.B. IIL. 
Title: Documents and information. OCLC 10935437 


84-19825 
TD 1.116:84/03 
United States. National Transportation Safety Board. 

Marine accident report : collision of the U.S. Coast Guard 
cutter Polar Sea and barges, Seattle, Washington, September 
10, 1983.— Washington, D.C. : National Transportation 
Safety Board ; Springfield, Va. : National Technical Informa- 
tion Service [distributor], 1984. 

ii, 15 p. : ill, maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “PB84-916403.” 
“NTSB/MAR-84/03.” Project No.: 3886. @Item 982-I-21 
(microfiche) 

1. Mooring of ships — Washington (State) — Accidents. 2. 
Marine accidents. I. Title. II. Title: Collision of the U.S. 
Coast Guard cutter Polar Sea and barges, Seattle, Washing- 
ton, September 10, 1983. OCLC 10793241 


84-19826 


TD 1,127:84/01 

Safety study : deterrence of drunk driving, the role of sobriety 
checkpoints and administrative license revocations. — Wash- 
ington, D.C. : National Transportation Safety Board ; 
[Springfield, Va. : National Technical Information Service, 
distributor], 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. Includes bibliographical 
references. “PB84-917001." “NTSB/SS-84/01.” @Item 
982-I-25 (microfiche) 

1. Drunk driving — United States. 2. Automobile drivers’ 
licenses — United States. I. United States. National Trans- 
portation Safety Board. II. Title: Deterrence of drunk driv- 
ing, the role of sobriety checkpoints and administrative li- 
cense revocations. OCLC 10811831 


84-19827 
TD 1.127:84/03 
United States. National Transportation Safety Board. 

Safety study : statistical review of alcohol-involved aviation 
accidents. — Washington, D.C. : National Transportation 
Safety Board ; (Springfield, Va. : National Technical Informa- 
tion Service, distributor, 1984] 

ii, 25 p.: ill. ; 28cm. 1975 - 1981. Cover title. Distrib- 
uted to depository libraries in microfiche. “May 1, 1984”— 
Tech. rept. doc. p. Includes bibliographical references. 
“NTSB/SS-84/03.” NTIS: PB84-917003. Project No:: 
3875-A. @ltem 982-I-25 (microfiche) 

1. Drinking and airplane accidents — United States — Sta- 
tistics. I. Title. OCLC 10941283 
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FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 
84-19828 
TD 2.2:B 76/5 
Bridge gross weight formula. — Washington, D.C. : U.S. Dept. 
of Transportation, Federal Highway Administration, [1984] 
11 p.: ill. ; 24x 10 cm. “April 1984." @Item 982-G-5 
1. Bridges — Live loads. I. United States. Federal High- 
way Administration. OCLC 10743526 


84-19829 
TD 2.8:T 67/3/983-2/pt.4 
Traffic control devices handbook. — Washington, D.C. : U.S. 
Dept. of Transportation, Federal Highway Administration, 
1983 i.e. 1984- 
v. : ill. (some col.), 2 forms ; 23 cm. Description bases on 
pt. 4. Includes bibliographical references. Contents: pt. 4. 
Signals. “HHI-22/1-84(3200)P”—Pt.4, p. [4] of cover. 
@ltem 982-G-2 
1. Traffic signs and signals — United States. I. United 
States. Federal Highway Administration. OCLC 10859701 


84-19830 
TD 2.8:T 67/978/rev.2 
Manual on uniform traffic control devices for streets and high- 
ways, 1978. — Rev. no. 2. — Washington, D.C. : U.S. Dept. 
of Transportation, Federal Highway Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., [1983- 

v. : ill. (some col.) ; 23 cm. Cover title. ‘December 
1983.” “HTO-21/3-84(15M)P”—P. [4] of cover. @Item 
982-G-2 S/N 050-001-81001-8 @ GPO $30.00 

1. Traffic signs and signals — United States — Handbooks, 
manuals, etc. I. United States. Federal Highway Administra- 
tion. OCLC 10859682 


84-19831 
TD 2.30:82/149-50 

Pavement friction measurements on nontangent sections of road- 
ways. — McLean, Va. : U.S. Dept. of Transportation, Federal 
Highway Administration, Research, Development, and Tech- 
nology, Turner-Fairbank Highway Research Center ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1983- 

v. : ill. ; 28 cm. Final report. Sept. 1978 - June 1983. 
Cover title.” “Texas Transportation Institute, Texas A&M 
Research Foundation, Texas A&M University”’—Tech. rept. 
doc. p. Distributed to depository libraries in microfiche. 
“October 1983.” Includes bibliographical references. Con- 
tents: v. 1. Summary report — v. 2. Comprehensive report. 
“Report no. FHWA/RD-82/149"—Vol. 1. “Report no. 
FHWA/RD-82/150"—Vol. 2. “HRD-10/9-83(400)”—Vol. 
1. “HRD-10/9-83(150)”—Vol. 2. Contract No.: DOT-FH- 
11-9481, Project No.: FCP 31W2-014. @Item 982-G-11 
(microfiche) 

1. Pavements — Skid resistance— Testing. 2. Road 
meters. I. Turner-Fairbank Highway Research Center. II. 
Texas Transportation Institute. OCLC 10921591 


84-19832 
TD 2.30:83/005 
Predictor model for seasonal variations in skid resistance. — 
McLean, Va. : U.S. Dept. of Transportation, Federal High- 
way Administration : Turner-Fairbank Highway Research 
Center ; Springfield, Va. : National Technical Information 
Service [distributor], 1984- 
v.: ill. ; 28 cm. Final report. 8/25/78 - 8/31/83. Cover 
title. ‘Pennsylvania Transportation Institute’—Vol. 2, tech. 





rept. std. t.p. Distributed to depository libraries in micro- 
fiche. “April 1984°—Vol. 2. Includes bibliographical refer- 
ences. Description based on vol. 2. Contents: v. 2. Com- 
prehensive report. “Report no. FHWA/RD-83/005.” 
“HRD-10/3-84(200)P”—Vol. 2, p. [4] of cover. Contract 
No.: DOT-FH-11-9474, Project No.: 31W1022. @lItem 982- 
G-11 (microfiche) 

1. Pavements — Skid resistance — Mathematical models. 
2. Automobile driving in rain. I. Turner-Fairbank Highway 
Research Center. II. Pennsylvania Transportation Institute. 
OCLC 10738655 


84-19833 
TD 2.30/4:84-202 
Drainage of highway pavements. — 2nd ed. — (McLean, Va.] : 
U.S. Dept. of Transportation, Federal Highway Administra- 
tion ; Springfield, Va. : National Technical Information Serv- 
ice [distributor], 1984. 

xv, 136 p. : ill., maps ; 28 cm.— (Hydraulic engineering 
circular ; no. 12) Cover title. Distributed to depository li- 
braries in microfiche. “March 1984.” Includes bibliograph- 
ical references. “FHWA-TS-84-202.” “HRD-10/4- 
84(2M)P”—P. [4] of cover. @Item 982-G-19 (microfiche) 

1. Road drainage — Mathematical models. I. United 
States. Federal Highway Administration. II. Series. OCLC 
10864820 


84-19834 
TD 2.40:939-1 
Powers, Richard D. 

Self-restoring barrier (SERB) guardrail : an interim report 
on its installation in four states. —[Washington, D.C.] : U.S. 
Dept. of Transportation, Federal Highway Administration, 
1984. 

57, [6], 5 p. : ill., maps, 1 form ; 28 cm. — (Demonstration 
project ; no. 939) June 1983 - August 1983. Cover title. 
“May 1984.” “FHWA-DP-939-1.” @Item 982-G-25 
(microfiche) 

1. Roads— United States—Guard fences. I. United 
States. Federal Highway Administration. II. Title. III. 
Title: Self-restoring barrier (S.E.R.B.) guardrail. IV. Series: 
Demonstration project (United States. Federal Highway Ad- 
ministration) ; no. 939. OCLC 10945939 


MOTOR CARRIER SAFETY BUREAU 
Transportation Dept. 
Washington, DC 20590 


84-19835 
TD 2.302:M 28 
Preventive maintenance : basic program for owner/operators 
and owners of small fleets. — (Washington, D.C.?] : U.S. 
Dept. of Transportation, Federal Highway Administration, 
Bureau of Motor Carrier Safety, 1984. 

[16] p. : forms ; 29cm. “HMC-22/7-83(7.5M)P”—P. [4] of 
cover. “HMC-22/R4-84(SM)E”—P. [4] of cover. @Item 
689-A-2 

1. Motor vehicle fleets — United States — Maintenance and 


repair. I. United States. Bureau of Motor Carrier Safety. 
OCLC 10918778 
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FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20591 
84-19836 
TD 4.8/2:7210.38 A 
United States. Federal Aviation Administration. Center Weather 
Service Unit. 

Center Weather Service Unit (CWSU).— [Washington, 
D.C.?] : Dept. of Transportation, Federal Aviation Adminis- 
tration, 1984- 

1 v. (loose-leaf) : ill., 1 map ; 28 cm. — (Order ; 7210.38A) 
Cover title. Cancels Order 7210.38, Center Weather Service 
Unit (CWSU), dated February 23, 1979. “April 6, 1984.” 
@ltem 431-C-4 

1. United States. Federal Aviation Administration. Center 
Weather Service Unit. 2. Meteorological services — United 
States. I. Title. Il. Title: Center Weather Service Unit 
(C.W.S.U.) III. Series: United States. Federal Aviation Ad- 
ministration. Order ; 7210.38 A. OCLC 10918770 


84-19837 


TD 4.8/2:8710,3 A 
United States. Federal Aviation Administration. 

Pilot examiner’s handbook. — [Washington, D.C.] : Dept. of 
Transportation, Federal Highway Administration, 1984- 

1 v. (loose-leaf) : forms ; 28 cm.— (Order ; 8710.3A) 
Cover title. “March 23, 1984.” @Item 431-C-4 

1. Air pilots — Licenses— United States. I. Title. II. 
Series: United States. Federal Aviation Administration. Order 
; 8710.3 A. OCLC 10818789 


84-19838 
TD 4.17/6:7 
Guide to Federal Aviation Administration publications. Wash- 
ington, D.C. : U.S. Dept. of Transportation, Federal Aviation 
Administration, U.S. Dept. of Transportation, Publications 
Section M-443.1, Washington, DC 20590 
v. ; 24 cm. 
Annual 
Began publication with June 1977 issue. Title from cover. 
“FAA-APA-PG-7”—Cover. June 1984. Description based 
on: June 1981. @lItem 431-A-30 
1. Aeronautics — United States — Bibliography — Catalogs. 
2. United States. Federal Aviation Administration — Bibliog- 
raphy — Catalogs. I. United States. Federal Aviation Ad- 
ministration. OCLC 05202771 


84-19839 
TD 4.20:982 
FAA statistical handbook of aviation. Washington : U.S. Dept. 

of Transportation, Federal Aviation Administration : For sale 
by the Supt. of Docs., U.S. G.P.O. ; Springfield, Va. : Nation- 
al Technical Information Service, Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 National Technical 
Information Service, Springfield, Va. 22161 

v. : maps ; 26-28 cm. 

Annual 

$6.00 

Began with 1959. 1982. Description based on: Calendar 
year 1979. Vols. for 1959-1966 issued by the Administration 
under its earlier name: U.S. Federal Aviation Agency. Vols. 
for 1967-197 prepared by the Information Operations Branch, 
Information and Statistics Division, Office of Management 
Systems, Federal Aviation Administration. @lItem 431-C-14 
S/N 050-007-00660-8 ISSN 0566-9618 Continues: CAA sta- 
tistical handbook of civil aviation 

1. Aeronautics — United States — Statistics — Periodicals. 
I. United States. Federal Aviation Administration. II. United 
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States. Federal Aviation Agency. III. United States. Federal 
Aviation Administration. Information and Statistics Division. 
Information Operations Branch. OCLC 02707503 


84-19840 
TD 4.32/21:3 
Flight instructor : question book. — [Oklahoma City, Okla.] : 
U.S. Dept. of Transportation, Federal Aviation Administra- 
tion, Aviation Standards National Field Office ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1984. 
vii, 131, 9 p. : ill. (some col.), maps ; 28 cm. Distributed to 
depository libraries in microfiche. “Expires September 1, 
1986”—Cover. “FAA-T-8080-3”—Cover. “AVN-130 09/ 
86"—Cover. @lItem 431-A-48 (microfiche) S/N 050-007- 
00650-1 @ GPO $5.50 
1. Flight training — United States — Examinations, ques- 
tions, etc. 2. Airplanes — Piloting — Examinations, ques- 
tions, etc. I. United States. Aviation Standards National 
Field Office. OCLC 10905757 


84-19841 
TD 4.32/21:6 A 

Airline transport pilot : airplane—FAR part 135, helicopter— 
VFR, helicopter—IFR, gyroplane—VFR : question book. — 
[Oklahoma City, Okla.] : U.S. Dept. of Transportation, Fed- 
eral Aviation Administration, Aviation Standards National 
Field Office ; [Washington, D.C. : Supt. of Docs., U.S. 
G.P.O., distributor], 1984. 

1 v. (various pagings) : ill., maps ; 28 cm. Distributed to 
depository libraries in microfiche. “Expires September 1, 
1986”—Cover. “FAA-T-8080-6A”—Cover. “AVN-130 09/ 
86”—Cover. @Item 431-A-48 (microfiche) S/N 050-007- 
00653-5 @ GPO $6.00 

1. Transport planes — Piloting — Examinations, questions, 
etc. 2. Airplanes — Piloting — Examinations, questions, etc. 
3. Helicopters — Piloting — Examinations, questions, etc. I. 
United States. Aviation Standards National Field Office. 
OCLC 10905741 


84-19842 
TD 4.32/21:11 
Aviation mechanic powerplant : question book. — [Oklahoma 
City, Okla.] : U.S. Dept. of Transportation, Federal Aviation 
Administration, Aviation Standards National Field Office ; 
[Washington, D.C. : Supt. of Docs., U.S. G.P.O., distributor], 
1984. 


vii, 73, 6 p. : ill. ; 28 cm. Distributed to depository librar- 
ies in microfiche. “Expires September 1, 1986”—Cover. 
“FAA-T-8080-11"—Cover. “AVN-130 09/86”—Cover. 
@ltem 431-A-48 (microfiche) S/N 050-007-00657-8 @ GPO 
$2.75 

1. Aviation mechanics (Persons) — United States — Exami- 
nations, questions, etc. 2. Airplanes— Maintenance and 
repair — Examinations, questions, etc. 3. Aeronautics — 
United States — Examinations. I. United States. Aviation 
Standards National Field Office. OCLC 10905760 


AIR TRAFFIC SERVICE 
Transportation Dept. 
Washington, DC 20590 
84-19843 
TD 4,308:C 76/984 
United States. Federal Aviation Administration. 

Contractions. —[Washington, D.C.?] : U.S. Dept. of Trans- 
portation, Federal Aviation Administration, 1984- 

v. (loose-leaf) ; 28 cm.— (Order ; 7340.11) Cover title. 
“June 1, 1984.” @Item 431-D-1 S/N 050-010-81001-7 @ 
GPO $36.00 (U.S., includes basic manual and transmittals 
for an indefinite period) $45.00 (foreign) 
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1. Air traffic control — United States — Handbooks, manu- 
als, etc. I. Title. II. Series: United States. Federal Aviation 
Administration. Order ; 7340.1 I. OCLC 10921634 


84-19844 
TD 4,308:F 11/984 
United States. Air Traffic Service. 

Facility operation and administration / prepared by Air 
Traffic Service. — [Washington, D.C.?] : U.S. Dept. of Trans- 
portation, Federal Aviation Administration, 1984- 

1 v. (loose-leaf) : ill., 1 map, forms ; 28 cm. — (7210.3 G) 
Cover title. “March 15, 1984.” @Item 431-C-4 

1. Air traffic control — United States — Handbooks, manu- 
als, etc. 2. Airports— United States — Management. I. 
United States. Federal Aviation Administration. II. Title. 
III. Series: United States. Federal Aviation Administration. 
Handbook ; 7210.3 G. OCLC 10865288 


COAST GUARD 
Transportation Dept. 
Washington, DC 20590 


84-19845 
TD 5.2:H 36/2/984 
United States. Coast Guard. 
Help others, help yourself. — Washington, D.C. : Dept. of 
Transportation, U.S. Coast Guard, 1984. 
[14] p. : col. ill. ; 28 cm. “G-PMR-26”— P. [4] of cover. 
@ltem 934 


1. United States. Coast Guard. I. Title. OCLC 10918787 


84-19846 
TD 5.2:J 57 
Students : summer jobs that pay for a lifetime. — Washington, 
D.C. : U.S. Coast Guard Reserve, 1984. 
1 folded sheet (6 p.) : col. ill. ; 21 cm. “PMR-434 (1- 
84)"—P. [6] @Item 934 
1. United States. Coast Guard Reserve. 2. Summer em- 
ployment — United States. I. United States. Coast Guard 
Reserve. OCLC 10937025 


84-19847 
TD 5.8:H 81/2 
Coast Guard housing manual. — [Washington, DC] : U.S. Dept. 
of Transportation, U.S. Coast Guard, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (COMDTINST ; M 
11101.13 A) Cover title. “13 MAR 1984”—p. [1] (Ist 
group) Includes index. @lItem 934-A 

1. United States. Coast Guard — Handbooks, manuals, etc. 
I. United States. Coast Guard. II. Series. OCLC 10766069 


84-19848 
TD 5.8:R 11/4 
Radionavigation systems. — [Washington, D.C.?] : U.S. Dept. of 
Transportation, U.S. Coast Guard, 1984. 
vi, 93 p. : ill, maps ; 28 cm. Cover title. 
@ltem 934-A 
1. Radio beacons. 2. Aids to navigation — United States. 
I. United States. Coast Guard. OCLC 10946036 


“G-NRN.” 





84-19849 
TD 5.25/2:8-83 

Simulators for mariner treining and licensing : functional specifi- 
cations and training program guidelines for a maritime cadet 
simulator / prepared for U.S. Department of Transportation, 
Maritime Administration, Office of Research and Develop- 
ment, U.S. Coast Guard, Office of Research and Develop- 
ment. — Washington, D.C. : U.S. Dept. of Transportation, 
[1982] 

x, 60, 20, 6 p.: ill. ; 28 cm. “Technical report simulation 
experiment.” Cover title. Distributed to depository libraries 
in microfiche. “December 1982.” Bibliography: p. 59-60. 
“CAORF  50-8004-02.”  “CG-D-8-83.” @Item 931-A-3 
(microfiche) 

1. Merchant marine — Officers — Education — United 
States. 2. Ship handling — Simulation methods. I. United 
States. Maritime Administration. Office of Research and De- 
velopment. II. United States. Coast Guard. Office of Re- 
search and Development. III. United States. Dept. of Trans- 
portation. OCLC 10296360 


84-19850 
TD 5.49:At 6/2 
United States. Coast Guard. 

Marine casualty report : SS Golden Dolphin, explosion and 
fire in the Atlantic Ocean on 6 March 1982 and subsequent 
sinking on 7 March 1982 with loss of life / U.S. Coast Guard 
Marine Board of Investigation report and commandant’s 
action. — [Washington, D.C.] : U.S. Dept. of Transportation, 
U.S. Coast Guard ; (Springfield, Va. : National Technical 
Information Service, distributor], 1983- 

1 v. (loose-leaf) : ill. ; 28 cm. 29 December 1982. 
“Report no. USCG 16732/0002 HQS 82.” Includes biblio- 
graphical references. @Item 931-A-17 

1. Golden Dolphin (Ship) 2. Marine accidents. I. Title. 
II. Title: SS Golden Dolphin, explosion and fire in the Atlan- 
tic Ocean on 6 March 1982 and subsequent sinking on 7 
March 1982 with loss of life. OCLC 10918743 

84-19851 
TD 5.49:C 19 
United States. Coast Guard. 

Marine casualty report : SS Ogden Willamette, major 
engine room flooding in the Caribbean Sea, off of the south- 
east coast of Jamaica on 16 June 1982 with personnel injury / 
U.S. Coast Guard Marine Board of Investigation report and 
commandant’s action. —[Washington, D.C.] : U.S. Dept. of 
Transportation, U.S. Coast Guard ; [Springfield, Va. : Nation- 
al Technical Information Service, distributor, 1983?- ] 

1 v. (loose-leaf) : ill. ; 28 cm. 16 June 1982. “Report no. 
USCG 16732/0210.” @Item 931-A-17 

1. Ogden Willamette (Ship) 2. Marine accidents. I. Title. 
II. Title: SS Ogden Willamette, major engine room flooding 
in the Caribbean Sea, off of the southeast coast of Jamaica on 
16 June 1982 with personnel injury. OCLC 10602246 


URBAN MASS TRANSPORTATION 
ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 
84-19852 


TD 7.2:P 94/2 
American Public Transit Association. Meeting (1982 : Boston, 
Mass.) 
Productivity in managing human resources : annual meeting 
of the American Public Transit Association, Boston, Massa- 
chusetts, October 1982. — [Washington, D.C.?] : U.S. Dept. of 


Transportation, Urban Mass Transportation Administration, 
1984. 
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vii, 110 p. : ill., forms ; 28 cm. At head of title: Transit 
Productivity Program, session II. @lItem 982-H-2 

1. Local transit — United States — Labor productivity — 
Congresses. I. United States. Urban Mass Transportation 
Administration. II. Title. OCLC 10848930 


84-19853 
TD 7.11:MA-06-0049-84-2 
Fleishman, Daniel. 

Easyride : specialized transportation service in New York 
City (phase II report). — [Washington, D.C.] : U.S. Dept. of 
Transportation, Urban Mass Transportation Administration : 
[Supt. of Docs., U.S. G.P.O., distributor], 1984. 

xviii, 80 p. : ill, 1 map ; 28 cm.— (UMTA/TSC project 
evaluation series) Final report. July 1979-April 1982. 
Cover title. “UMTA Technical Assistance Program, Office 
of Service and Management Demonstration.” ‘“Multisystems, 
The Consulting Division, Multiplications, Inc.”"—Tech. rept. 
doc. p. Distributed to depository libraries in microfiche. 
“March 1984.” Includes bibliographical _ references. 
“UMTA-MA-06-0049-84-2.” “DOT-TSC-UMTA-84-3.” 
Contract No.: DOT-TSC-1756, Project No.: UM427/R4620. 
@ltem 982-H-8 (microfiche) 

1. Aged — New York (N.Y.)— Transportation. 2. Handi- 
capped— New York (N.Y.)— Transportation. I. United 
States. Urban Mass Transportation Administration. Office of 
Service and Management Demonstrations. II. Multipiica- 
tions, Inc. Consulting Division. III. Title. IV. Series. 
OCLC 10859724 


84-19854 
TD 7.11:MA-06-0126-84-6 

The Effectiveness of telephone information service in transit : 
travel and fare information / prepared for Technical Assist- 
ance Program. — [Washington, DC] : U.S. Dept. of Transpor- 
tation, Urban Mass Transportation Administration ; [Spring- 
field, Va. : National Technical Information Service distribu- 
tor], 1984. 

1 v. (various pagings) : ill, 1 map ; 28 cm. Final report. 
Cover title. ‘Dynatrend Incorporated”—Tech. rept. doc. p. 
Distributed to depository libraries in microfiche. ‘February 
1984.” Bibliography: p. 1 (8th group) “MA-06-0126-84-6.” 
Contract No.: DTRS-57-80-C-00085. @lItem 982-H-8 (micro- 
fiche) 

1. Information services — United States. 2. Information 
storage and retrieval systems— Transportation. 3. Tele- 
phone systems. I. United States. Urban Mass Transportation 
Administration. Technical Assistance Program. II. Dyna- 
trend Incorporated. OCLC 10859949 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


84-19855 
TD 8.2:Al 1/42 
Alcohol and highway safety : professional papers on state and 
federal driver licensing programs. — (Washington, D.C.?] : 
U.S. Dept. of Transportation, National Highway Traffic 
Safety Administration, 1984. 

60 p. : ill, ; 28 cm. “March 1984”—P. [4] of cover. In- 
cludes bibliographical references. “DOT HS 809 516”—P. 
[4] of cover. @Item 982-D-1 

1. Drinking and traffic accidents — United States. 2. Auto- 
mobile drivers’ licenses — United States — States. I. United 
States. National Highway Traffic Safety Administration. 
OCLC 10757822 
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84-19856 
TD 8.2:C 85/22 
Testing how well new cars perform in crashes. — Washington, 
D.C. : U.S. Dept. of Transportation, National Highway [Traf- 
fic Safety] Administration, Office of Public [and Consumer] 
Affairs, 1984. 
2, [27] p. : ili. ; 28 cm. Caption title. Chiefly graphs. 
@ltem 982-D-1 
1. Automobiles — United States —Crashworthiness. I. 
United States. National Highway Traffic Safety Administra- 
tion. Office of Public and Consumer Affairs. OCLC 
10918805 


84-19857 
TD 8.2:Sa 1/40 
The Profit in safety belts : an introduction to an employer’s 
program. —[Washington, D.C.? : Dept. of Transportation], 
1984. 
24 p.; 22cm. “February 1984”—P. [4] of cover. 
HS 806 492”—P. [4] of cover. @Item 982-D-1 
1. Automobiles — United States — Seat belts. I. United 
States. Dept. of Transportation. OCLC 10859732 


84-19858 


“DOT 


TD 8.8:Em 3/17/student 
Emergency medical services dispatcher : national standard cur- 
riculum : student study guide. — 2nd ed., 1983. — [Washing- 
ton, D.C.?] : U.S. Dept. of Transportation, National Highway 
Traffic Safety Administration : [For sale by the Supt. of 
Docs., U.S. G.P.O.], 1984. 

x, 66 p. : ill. ; 28 cm. Cover title. Sold as set with TD 
8.8:M 46/2/ref., Dispatcher’s medical reference manual. 
“January 1984”—P. [4] of cover. Bibliography: p. 65. 
“DOT HS 900 077”—P. [4] of cover. @Item 982-D-3 S/N 
050-003-00415-4 @ GPO $16.00 (2 vol. set) 

1. Emergency medical services — United States. I. United 
States. National Highway Traffic Safety Administration. II. 
Title: Dispatcher’s medical reference manual. OCLC 
10585379 


84-19859 
TD 8.8:M 46/2/ref. 

Dispatcher’s medical reference manual. — [Washington, D.C.?] : 
U.S. Dept. of Transportation, National Highway Traffic 
Safety Administration : [For sale by the Supt. of Docs., U.S. 
G.P.O.]}, 1984. 

[122] p. : forms ; 22 x 28 cm. Cover title. Sold as a set 
with TD 8.8:Em 3/17/student, Emergency medical services 
dispatcher: national standard curriculum. @lItem 982-D-3 
$16.00 (2 vol. set) 

1. Emergency medical services — United States — Hand- 
books, manuals, etc. I. United States. National Highway 
Traffic Safety Administration. II. Title: Emergency medical 


services dispatcher: national standard curriculum. OCLC 
10585404 


84-19860 
TD 8.16:982 
International Technical Conference on Experimental Safety Ve- 
hicles (9th : 1982 : Kyoto, Japan) 

Ninth International Technical Conference on Experimental 
Safety Vehicles / sponsored by the United States Govern- 
ment ; hosted by the Government of Japan ; co-hosted by 
Japan Automobile Manufacturers Association, Japan Automo- 
bile Research Institute ; held at Kyoto, Japan, November 1-4, 
1982. — [Washington, D.C.?] : U.S. Dept. of Transportation, 
National Highway Traffic Safety Administration, [19827] 

xxvi, 1040 p. : ill. ; 28 cm. Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
@ltem 982-D-12 (microfiche) 
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1. Vehicles — Safety measures — Congresses. 2. Automo- 
biles — Safety measures — Congresses. I. Japan. II. Nihon 
Jidosha Kogyokai. III. Nihon Jidosha Kenkyujo. IV. 
United States. National Highway Traffic Safety Administra- 
tion. V. Title. OCLC 10874443 


RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


84-19861 
TD 10.11:50/84-2 

Steel fiber reinforced superplasticized concretes for rehabilita- 
tion of bridge decks and highway pavements. — Washington, 
D.C. : U.S. Dept. of Transportation, Research and Special 
Programs Administration, Office of University Research ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1984. 

xxii, 250, 158 p. : ill. ; 28 cm.— (University research 
results) Final report. Aug. 1979 - July 1982. Cover title. 
“Civil Engineering Department, South Dakota School of 
Mines and Technology”—tTech. rept. doc. p. Distributed to 
depository libraries in microfiche. “November 1983.” In- 
cludes bibliographical references. “DOT/RSPA/DMA-S50/ 
84-2.” Contract No.: DOT-RC-92035. @lItem 982-K-5 
(microfiche) 

1. Bridges, Iron and steel— United States. 2. Bridges, 
Concrete — United States. 3. Superplasticity. I. United 
States. Dept. of Transportation. Office of University Re- 
search. II. South Dakota School of Mines and Technology. 
Civil Engineering Dept. III. Series. OCLC 10935522 


84-19862 


TD 10.11:50/84-9 


Multivariate statistical analysis of highway accident and high- 


way conditions / Office of University Research. —- [Washing- 
ton, D.C.] : U.S. Dept. of Transportation, Research and Spe- 
cial Programs Administration ; Springfield, Va. : National 
Technical Information Service [distributor, 1983] 

xix, 163, 10 p. : ill., forms, 2 maps ; 28 cm. Cover title. 
“University of Puerto Rico, Mayaguez, School of Engineer- 
ing Research Center”—Tech. rept. doc. p. Distributed to 
depository libraries in microfiche. “November 1983.” In- 
cludes bibliographical references. “DOT/RSPA/DMA-50/ 
84-9.” Contract No.: DTRS5680-C-00027. @lItem 982-K-5 
(microfiche) 

1. Traffic accidents — Puerto Rico — Mathematical models. 
I. United States. Dept. of Transportation. Office of University: 
Research. II. University of Puerto Rico (Mayaguez 
Campus). School of Engineering Research Center. OCLC 
10881857 


84-19863 
TD 10.11:50/84/14 
Shear strength characteristics of soils subjected to frost 
action. — Washington, D.C. : U.S. Dept. of Transportation, 
Research and Special Programs Administration, Office of 
University Research ; Springfield, VA : National Technical 
Information Service [distributor], 1984. 

143 p. : ill. ; 28 cm. Cover title. “Worcester Polytechnic 
Institute, Department of Civil Engineering”’—Tech. rept. doc. 
p. Distributed to depository libraries in microfiche. “Janu- 
ary 1984.” Bibliography: p. [135]-136. “DOT/RSPA/ 
DMA-S50/84/14.” Contract No. ©DTRS5680-C-00035. 
@ltem 982-K-5 (microfiche) 

1. Frost heaving. 2. Frozen ground — United States. I. 
United States. Dept. of Transportation. Office of University 





Research. II. Worcester Polytechnic Institute. Dept. of Civil 
Engineering. OCLC 10935577 


84-19864 
TD 10.11:50/84/i9 
Windson, Duane. 

Administrative impacts of private financing techniques for 
urban transportation. — Washington, D.C. : U.S. Dept. of 
Transportation, Research and Special Programs Administra- 
tion, Office of University Research ; Springfield, Va. : Na- 
tional Technical Information Service [distributor], 1984. 

1 v. (various pagings) : ill. ; 28 cm. Final report. Cover 
title. “Rice University, Jesse H. Jones Graduate School of 
Administration”"—Tech. rept. doc. p. Distributed to deposi- 
tory libraries in microfiche. Bibliography: p. 8-3 — 8-47. 
“DOT/RSPA/DMA-50/84/19.” Contract No.: DTRS5682- 
C-00024. @ltem 982-K-5 (microfiche) 

1. Urban transportation — United States— Finance. I. 
United States. Dept. of Transportation. Office of University 
Research. II. Rice University. Jesse H. Jones Graduate 
School of Administration. III. Title. OCLC 10937071 


MARITIME ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 
84-19865 
TD 11.29:983 ’ 
Tankers in the world fleet as of Jan. 1 ... [Washington, D.C.?] : 
U.S. Dept. of Transportation, Maritime Administration, U.S. 


Dept. of Transportation, Maritime Administration, Washing- 
ton, D.C. 20590 

v. ; 28 cm. 

Annual 1983. Description based on: 1982. Vols. for 
1982- distributed to depository libraries in microfiche. 
@ltem 233-M (microfiche) ISSN 0741-062X 

1. Tankers — Statistics — Periodicals. I. 
Maritime 
10055900 


United States. 
Administration. PAR 83-646729 OCLC 


VETERANS ADMINISTRATION 
Washington, DC 20420 
84-19866 . 
VA 1.2:Ed 8/7 
Langberg, Robert. 

Education and income characteristics of male war veterans 
and nonveterans, March 1982 / by Robert Langberg and 
Wandakay Wells. — Washington, D.C. : Office of Reports 
and Statistics, Statistical Policy and Research Service, Statisti- 
cal Review and Analysis Division (713), [1984] 

iii, 18 p. : ill. ; 28 cm. “April 1984.” “RSM 70-84-4.” 
@ltem 985 

1. Veterans — Education — United States — Statistics. 2. 
Veterans — Employment — United States — Statistics. I. 
Wells, Wandakay. II. United States. Veterans Administra- 


tion. Statistical Review & Analysis Division. III. Title. 
OCLC 10819333 


84-19867 
VA 1.2:;Em 3 
United States. Veterans Administration. Regional Office (Los 
Angeles, Calif.) 
Emergency preparedness plan. — Los Angeles, Calif. : Vet- 
erans Administration, Regional Office, 1984. 
1 v. (various pagings) : 1 form ; 28 cm. Cover title. 


“February 1984.” Includes bibliographical references and 
index. @lItem 985 


1. Disaster relief — California. 2. Civil defense. 


3. Cali- 
fornia — Civil defense. I. Title. OCLC 10918776 
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84-19868 
VA 1.2:Ex 7 
Geographic distribution of VA expenditures / Veterans Admin- 
istration. Washington, DC : Office of Reports and Statistics, 
Veterans Administration, Office of Reports and Statistics, 
Washington, DC 20420 
v. ; 28 cm. Description based on: Fiscal year 1982; title 
from cover. Report covers fiscal year 1982. @Item 985 
ISSN 0741-0611 
1. United States. Veterans Administration — Appropriations 
and expenditures — Periodicals. I. United States. Veterans 
Administration. II. United States. Veterans Administration. 
Office of Reports and Statistics. UB357.G46 83-646635 // 
184 353.0081/2 ¢2 19 OCLC 10052995 


84-19869 
VA 1.2:¥ 3 
United States. Veterans Administration. 
The year in brief : the VA in 1983 : to care for him who 
shall have borne the battle and for his widow and his 
orphan. — Washington, DC : Veterans Administration, [1984] 


31 p. : ill., ports. ; 31 cm. Cover title. 
P. [4] of cover. @Item 985 

1. United States. Veterans Administration. 
United States. I. Title. 
10936991 


“February 1984”— 


2. Veterans — 
II. Title: The VA in 1983. OCLC 


84-19870 
VA 1.6:Ap 4/933-83 
United States. Board of Veterans’ Appeals. 

Appeals regulations and rules of practice / Veterans Ad- 
ministration. — Washington, DC : Veterans Administration, 
Board of Veterans’ Appeals, [1983] 

1 v. (various pagings) : forms ; 28 cm.— (VA pamphlet ; 
1-1) Cover title. “July 7, 1983”—P. [4] of cover. “Super- 
sedes the 1969 edition of “Rules of Practice—Board of Veter- 
ans’ Appeals””’—Ist prelim. p. @lItem 988-C 

1. United States. Board of Veterans’ Appeals. 
Series. OCLC 10860080 


I. Title. II. 


84-19871 
VA 1,52:983 
Annual meeting report : voluntary service National Advisory 
Committee, October 21-23, 1983, Baltimore, Maryland. — 
Washington, DC : Veterans Administration, Department of 
Medicine & Surgery, 1984. 
32 p. : ill. ; 28 cm. Cover title. “May 1984”—P. [4] of 
cover. @Item 985-C 
1. United States. Veterans Administration. Voluntary Serv- 
ice. National Advisory Committee. Meeting (37th : 1983 : 
Baltimore, Md.) I. United States. Veterans Administration. 
Dept. of Medicine and Surgery. OCLC 10874378 


CONGRESSIONAL SERIAL SET 
84-19872 


Y 1,1/2:Serial 13413 
United States Congressional serial set. Washington : U.S. 
G.P.0., 

Spine title: U.S. Congressional serial set Prior to the 
97th Congress, the serial set had no official name; it was 
popularly known as the Congressional serial set. HOUSE 
DOCUMENTS. .... nos. 27-35, 97th Congress, Ist session, 
1981. @ltem 996-C 

OCLC 03888071 
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84-19873 
Y 1.1/2:Serial 13429 
United States Congressional serial set. Washington : U.S. 
G.P.O., 

Spine title: U.S. Congressional serial set Prior to the 
97th Congress, the serial set had no official name; it was 
popularly known as the Congressional serial set. HOUSE 
REPORTS. ... nos. 107-157, 97th Congress, Ist session, 
1981. @lItem 1008-E 

OCLC 03888071 


84-19874 
Y 1,1/2:Serial 13441 
United States Congressional serial set. Washington : U.S. 
G.P.O., 

Spine title: U.S. Congressional serial set Prior to the 
97th Congress, the serial set had no official name; it was 
popularly known as the Congressional serial set. SENATE 
DOCUMENTS. ... nos. 36-38, 97th Congress, 2nd session, 
1982. @ltem 996-C 

OCLC 03888071 


SENATE DOCUMENTS 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


84-19875 
¥ 1,1/3:98-29 


Dove, Robert B. 
The term of a senator : when does it begin and end ? : 
constitution, laws, and precedents pertaining to the term of a 


senator / prepared under the direction of William F. Hilde- 
brand, Secretary of the Senate, by Robert Dove, parliamen- 
tarian of the Senate.— Rev. May 1984. — Washington : U.S. 
G.P.O., 1984. 

iii, 15 p. ; 24 cm.— (Document / 98th Congress, 2d ses- 
sion, Senate ; no. 98-29) Distributed to some depository li- 
braries in microfiche. “May 22 ... 1984.” Includes biblio- 
graphical references @ltem 996-A, 996-B (microfiche) 

1. United States. Congress — Elections. 2. United States. 
Congress. Senate — Rules and practice. I. Title. II. Series: 
Senate document (United States. Congress (98th, 2nd session : 
1984). Senate) ; no. 98-29. OCLC 10884193 


84-19876 
Y 1,1/3:98-30 
United States. Architect of the Capitol. 

Semiannual report of the Architect of the Capitol for the 
period ... pursuant to section 105(b), Public Law 454, Eighty- 
eighth Congress. Washington : U.S. G.P.O., 

v. ; 24 cm. (Document / 98th Congress, 2d session, Senate ; 
98-30) 

Semiannual 

Began with Jan./June 1965. Spine title: Report of the Ar- 
chitect of the Capitol Oct. 1, 1983 through Mar. 31, 1984. 
Description based on: Oct. 1, 1980 through Mar. 31, 1981. 
Only one report issued for fiscal year 1976, called: Report of 
the Architect of the Capitol. Vols. for (Oct. 1980-Mar. 
1981-) distributed to some depository libraries in microfiche. 
@ltem 996-A, 996-B (microfiche) Main series: Senate docu- 
ment (United States. Congress. Senate) 

1. United States. Architect of the Capitol — Appropriations 
and expenditures — Periodicals. I. Title. 11. Series: Senate 
document (United States. Congress (98th, 2nd session : 1984). 
Senate) ; no. 98-30. OCLC 02960458 
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Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


84-19877 
¥ 1,1/4:98-17 
Costa Rica. 

[Treaties, etc. United States, 1982 Dec. 4] Extradition 
treaty with Costa Rica : message from the President of the 
United States transmitting the treaty between the government 
of the United States of America and the government of the 
Republic of Costa Rica, signed at San Jose on December 4, 
1982, together with a related exchange of notes signed on 
December 16, 1982. — Washington : U.S. G.P.O., 1984. 

vii, 10 p. ; 24 cm. — (Treaty doc. ; no. 98-17) At head of 
title: 98th Congress, 2d session. Senate. “Referred to the 
Committee on Foreign Relations.” Distributed to some de- 
pository libraries in microfiche. “April 24, 1984.” @lItem 
996-A, 996-B (microfiche) 

1. Extradition— United States. 2. Extradition —— Costa 
Rica. 3. Judicial assistance — United States. 4. Judicial as- 
sistance — Costa Rica. I. United States. President (1981- : 
Reagan) II. United States. Congress. Senate. Committee on 
Foreign Relations. III. United States. Treaties, etc. Costa 
Rica, 1982 Dec. 4. IV. Title. V. Series. OCLC 10945113 


84-19878 
Y 1,1/4:98-18 
Jamaica. 

[Treaties, etc. United States, 1983 June 14] Extradition 
treaty with Jamaica : message from the President of the 
United States transmitting the extradition treaty between the 
government of the United States of America and the govern- 
ment of Jamaica, signed at Kingston on June 14, 1983. — 
Washington : U.S. G.P.O., 1984. 

vii, 8 p. ; 24 cm.— (Treaty doc. ; no. 98-18) At head of 
title: 98th Congress, 2d session. Senate. “Referred to the 
Committee on Foreign Relations.” Distributed to some de- 
pository libraries in microfiche. “April 24, 1984.” @Item 
996-A, 996-B (microfiche) 

1. Extradition — United States. 2. Extradition — Jamaica. 
3. Judicial assistance — United States. 4. Judicial assist- 
ance — Jamaica. I. United States. President (1981- : Reagan) 
II. United States. Congress. Senate. Committee on Foreign 
Relations. III. United States. Treaties, etc. Jamaica, 1983 
June 14. IV. Title. V. Series. OCLC 10945055 


84-19879 
Y 1,1/4:98-19 
Ireland. 

[Treaties, etc. United States, 1983 July 13] Extradition 
treaty with Ireland : message from the President of the United 
States transmitting the treaty on extradition between the 
United States and Ireland, signed at Washington on July 13, 
1983. — Washington : U.S. G.P.O., 1984. 

vii, 7 p. ; 24 cm. — (Treaty doc. ; no. 98-19) At head of 
title: 98th Congress, 2d session. Senate. “Referred to the 
Committee on Foreign Relations.” Distributed to some de- 
pository libraries in microfiche. “April 24, 1984.” @ltem 
996-A, 996-B (microfiche) 

1. Extradition — United States. 2. Extradition — Ireland. 
3. Judicial assistance — United States. 4. Judicial assist- 
ance — Ireland. I. United States. President (1981- : Reagan) 
Il. United States. Congress. Senate. Committee on Foreign 
Relations. III. United States. Treaties, etc. Ireland, 1983 July 
13. IV. Title. V. Series. OCLC 10945339 





84-19880 
Y 1.1/4:98-20 
Italy. 

(Treaties, etc. United States, 1983 Oct. 13] Extradition 
treaty with Italy : message from the President of the United 
States transmitting the extradition treaty between the govern- 
ment of the United States of America and the government of 
the Republic of Italy, signed at Rome on October 13, 1983. — 
Washington : U.S. G.P.O., 1984. 

vii, 8 p. ; 24 cm. — (Treaty doc. ; no. 98-20) At head of 
title: 98th Congress, 2d session. Senate. ‘Referred to the 
Committee on Foreign Relations.” Distributed to some de- 
pository libraries in microfiche. “April 24, 1984.” @Item 
996-A, 996-B (microfiche) 

1. Extradition — United States. 2. Extradition— Italy. 3. 
Judicial assistance — United States. 4. Judicial assistance — 
Italy. I. United States. President (1981- : Reagan) II. 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. III. United States. Treaties, etc. Italy, 1983 Oct. 13. 
IV. Title. V. Series. OCLC 10945012 


84-19881 
Y 1.1/4:98-22 
Canada. 

[Treaties, etc. United States, 1980 Sept. 26. Protocols, etc. 
1984 Mar. 28] A second protocol amending the 1980 Tax 
Convention with Canada : message from the President of the 
United States transmitting a second protocol, signed at Wash- 
ington on March 28, 1984, amending the convention between 
the United States of America and Canada with respect to 
taxes on income and capital, signed at Washington on Septem- 
ber 26, 1980, as amended by the protocol signed at Ottawa on 
June 14, 1983. — Washington : U.S. G.P.O., 1984. 

v, 2 p. ; 24 cm.— (Treaty doc. ; no. 98-22) At head of 
title: 98th Congress, 2d session. Senate. “Referred to the 
Committee on Foreign Relations.” Distributed to some de- 
pository libraries in microfiche. “April 24, 1984.” @Item 
996-A, 996-B (microfiche) 

1. Taxation, Double — United States — Treaties. 2. Tax- 
ation, Double — Canada — Treaties. 3. Foreign tax credit — 
United States. 4. Foreign tax credit— Canada. I. United 
States. President (1981- : Reagan) II. United States. Con- 
gress. Senate. Committee on Foreign Relations. III. United 
States. Treaties, etc. Canada, 1980 Sept. 26. Protocols, etc., 
1984 Mar. 28. IV. Title. V. Series. OCLC 10919758 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


84-19882 
Y 1,1/5:98-368 
United States. Congress. Senate. Committee on the Judiciary. 

Credit and Debit Card Counterfeiting and Fraud Act of 
1983: report with additional views (to accompany S. 
1870). — [Washington, D.C.? : U.S. G.P.O., 1984] 

17 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-368) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “March 26,1984.” Includes 
bibliographical references. @lItem 1008-C, 1008-D (micro- 
fiche) 

1. Credit cards — United States. 2. Fraud — United States. 
3. Forgery — United States. 4. Counterfeits and counterfeit- 
ing — United States. I. Title. II. Series: United States. Con- 


gress (98th, 2nd session : 1984). Senate. Report ; no. 98-368. 
OCLC 10919860 
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84-19883 


Y 1,1/5:98-375 
United States. Congress. Senate. Committee on the Judiciary. 

Harvey E. Ward : report (to accompany S. 1126). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984] 

8 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-375) Caption title. Distributed to some depository li- 
braries in microfiche. “April 3 ... 1984.” Includes biblio- 
graphical references. @ltem 1008-C, 1008-D (microfiche) 

1. Claims. 2. Ward, Harvey E. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. 
Report ; no. 98-375. OCLC 10919837 


84-19884 
Y 1.1/5:98-379 
United States. Congress. Senate. Committee on the Judiciary. 
American Gold Star Mothers, Inc. : report (to accompany 
S. 2413). — [Washington, D.C.? : U.S. G.P.O., 1984] 
4 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-379) Caption title. Distributed to some depository li- 
braries in microfiche. “April 5 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 
1. American Gold Star Mothers, Inc. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-379. OCLC 10909927 


84-19885 


II. Series: 
1984). Senate. 


Y 1.1/5:98-392 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 

National Health Service Corps amendments of 1984 : report 
(to accompany S. 2281). — [Washington, D.C.? : U.S. G.P.O., 
1984] 

31 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-392) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “April 12 ... 1984.” Includes 
bibliographical references. @lItem 1008-C, 1008-D (micro- 
fiche) 

1. National Health Service Corps (U.S.) 2. Federal aid to 
medical education — United States. 3. Public health person- 
nel — Scholarships, fellowships, etc.— United States. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). Senate. Report ; no. 98-392. OCLC 10932345 


84-19886 
Y 1,1/5;98-393 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 

Health Services, Preventive Health Services, and Home 
and Community Based Services Act of 1984 : report together 
with additional views (to accompany S. 2301). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

38 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-393) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “April 12 ... 1984.” @Item 
1008-C, 1008-D (microfiche) 

1. Public health — United States. 2. Federal aid to handi- 
capped services. 3. Federal aid to health maintenance orga- 
nizations. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). Senate. Report ; no. 98-393. OCLC 
10932356 


84-19887 
Y 1,1/5:98-405 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

A bill to confer jurisdiction on the U.S. Claims Court with 
respect to certain claims of the Navajo Indian Tribe : report 
(to accompany S. 1196). — [Washington, D.C.? : U.S. G.P.O., 
1984] 
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Senate Reports 


8 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-405) Caption title. Distributed to some depository li- 
braries in microfiche. “April 18, 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Courts of special jurisdiction— United States. 2. 
Navaho Indians—Claims. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-405. OCLC 10909936 


84-19888 
Y 1.1/5:98-411 
United States. Congress. Senate. Committee on Armed Services. 

Authorizing the sale of ammunition for avalanche control : 
report (to accompany S. 2100). — [Washington, D.C.? : U.S. 
G.P.O., 1984] 

3 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-411) Caption title. Distributed to some depository li- 
braries in microfiche. “April 25 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Ammunition. 2. Avalanches— United States — 
States — Control. I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1984). Senate. Report ; no. 98-411. 
OCLC 10932362 


84-19889 
Y 1.1/5:98-421 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Providing for the disposition of certain undistributed judg- 
ment funds awarded the Creek nation : report (to accompany 
S. 1224). — [Washington, D.C.? : U.S. G.P.O., 1984] 

5 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-421) Caption title. Distributed to some depository li- 
braries in microfiche. “May 1 ... 1984.” @Item 1008-C, 
1008-D (microfiche) 

1. Creek Indians— Claims. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-421. OCLC 10932446 


84-19890 
Y 1,1/5:98-425 
United States. Congress. Senate. Committee on the Judiciary. 
The Semiconductor Chip Protection Act of 1984 : report 
(to —" S. 1201). — [Washington, D.C.? : U.S. G.P.O., 
1984 
36 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-425) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 2... 1984.” Includes bib- 
liographical references. @Item 1008-C, 1008-D (microfiche) 
1. Computer industry — United States. 2. Copyright — 
United States. 3. Semiconductors — Trade-marks. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-425. OCLC 10919864 


84-19891 
Y 1.1/5:98-432 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 
Corporation for Public Broadcasting authorization : report 


—_ S. 2436). —[Washington, D.C.? : U.S. G.P.O., 


6 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-432) Caption title. Distributed to some depository li- 
braries in microfiche. “May 8 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Corporation for Public Broadcasting — Appropriations 
and expenditures. I. Title. Il. Series; United States. Con- 


gress (98th, 2nd session : 


1984). Senate. Report ; no. 98-432. 
OCLC 10932366 
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84-19892 
Y 1.1/5;98-433 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing appropriations for the American Folklife 
Center for fiscal years 1985 through 1989 : report (to accom- 
pany S. 2556). — [Washington, D.C.? : U.S. G.P.O., 1984] 

10 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-433) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 8 ... 1984.” @lItem 1008- 
C, 1008-D (microfiche) 

1. American Folklife Center — Appropriations and expendi- 
tures. I. Title. II. Series: United States. Congress (98th, 2nd 
session : 1984). Senate. Report ; no. 98-433. OCLC 10909940 


84-19893 
¥ 1,1/5:98-435 
Waiver of section 402(a) of the Congressional Budget Act of 
1974 with respect to the consideration of S. 1027 : report (to 
accompany S. Res. 370). — [Washington, D.C.? : U.S. G.P.O., 
1984] 

2 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-435) Caption title. Distributed to some depository li- 
braries in microfiche. “May 9 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Watersheds — Washington (State) — Yakima River Wa- 
tershed. 2. Yakima River Watershed (Wash.) I. United 
States. Congress. Senate. Committee on the Budget. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-435. OCLC 10932453 


84-19894 


Y 1,1/5:98-440 


United States. Congress. Senate. Select Committee on Indian 


Affairs. 

Providing for the statutory designation of the position of 
Assistant Secretary of the Interior for Indian Affairs, elimi- 
nate the position of Commissioner of Indian Affairs, make 
conforming amendments, repeal unnecessary provisions of 
laws referring to the Commissioner of Indian Affairs, and for 
other purposes : report (to accompany S. 1999). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

12 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-440) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 14, 1984.” @lItem 1008- 
C, 1008-D (microfiche) 

1. Indians of North America — Government relations. 2. 
United States — Executive departments — Reorganization. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). Senate. Report ; no. 98-440. OCLC 10933441 


84-19895 


Y 1.1/5:98-445 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 
Maritime Appropriation Authorization Act : report (to ac- 
company S. 2499). — (Washington, D.C.? : U.S. G.P.O., 1984] 


12 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-445) Caption title. Distributed to depository li- 
braries in microfiche. “May 14, 1984.” @Item 1008-C, 
1008-D (microfiche) 

1. United States. Maritime Administration — Appropriations 
and expenditures, 1985. 1. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). Senate. Report ; no. 98- 
445. OCLC 10932369 





84-19896 
Y 1.1/5:98-446 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

John F. Kennedy Center authorizations : report (to accom- 
pany S. 2547). —[Washington, D.C.? : U.S. G.P.O., 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-446) Caption title. Distributed to some depository li- 
braries in microfiche. “May 15 ... 1984.” @Item 1008-C, 
1008-D (microfiche) 

1. John F. Kennedy Center for the Performing Arts 
(U.S.)— Appropriations and expenditures. I. Title. II. 
Series: United States. Congress (98th, 2nd session ; 1984). 
Senate. Report ; no. 98-446. OCLC 10891115 


84-19897 
Y 1,1/5:98-447 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Amending the District of Columbia Self-Government and 
Governmental Reorganization Act : report (to accompany 
H.R. 3547). — [Washington, D.C.? : U.S. G.P.O., 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-447) Caption title. Distributed to some depository li- 
braries in microfiche. “May 15 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Local finance—Law and legislation — Washington 
(D.C.) I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). Senate. Report ; no. 98-447. OCLC 
10896838 


84-19898 
Y 1,1/5:98-449/corr. 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

A bill to extend programs under the Indian Education Act 
through fiscal year 1985 : report (to accompany S. 2619). — 
[Corr. print.] —[Washington, D.C.? : U.S. G.P.O., 1984] 

6 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-449) Caption title. “Star print.” Distributed to some 
depository libraries in microfiche. “May 16 ... 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Indians of North America— Education. 2. Student 
aid — United States. 3. Federal aid to education — United 
States. I. Title. II. Series: United States. Congress (98th, 


2nd session : 1984). Senate. Report ; no. 98-449. OCLC 
10891129 


84-19899 
Y 1.1/5:98-464 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Idaho Forest Mangement Act of 1984 : report (to accompa- 
ny S. 245¢).—[Washington, D.C.? : U.S. G.P.O., 1984) 

20 p. ; 24 cm.— (Report / 98th Congress, 2nd session, 
Senate ; 98-464) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 18 ... 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. Forest reserves—Idaho. 2. Wilderness areas — Law 
and legislation — United States. 3. Grazing — Environmental 
aspects — Idaho. 4. Mining claims— Environmental as- 
pects-—Idaho. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. Report ; no. 98-464. 
OCLC 10891136 

84-19900 
Y 1.1/5:98-473 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

Authorizing appropriations for environmental research, de- 

velopment, and demonstrations for fiscal year 1985 : report 


448-861 - 84-8 :QL3 
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(to accompany S. 2702). — [Washington, D.C.? : U.S. G.P.O., 
1984] 

3 p. ; 24 cm.— (Report / 98th Congress, 2nd session, 
Senate ; 98-473) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 22 ... 1984." @lItem 
1008-C, 1008-D (microfiche) 

1. United States. Environmental Protection Agency — Ap- 
propriations and expenditures. 2. United States — Appropria- 
tions and expenditures, 1985. 3. Environmental protection — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. Report ; no. 98-473. 
OCLC 10891156 


84-19901 


Y 1,1/5:98-474 


United States. Congress. Senate. Committee on Environment 


and Public Works. 

Environmental Quality Improvement Act amendments : 
report (to accompany S. 2703). —[Washington, D.C.? : U.S. 
G.P.O., 1984] 

3 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-474) Caption title. Distributed to some depository li- 
braries in microfiche. “May 22 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. United States. Office of Environmental Quality — Appro- 
priations and expenditures. 2. Environmental policy — 
United States. 3. Environmental protection — United States. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). Senate. Report ; no. 98-474. OCLC 10891168 


84-19902 


Y 1,1/5:98-475 


United States. Congress. Senate. Committee on Environment 


and Public Works. 

Toxic Substances Control Act amendments : report (to 
accompany S. 2704).—[Washington, D.C.? : U.S. G.P.O., 
1984 

4 ; ; 24 cm. — (Report / 98th Congress, 2d session, Senate 
; 98-475) Caption title. Distributed to some depository li- 
braries in microfiche. “May 22 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Toxicology — United States. 2. Chemicals — Safety 
measures. 3. Industrial hygiene — United States. 4. Envi- 
ronmental policy— United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. 
Report ; no. 98-475. OCLC 10885653 


84-19903 


Y 1,1/5:98-486 


United States. Congress. Senate. Committee on Labor and 


Human Resources. 

Library Services and Construction Act Amendments of 
1984 : report toether with additional views {to accompany S. 
2490) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

43 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-486) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 24 ... 1984." @Item 
1008-C, 1008-D (microfiche) 

1. Federal aid to libraries — United States. 2. Intergovern- 
mental fiscal relations — United States. 3. Indians of North 
America — Library resources. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-486. OCLC 10891198 
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Senate Executive Reports 


8419904 


Y 1.1/5:98-492 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 

Nurse Education Amendments of 1984 : report (to accom- 
pany S. 2574). —[Washington, D.C.? : U.S. G.P.O., 1984] 

40 p. ; 24 cm.— (Report/ 98th Congress, 2d_ session, 
Senate ; 98-492) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 25, 1984.” @Item 1008- 
C, 1008-D (microfiche) 

1. Federal aid to nursing education — United States. 2. 
Nursing students — United States. 3. Student loan funds — 
United States. I. Title. II. Series: United States. Congress 


(98th, 2nd session : 1984). Senate. Report ; no. 98-492. 
OCLC 10886992 


84-19905 


Y 1.1/5:98-497 
United States. Congress. Senate. Committee on the Judiciary. 

Victims of Crime Assistance Act of 1984 : report of the 
Committee on the Judiciary, United States Senate on S. 
2423. — Washington : U.S. G.P.O., 1984. 

iii, 32 p. ; 24 cm. — (S. rpt. ; 98-497) Distributed to some 
depository libraries in microfiche. ‘May 25, 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. Reparation — United States. 2. Victims of crimes — 
United States. 3. Public trustees — United States. 4. Inter- 
governmental fiscal relations — United States. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-497. OCLC 10903597 


84-19906 


Y 1.1/5:98-498 
United States. Congress. Senate. Committee on the Judiciary. 

Department of Justice Appropriation Authorization Act, 
fiscal year 1985 : report (to accompany S. 2606). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

28 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-498) Caption title. Distributed to some deposi- 
tory libraries in microfiche. ‘May 25, 1984.” @lItem 1008- 
C, 1008-D (microfiche) 

1. United States. Dept. of Justice — Appropriations and ex- 
penditures. 2. {United States — Appropriations and expendi- 
tures, 1985. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. Report ; no. 98-498. 
OCLC 10895154 


84-19907 


Y 1.1/5:98-500 
United States. Congress. Senate. Committee on Armed Services. 

Omnibus Defense Authorization Act, 1985 : report (to ac- 
company S. 2723) ... together with additional views / Com- 
mittee on Armed Services, United States Senate. — Washing- 
ton : U.S. G.P.O., 1984. 

iv, 526 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-500) Distributed to some depository libraries in 
microfiche. “May 31, 1984.” @lItem 1008-C, 1008-D 
(microfiche) 

1. United States— Armed Forces— Finance. 2. United 
States. Dept. of Defense — Appropriations and expenditures. 
3. United States — Appropriations and expenditures, 1985. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). Senate. Report ; no. 98-500. OCLC 10886646 
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SENATE EXECUTIVE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


84-19908 
Y 1.1/6:98-26 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. 

Estate and gift tax convention with the Kingdom of Den- 
mark : report of the Committee on Foreign Relations, United 
States Senate, on Treaty doc. no. 98-6, 98th Congress, Ist 
session, estate and gift tax convention with the government of 
the Kingdom of Denmark. — Washington : U.S. G.P.O., 1984. 


iii, 15 p. ; 24 cm.— (Exec. rept. / 98th Congress, 2d 
session, Senate ; 98-26) Distributed to some depository li- 
braries in microfiche. “May 24, 1984.” @ltem 1008-C, 
1008-D (microfiche) 

1. Taxation—Law and legislation — United States. 2. 
Taxation — Law and legislation — Denmark . 3. Taxation, 
Double — United States — Treaties. 4. Taxation, Double — 
Denmark — Treaties. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). Senate. Executive rept. ; 
no. 98-26. OCLC 10891289 


HOUSE DOCUMENTS 


House documents are available from the House Documents 
Room unless otherwise indicated. 


84-19909 
Y 1,1/7:98-196 
United States. Office of the Assistant Secretary of the Army 
(Civil Works) 

Miami River, Little Miami River, interim report 2, West 
Carrollton, Holes Creek, Ohio : communication from the As- 
sistant Secretary of the Army (Civil Works), transmitting a 
letter from the Chief of Engineers, Department of the Army, 
dated December 23, 1981, submitting a report, together with 
accompanying papers and illustrations, on Miami River, Little 
Miami River, interim report 2, West Carrollton, Holes Creek, 
Ohio .... — Washington : U.S. G.P.O., 1984. 

xviii, 444 p. : ill, maps, forms ; 24 cm. — (House document 
; no. 98-196) “Referred to the Committee on Public Works 
and Transportation.” Distributed to some depository librar- 
ies in microfiche. “April 2, 1984.” @lItem 996-A, 996-B 
(microfiche) 

1. Flood control —Ohio— West Carrollton. 2. Great 
Miami River (Ohio) — Floods. 3. Holes Creek (Ohio) — 
Floods. I. United States. Congress. House. Committee on 
Public Works and Transportation. II. Title. III. Series: 
House document (United States. Congress (98th, 2nd session : 
1984). House) ; no. 98-196. OCLC 10927109 


84-19910 
Y 1,1/7:98-207 
United States. Office of the Assistant Secretary of the Army 
(Civil Works) 

Redwood River at Marshall, Minnesota : communication 
from the Assistant Secretary of the Army (Civil Works) 
transmitting a letter from the Chief of Engineers, Department 
of the Army, dated November 16, 1981, submitting a report, 
together with accompanying papers and illustrations, on Red- 
wood River at Marshall, Minnesota ....— Washington : U.S. 
G.P.O., 1984. 

xii, 537 p. : ill., maps, forms ; 24 cm. — (House document ; 
no. 98-207) “Referred to the Committee on Public Works 
and Transportation.” Distributed to some depository librar- 





ies in microfiche. 
(microfiche) 

1. Redwood River (Minn.) — Floods. 2. Flood control — 
Minnesota — Marshall. 3. Recreation areas — Minnesota — 
Marshall. I. United States. Congress. House. Committee on 
Public Works and Transportation. II. Title. III. Series: 
House document (United States. Congress (98th, 2nd session : 
1984). House) ; no. 98-207. OCLC 10874276 


84-19911 


“April 12, 1984." @Item 996-A, 996-B 


Y 1.1/7:98-210 
United States. Office of the Assistant Secretary of the Army 
(Civil Works) 

Eight Mile Creek, Paragould, Arkansas : communication 
from the Assistant Secretary of the Army (Civil Works) 
transmitting a letter from the Chief of Engineers, Department 
of the Army, dated August 10, 1979, submitting a report, 
together with accompanying papers and illustrations, on Eight 
Mile Creek, Paragould, Arkansas ....— Washington : U.S. 
G.P.O., 1984. 

xvi, 461 p. : ill, maps ; 24 cm.— (House document ; no. 
98-210) “Referred to the Committee on Public Works and 
Transportation.” Distributed to some depository libraries in 
microfiche. “April 24, 1984.” Bibliography: p. 436-438. 
@ltem 996-A, 996-B (microfiche) 

1. Eight Mile Creek (Ark.) — Floods. 2. Flood control — 
Arkansas — Paragould. 3. Recreation areas — Arkansas — 
Paragould. I. United States. Congress. House. Committee 
on Public Works and Transportation. II. Title. III. Series: 
House document (United States. Congress (98th, 2nd session : 
1984). House) ; no. 98-210. OCLC 10874211 


84-19912 
Y 1,1/7:98-211 
United States. President (1981- : Reagan) 

International terrorism—proposed legislation message 
from the President of the United States transmitting four 
drafts of proposed legislation to attack the pressing and 
urgent problem of international terrorism. — Washington : 
U.S. G.P.O., 1984. 

31 p. ; 24 cm.— (House document ; 98-211) Distributed 
to some depository libraries in microfiche. ‘April 26, 1984.” 
@ltem 996-A, 996-B (microfiche) 

1. Terrorism. I. Reagan, Ronald. II. Title. III. Series: 
House document (United States. Congress (98th, 2nd session : 
1984). House) ; no. 98-211. OCLC 10933389 


84-19913 


Y 1,1/7;98-212 
United States. Office of the Assistant Secretary of the Army 
(Civil Works) 

Mingo Creek, Tulsa, Oklahoma interim on Verdigris River 
basin, Kansas and Oklahoma : communication from the As- 
sistant Secretary of the Army (Civil Works) transmitting a 
letter from the Chief of Engineers, Department of the Army, 
dated November 16, 1981, submitting a report, together with 
accompanying papers and illustrations, on Mingo Creek, 
Tulsa, Oklahoma ....— Washington : U.S. G.P.O., 1984. 

xiv, 534 p. : ill., maps ; 24 cm.— (House document ; no. 
98-212) “Referred to the Committee on Public Works and 
Transportation.” Distributed to some depository libraries in 
microfiche. ‘April 30, 1984.” Bibliography: p. 74. @lItem 
996-A, 996-B (microfiche) 

1. Flood control — Oklahoma — Tulsa. 2. Wood-lots — 
Oklahoma — Tulsa. I. United States. Congress. House. 
Committee on Public Works and Transportation. II. Title. 
III. Series: House document (United States. Congress (98th, 
2nd session : 1984). House) ; no. 98-213. OCLC 10874245 


Government Publications — September 1984 


84-19914 
Y 1,1/7;98-215 
Poland. 

(Treaties, etc. United States, 1976 Aug. 2. Protocols, etc., 
1984 Mar. 7] Governing International Fishery Agreement 
between the United States and Poland : message from the 
President of the United States transmitting a copy of an 
extension of the Governing International Fishery Agreement 
between the United States and Poland, pursuant to Public 
Law 94-265, sec. 203(a). — Washington : U.S. G.P.O., 1984. 

23 p. ; 24 cm.— (House document ; no. 98-215) “Re- 
ferred to the Committee on Merchant Marine and Fisheries.” 
Distributed to some depository libraries in microfiche. “May 
7, 1984.” Includes bibliographical references. @ltem 996- 
A, 996-B (microfiche) 

1. Fishery management, International — United States. 2. 
Fishery management, International — Poland. 3. Fishery law 
and legislation — United States. 4. Fishery law and legisla- 
tion— Poland. I. United States. President (1981- : Reagan) 
II. United States. Congress. House. Committee on Merchant 
Marine and Fisheries. III. United States. Treaties, etc. 
Poland, 1976 Aug. 2. Protocols, etc., 1984 Mar. 7. IV. Title. 
V. Series: House document (United States. Congress (98th, 
2nd session : 1984). House) ; no. 98-215. OCLC 10940294 


84-19915 
Y 1.1/7:98-217 
Soviet Union 

[Treaties, etc. United States, 1976 Nov. 26. Protocols, etc. 
1984 Feb. 28] Governing international fishery agreement be- 
tween the United States and the Soviet Union : message from 
the President of the United States transmitting notification of 
the proposed extension of the governing international fishery 
agreement between the United States and the Soviet Union 
until December 31, 1985, pursuant to Public Law 94-265, 
section 203(a). — Washington : U.S. G.P.O., 1984. 

18 p. ; 24 cm.— (House document ; no. 98-217) “Re- 
ferred to the Committee on Merchant Marine and Fisheries.” 
Distributed to some depository libraries in microfiche. ‘May 
8, 1984.” @Item 996-A, 996-B (microfiche) 

1. Fishery management, International — United States. 2. 
Fishery management, International — Soviet Union. 3. Fish- 
ery law and legislation — United States. 4. Fishery law and 
legislation — Soviet Union. I. United States. President (1981- 
: Reagan) II. United States. Congress. House. Committee on 
Merchant Marine and Fisheries. III. United States. Treaties, 
etc. Soviet Union, 1976 Nov. 26. Protocols, etc. 1984 Feb. 28. 
IV. Title. V. Series: House document (United States. Con- 
gress (98th, 2nd session : 1984). House) ; no. 98-217. OCLC 
10916452 


84-19916 
¥ 1,1/7:98-219 
United States. Office of the Assistant Secretary of the Army 
(Civil Works) 

Lake Wichita, Holliday Creek, Texas : communication from 
the Assistant Secretary of the Army (Civil Works) transmit- 
ting a letter from the Chief of Engineers, Department of the 
Army, dated July 9, 1979, submitting a report together with 
accompanying papers and illustrations, on Lake Wichita, Hol- 
liday Creek, Texas ....— Washington : U.S. G.P.O., 1984. 

xxiii, 456 p. : ill., maps ; 24 cm.— (House document ; 98- 
219) “Referred to the Committee on Public Works and 
Transportation.” Distributed to some depository libraries in 
microfiche. “May 10, 1984.” @Item 996-A, 996-B (micro- 
fiche 

1. 1 An Lake (Tex.)— Floods. 2. Holliday Creek 
(Archer and Wichita Counties, Tex.)— Floods. I. United 
States. Congress. House. Committee on Public Works and 
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House Reports 


Transportation. II. Title. III. Series: House document 
(United States. Congress (98th, 2nd session : 1984). House) ; 
no. 98-219. OCLC 10919723 


84-19917 
Y 1.1/7:98-223 
United States. President (1981- : Reagan) 

Youth Employment Opportunity Wage Act of 1984 : mes- 
sage from the President of the United States transmitting a 
draft of proposed legislation to authorize an employer to pay 
a youth employment opportunity wage to a person under 20 
years of age from May through September under the Fair 
Labor Standards Act of 1938 which shall terminate on Sep- 
tember 30, 1987, and for other purposes ....— Washington : 
U.S. G.P.O., 1984. 

3 p. ; 24 cm. — (House document ; 98-223) » “Referred to 
the Committee on Education and Labor.” Distributed to 
some depository libraries in microfiche. “May 17, 1984.” 
@ltem 996-A, 996-B (microfiche) 

1. Youth — Employment — United States. 2. Summer em- 
ployment — United States. 3. Wages— United States. I. 
Reagan, Ronald. II. United States. Congress. House. Com- 
mittee on Education and Labor. III. Title. IV. Series: 
House document (United States. Congress (98th, 2nd session : 
1984). House) ; no. 98-223. OCLC 10917655 


HOUSE REPORTS 


House reports are available from the House Documents Room 
unless otherwise indicated. 


84-19918 
Y 1.1/8:98-139/pt.2 
United States. Congress. House. Committee on Energy and 
Commerce. 

Low-income home energy assistance amendments of 1984 : 
report together with minority, dissenting, and additional 
views (to accompany H.R. 2439 ... referred jointly to the 
Committee on Energy and Commerce and the Committee on 
Education and Labor) (including cost estimate of the Con- 
gressional Budget Office).—-[Washington, D.C.? : US. 
G.P.O., 1984- } 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-139, pt.2) Caption title. Description 
based on pt. 2. Distributed to some depository libraries in 
microfiche. “May 15, 1984”—Pt. 2. @ltem 1008-C, 1008-D 
(microfiche) 

1. Poor — United States — Energy assistance. . I. United 
States. Congress. House. Committee on Education and Labor. 
Il. Title. III. Series: United States. Congress (98th, 2nd ses- 


sion : 1984). House. Report ; no. 98-139/pt. 2. OCLC 
10891081 


84-19919 
Y 1,1/8:98-593/pt.2 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Arctic Research and Policy Act of 1983 : report (to accom- 
pany S. 373) (including cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

17 p. ; 24 cm. — (Rept. / 98th Congress, 2d session, House 
of Representatives ; 98-593, pt. 2) Caption title. Descrip- 
tion based on v. 2. Distributed to some depository libraries 
in microfiche. “March 16, 1984.” @Item 1008-C, 1008-D 
(microfiche) 

1. Arctic regions. 2. Earth sciences — Research — Alaska. 
3. Federal aid to research — United States. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-593, pt. 2. OCLC 10919881 
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84-19920 


Y¥ 1,1/8:98-616/pt.4 


United States. Congress. House. Committee on Agriculture. 


Water Resources Conservation, Development, and Infra- 
structure Improvement and Rehabilitation Act of 1983 : 
report together with dissenting views and additional dissent- 
ing views (to accompany H.R. 3678). — [Washington, D.C.? : 
U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-616, pt. 4) Description based on v. 4. 
Caption title. Distributed to some depository libraries in 
microfiche. “April 13, 1984.” @Item 1008-C, 1008-D 
(microfiche) 

1. Water resources development — Law and legislation — 
United States. 2. Infrastructure (Economics) — United 
States. 3. Federal aid to water resources development — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). House. Report ; no. 98-616, pt. 4. 
OCLC 10553696 


84-19921 


Y 1,1/8:98-620 


United States. Congress (98th, 2nd session : 1984). House. 


Extension of international energy program : conference 
report (to accompany H.R. 4194). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-620) Caption title. Distributed to 
some depository libraries in microfiche. ‘March 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Energy policy — United States. 2. International coop- 
eration. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). House. Report ; no. 98-620. OCLC 
10919890 


84-19922 


Y 1.1/8:98-644 


United States. Congress. House. Committee on the Judiciary. 


Controlled Substance Registrant Protection Act of 1984 : 
report together with additional views (to accompany H.R. 
5222). — [Washington, D.C.? : U.S. G.P.O., 1984] 

12 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-644) Caption title. Distribut- 
ed to some depository libraries in microfiche. “March 30, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. Burglary — United States. 2. Narcotics and crime — 
United States. 3. Robbery — United States. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-644. OCLC 10909945 


84-19923 


Y 1,1/8:98-648 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Authorizing the Secretary of the Interior to construct, op- 
erate, and maintain hydroelectric powerplants at various exist- 
ing water projects, and for other purposes : report (to accom- 
pany H.R. 4275) (including the cost estimate of the Congres- 
sional Budget Office). —[Washington, D.C.? : U.S. G.P.O., 
1984] 

33 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-648) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 3, 
1984." @ltem 1008-C, 1008-D (microfiche) 

1. Hydroelectric power plants — Northwestern States. 2. 
Hydroelectric power plants — Southwestern States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-648. OCLC 10919851 





84-19924 
Y 1,1/8;98-651 
United States. Congress (98th, 2nd session : 1984). House. 

Defense Production Act amendments of 1984 : conference 
report (to accompany S. 1852). — [Washington, D.C.? : U.S. 
G.P.O., 1984] 

10 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-651) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 5, 
1982.” @lItem 1008-C, 1008-D (microfiche) 

1. Defense contracts — United States. 2. Disarmament — 
Economic aspects— United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-651. OCLC 10909948 

84-19925 
Y 1.1/8:98-652 
United States. Congress. House. Committee on Small Business. 

White House Conference on Small Business : report (to 
accompany H.R. 5298) (including cost estimate of the Con- 
gressional Budget Office).—[Washington, D.C.? : US. 
G.P.O., 1984] 

9 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-652) Caption title. Distributed to 
some depository libraries in microfiche. “April 5, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Small business — United States — Congresses. 2. White 
House (Washington, D.C.)—Congresses. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-652. OCLC 10909956 


84-19926 
Y 1,1/8:98-653 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Establishing a state mining and mineral resources research 
institute program, and for other purposes : report (to accom- 
pany H.R. 4214) (including the cost estimate of the Congres- 
sional Budget Office). —[Washington, D.C.? : U.S. G.P.O., 
1984] 

13 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-653) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 5, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. Federal aid to research — United States. 2. Mines and 
mineral resources— United States. 3. Mineralogical  re- 
search — United States — States. 4. Mining schools and edu- 
cation — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
653. OCLC 10909959 


84-19927 
Y 1,1/8:98-655/pt.2 
United States. Congress. House. Committee on Education and 
Labor. 

Retirement Equity Act of 1984 : report together with an 
individual view (to accompany H.R. 4280 which on Novem- 
ber 2, 1983, was referred jointly to the Committee on Educa- 
tion and Labor ard Committee on Ways and Means) (includ- 
ing cost estimate of the Congressional Budget Office). — 
[Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24 cm.— (Rept. / 98th Congress, 2nd session, House 
of Representatives ; 98-655, pt. 2) Caption title. Distributed 
to some depository libraries in microfiche. ‘Committee on 
Ways and Means”—Pt. 2. “May 17, 1984”—Pt. 2. Includes 
bibliographical references. @lItem 1008-C, 1008-D (micro- 
fiche) 

1. Pensions— United States. 2. Retirement — United 
States. 3. Survivors’ benefits— United States. 4. Di- 
vorce — United States. I. United States. Congress. House. 
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Committee on Ways and Means. II. Title. III. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-655, pt. 2. OCLC 10702229 


84-19928 
Y 1,1/8:98-659 
United States. Congress. House. Committee on Ways and 
Means. 

Accelerated collection and deposit of payments to execu- 
tive agencies : report (to accompany H.R. 5355) (including 
the cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

6 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-659) Caption title. Distributed to 
some depository libraries in microfiche. “April 9, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Finance, Public— United States. 2. Bank deposits — 
United States. 3. Administrative procedure — United States. 
I, Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). House. Report ; no. 98-659. OCLC 10919894 


84-19929 
Y 1.1/8;98-670/pt.1 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

National Oceanic and Atmospheric Administration Act of 
1983 : report (to accompany H.R. 3381, which on June 21, 
1983, was referred jointly to the Committees on Merchant 
Marine and Fisheries and Science and Technology) (including 
cost estimate of the Congressional Budget Office). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984- } 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-670, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “April 10, 1984.” 
Includes bibliographical references. @lItem 1008-C, 1008-D 
(microfiche) 

1. United States. National Oceanic and Atmospheric Ad- 
ministration. I. United States. Congress. House. Committee 
on Science and Technology. II. Title. III. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-670, pt. 1. OCLC 10932373 


84-19930 
Y 1,1/8:98-679 
United States. Congress (98th, 2nd session : 1984). House. 

Domestic Volunteer Service Act amendments of 1984 : 
conference report (to accompany S. 1129). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

30 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-679) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 12, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. United States. Volunteers in Service to America — Ap- 
propriations and expenditures. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-679. OCLC 10919903 


84-19931 
Y 1,1/8:98-681 
United States. Congress. House. Committee on the Judiciary. 
Medical care recovery amendments : report (to accompany 
H.R. 4666) (including cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 
6 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-681) Caption title. Distributed to 
some depository libraries in microfiche. “April 12, 1984.” 
@item 1008-C, 1008-D (microfiche) 
1. Medical care, Cost of— United States. 2. Torts — 
United States. I. Title. II. Series: United States. Congress 
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House Reports 


(98th, 2nd session : 
OCLC 10919909 


84-19932 


1984). House. Report ; no. 98-681. 


Y 1.1/8:98-682 
United States. Congress. House. Committee on the Judiciary. 

Amending the charter of AMVETS : report (to accompany 
H.R. 4212) (including cost estimate of the Congressional 
Budget Office). —[Washington, D.C.? : U.S. G.P.O., 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-682) Caption title. Distributed to 
some depository libraries in microfiche. “April 12, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. American Veterans of World War II and Korea. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). House. Report ; no. 98-682. OCLC 10909965 


84-19933 
Y 1.1/8:98-698 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of S. 2570 : report (to 
accompany H. Res. 490).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-698) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 25, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-698. OCLC 10867827 


84-19934 


II. Series: 
1984). House. 


Y 1.1/8:98-699 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 4275 : report (to 
accompany H. Res. 491).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-699) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 25, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-699. OCLC 10867840 


84-19935 


II. Series: 
1984). House. 


Y 1,1/8:98-706 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Edwin B. Forsythe National Wildlife Refuge, designation 
of : report (to accompany H.J. Res. 537) (including cost 
estimate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O. 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-706) Caption title. Distributed to 
some depository libraries in microfiche. “April 25, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Wildlife refuges — Law and legislation — United States. 
2. Wildlife refuges—New Jersey. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-706. OCLC 10867877 


84-19936 


Y 1.1/8:98-714/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Designating certain lands in the Cherokee National Forest, 
Tenn., as wilderness areas, and to allow management of cer- 
tain lands for uses other than wilderness : report (to accompa- 
ny H.R. 4263). — [Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-714, pt. 1) Caption title. Distributed to 


Page 198 


some depository libraries in microfiche. 
@ltem 1008-C, 1008-D (microfiche) 

1. Wilderness areas — Tennessee. 2. Cherokee National 
Forest (Tenn. and N.C.) I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
714, pt. 1. OCLC 10932385 


“April 26, 1984.” 


84-19937 


Y 1,1/8:98-715 


United States. Congress. House. Committee on Interior and 


Insular Affairs. 

Providing certain authority to reduce erosion within the 
Cuyahoga Valley National Recreation Area : report (to ac- 
company H.R. 3739) (including the cost estimate of the Con- 
gressional Budget Office). — (Washington, D.C.? : USS. 
G.P.O., 1984] 

9 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-715) Caption title. Distributed to 
some depository libraries in microfiche. “April 26, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Forest reserves — United States — Recreational use. 2. 
Soil conservation — Cuyahoga Valley National Recreation 
Area (Ohio) I. Title. IE. Series: United States. Congress 
(98th, 2nd session : 1984). House. Report ; no. 98-715. 
OCLC 10932457 


84-19938 


Y 1.1/8:98-727 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of H.R. 3457 : report (to 
accompany H. Res. 493).—[Washington, D.C.? : USS. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-727) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 1, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-727. OCLC 10932389 


II. Series: 
1984). House. 


84-19939 


Y 1,1/8:98-728 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of H.R. 5167 : report (to 
accompany H. Res. 494).—[Washington, D.C.? : USS. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-728) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 1, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-728. OCLC 10932393 


84-19940 
Y 1.1/8:98-733 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Puerto Rican passenger service : report together with addi- 
tional views (to accompany H.R. 89) (including cost estimate 
of the Congressional Budget Office). — [Washington, D.C.? : 
U.S. G.P.O., 1984] 

10 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-733) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 3, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Coastwise shipping — Puerto Rico. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-733. OCLC 10932396 





84-19941 
Y 1.1/8:98-760/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Authorizing appropriations for the Department of Energy 
for certain civilian energy programs for fiscal year 1985 and 
1986, and for other purposes : report (to accompany H.R. 
5369) (including the cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984]- 

v. ; 24 cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-760, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Energy — Appropriations and 
expenditures. 2. United States — Appropriations and expend- 
itures, 1985-1986. 3. Power resources— United States. 4. 
Nuclear fission. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). House. Report ; no. 98-760, pt. 1. 
OCLC 10903534 


84-19942 
Y 1,1/8:98-764 
United States. Congress. House. Committee on the Judiciary. 

Criminal Justice Act revision of 1984 : report (to accompa- 
ny H.R. 4307) (including cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

26 p. : forms ; 24 cm.— (Report / 98th Congress, 2d 
session, House of Representatives ; 98-764) Caption title. 
Distributed to some depository libraries in microfiche. ‘May 
15, 1984.” Includes bibliographical references. @Item 
1008-C, 1008-D (microfiche) 

1. Legal assistance to the poor — United States. 2. Right 
to counsel — United States. 3. Criminal procedure — United 
States. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). House. Report ; no. 98-764. OCLC 
10909924 


84-19943 
Y 1,1/8:98-792 
United States. Congress (98th, 2nd session : 1984). House. 

Making an urgent supplemental appropriation for the fiscal 
year ending September 30, 1984, for the Department of Agri- 
culture : conference report (to accompany H.J. Res. 492). — 
[Washington, D.C.? : U.S. G.P.O., 1984] 

14 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-792) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 17, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Agriculture — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1984. I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1984). House. Report ; no. 98-792. 
OCLC 10896907 


84-19944 
Y 1,1/8:98-794/pt.1 
United States. Congress. House. Committee on Energy and 
Commerce. 

Hazardous Materials Transportation Act reauthorization : 
report (to accompany H.R. 5642 ... referred jointly to the 
Committee on Public Works and Transportation and the 
Committee on Energy and Commerce) (including cost esti- 
mate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-794,pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 21, 1984”°— 
Pt. 1. @Item 1008-C, 1008-D (microfiche) 

1. Hazardous substances — United States — Transportation. 
2. United States. Dept. of Transportation — Appropriations 
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and expenditures. 3. Hazardous substances — Transporta- 
tion — Study and teaching — United States. I. United States. 
Congress. House. Committee on Public Works and Transpor- 
tation. II. Title. III. Series: United States. Congress (98th, 


2nd session : 1984). House. Report ; no. 98-794/pt. 1. OCLC 
10910929 


84-19945 
Y 1,1/8:98-797 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5580 : report (to 
accompany H. Res. 507).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-797) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 22, 
1984.” @tem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session 
Report ; no. 98-797. OCLC 10910895 


84-19946 


Il. Series: 
: 1984). House. 


Y 1,1/8;98-798 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5290 : report (to 
accompany H. Res. 508).—([Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-798) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 22, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-798. OCLC 10910882 


84-19947 


II. Series: 
1984). House. 


Y 1.1/8:98-799 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5244 : report (to 
accompany H. Res. 509).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-799) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 22, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-799. OCLC 10910861 


II. Series: 
1984). House. 


84-19948 
Y 1,1/8:98-817 
United States. Congress. House. Committee on Energy and 
Commerce. 

Health professions and services amendments of 1984 : 
report together with minority and additional views (to accom- 
pany H.R. 5602) (including cost estimate and comparison of 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

64 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-817) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 4, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. National Health Service Corps (U.S.) — Appropriations 
and expenditures. 2. Medical personnel — United States. 3. 
Federal aid to medical education — United States. I. Title. 
Il. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-817. OCLC 10891093 
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House of Representatives 


HOUSE OF REPRESENTATIVES 1. Prisons — United States — States. 2. Prison administra- 


tion — United States — States. I. Title. OCLC 10886832 
84-19949 


Y 1.2/5:982/v.15-16 
25 nr CONSUMER PRODUCT SAFETY 
[Laws, etc.] United States code / prepared and published COMMISSION 
under authority of Title 2, U.S. code, section 285b, by the : 
Office of the Law Revision Counsel of the House of Repre- Washington, DC 20207 
sentatives. Washington : The Office : For sale by the Supt. of 84-19952 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Y 3.C 76/3:2 C 43/6 
Washington, D.C. 20402 ‘ es i" 
ove ~ es Protect your child. — Washington, D.C. : U.S. Consumer Prod- 
Every aa years uct Safety Commission : [For sale by the Supt. of Docs., U.S. 
$550.00 (U.S., includes 25 vols. set, but excludes supple- G.P.O., 1984?] ‘ 
ments) $687.50 (foreign) single copies vary in price 1 folded sheet (6 p.) : ill.; 23 x 10cm. @lItem 1062-C S/ 
Began with 1940. “Containing the general and permanent N 052-011-00244-5 @ GPO $1.25 
laws of the United States.” Issues prior to 1976 were 1. Children — Care and hygiene — United States. 2. Home 
classed: Y 4.J 89/1:Un 3/3/ 1982 ed., vols. 15-16. Descrip- accidents — United States — Prevention. I. U.S. Consumer 
tion based on: 1982 ed. Contents: v. 15. Title 42. The public Product Safety Commission. OCLC 10942064 
health and welfare, sections 1-1980 — v. 16. The public health 
and welfare, section 1981-end. Kept up to date between edi- 84-19953 
tions by annual cumulative supplements issued at the close of Y 3.C 76/3:2 P 75/9 
= — ve ee i by ha emma hg U.S. Consumer Product Safety Commission poison lookout 
evision of the Laws, ; by the Committee on the Judici- ag Je : : 
ary of the House of Representatives, 1946-1970; by the Office pw Wanna SS eo ee eo 
ba y Commission, 1984. 
of the Law Revision Counsel of the House of Representa- Scdhiee 40 . 28 Caption title. @I 1062-C 
tives, 1976- @lItem 991 S/N 052-001-81001-5 Continues: SS ee See wee eee 
United States. Laws, etc. Code of the laws of the United 1. Poisons — Safety measures. I. U.S. Consumer Product 
States of America of a general and permanent character 1926- Safety Commission. II. Title: US Consumer Product Safety 
34 Commission poison lookout checklist. OCLC 10933000 
1. Law — United States — Periodicals. I. United States. 
Congress. House. Office of the Law Revision Counsel. II. 84-19954 
United States. Congress. House. Committee on the Judiciary. ¥ 3.C 76/3:2 01 1 
III. United States. Congress. House. Committee on Revision Safety for older consumers : a consumer product safety commis- 


of the Laws. IV. Title. OCLC 02368380 sion pilot program. — Washington, D.C. : Consumer Product 
Safety Commission, [19847] 
ADVISORY COUNCIL ON SOCIAL 2 p.:1 form; 28cm. @Item 1062-C 
SECURITY 1. Aged— United States— Dwellings. 2. Home acci- 
Baltimore, MD 21235 dents — United States — Prevention. 3. Safety education — 
United States. I. U.S. Consumer Product Safety Commis- 
sion. OCLC 10905788 


84-19950 
Y 3.Ad 9/3:R 29/982 
United States. Advisory Council on Social Security (1982) 84-19955 


Medicare benefits and financing : report of the 1982 Advi- Y 3.C 76/3:8 Ac 2 
sory Council on Social Security. — [Washington, D.C.] : The 


6674), s ” : ti - 
Council : (For sede by the:Bupt. of Dion; US. GEOL 66 nw Ome | 9 commen: poten ee See oe 


riculum resource guide for teachers of grades 3 through 6. — 
ix, 310 p. : ill. ; 28cm. Cover title. Spine title: Report of Washington, D.C. : U.S. Consumer Product Safety Commis- 

the 1982 Advisory Council on Social Security. Includes bib- ath, Tyee. : P 
liographical references. @lItem 1049-1 S/N 017-060-00153-4 119 p. : ill., forms ; 28 cm. Cover title. @Item 1062-C-6 
@GPO $9.50 1. Safety education — United States. 2. Product safety — 
1. Medicare. I. Title: Report of the 1982 Advisory Coun- Study and teaching (Elementary) — United States. 3. Chil- 
cil on Social Security. OCLC 10687142 dren’s accidents — United States — Prevention. 4. Consumer 
education — United States. I. U.S. Consumer Product Safety 

ADVISORY COMMISSION ON Commission. OCLC 10802674 
INTERGOVERNMENTAL RELATIONS 


Washington, DC, 20575 FEDERAL ELECTION COMMISSION 


84-19951 Washington, DC 20463 
Y 3.Ad 9/8:2 J 19 
United States. Advisory Commissio Int - +e 
ie y nm on Intergovernmental Re Y 3.El 2/3:2 C 76/3/984 
Jails : intergovernmental dimensions of a local problem: a Contributions. — [Washington, D.C.?] : Federal Election Com- 
commission report / Advisory Commission on Intergovern- mission, [1984] 
mental Relations. — Washington, DC : The Commission, 1 folded sheet (8 p.) : ill. (some col.) ; 22 x 8 cm. ‘March 
1984. 1984.” @Item 1091-A 
xiv, 247 p. : ill. ; 28 cm. “May 1984.” Includes biblio- 1. Campaign funds — United States. I. United States. Fed- 
graphical references. “A-94." @ltem 1049-D eral Election Commission. OCLC 10942076 
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INTERNATIONAL JOINT COMMISSION, 
CANADA-UNITED STATES CANADA-UNITED 
STATES 
Washington, DC 20440 


84-19957 
Y 3.In 8/28:10/980/app. 

1980 report on Great Lakes water quality : appendix : report to 
the International Joint Commission. — Windsor, Ont. : Great 
Lakes Water Quality Board, [1980] 

vii, 82 p. : ill, maps ; 28 cm. “Presented November 12, 
1980, Toronto, Ontario.” Distributed to depository libraries 
in microfiche. @lItem 1061-F-2 (microfiche) 

1. Water quality — Great Lakes. I. International Joint 
Commission. Great Lakes Regional Office. II. Great Lakes 
Water Quality Board. III. Title: Report on Great Lakes 
water quality. OCLC 08391149 


84-19958 
Y 3.1n 8/28:10/981/app. 

1981 report on Great Lakes water quality : appendix : Great 
Lakes surveillance : report to the International Joint Commis- 
sion. — Windsor, Ont. : Great Lakes Water Quality Board, 
[1981] 

xii, 174 p. : ill., maps ; 28 cm. Distributed to depository 
libraries in microfiche. “November 1981.” Bibliography: p. 
169-172. @lItem 1061-F-2 (microfiche) 

1. Water quality — Great Lakes. I. International Joint 
Commission. Great Lakes Regional Office. II. Great Lakes 
Water Quality Board. III. Title: Report on Great Lakes 
water quality. OCLC 10859927 


84-19959 
Y 3.In 8/28:10/981/app.-2 
1981 report on Great Lakes water quality : appendices : report 
to the International Joint Commission.— Windsor, Ont. : 
Great Lakes Water Quality Board, [1981] 

1 v. (various pagings) : ill. ; 28 cm. “Presented November 
1981, Cleveland, Ohio.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. @lItem 
1061-F-2 (microfiche) 

1. Water quality— Great Lakes. I. International Joint 
Commission. Great Lakes Regional Office. II. Great Lakes 
Water Quality Board. III. Title: Report on Great Lakes 
water quality. OCLC 10859968 


84-19960 
Y 3.1n 8/28:12/980/app. 

1980 Annual report : a perspective on the problem of hazardous 
substances in the Great Lakes Basin ecosystem : appendix, 
background reports : report to the International Joint Com- 
mission. — Windsor, Ont. : Great Lakes Science Advisory 
Board, [1980] 

1 v. (various pagings) : ill, 1 map ; 28 cm. “Presented 
November 13, 1980, Toronto, Ontario.” Distributed to de- 
pository libraries in microfiche. Includes bibliographies. 
@ltem 1061-F-2 (microfiche) 

1. Water quality— Great Lakes. I. International Joint 
Commission. Great Lakes Regional Office. II. Great Lakes 
Science Advisory Board. III. Title: A perspective on the 
problem of hazardous substances in the Great Lakes Basin 
ecosystem. OCLC 10859964 
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84-19961 


Y 3.1n 8/28:12/982/app. 

: Great Lakes Re- 
search Review : report to the International Joint Commis- 
sion. — Windsor, Ont. : Great Lakes Science Advisory Board, 
[1982] 

iii, 270 p. ; 28 cm. Distributed to depository libraries in 
microfiche. “November 1982.” @lItem 1061-F-2 (micro- 
fiche) 

1. Water quality — Great Lakes. I. International Joint 
Commission. Great Lakes Regional Office. II. Great Lakes 
Science Advisory Board. III. Title: Great Lakes Research 
Review. OCLC 10859923 


NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 


84-19962 
Y 3.N 88:10/0675/supp.22 
U.S. Nuclear Regulatory Commission. Office of Nuclear Reac- 
tor Regulation. 

Safety evaluation report related to the operation of Diablo 
Canyon Nuclear Power Plant, Units 1 and 2 : docket nos. 50- 
275 and 50-323, Pacific Gas and Electric Company. — Wash- 
ington, D.C. : U.S. Nuclear Regulatory Commission, Office 
of Nuclear Reactor Regulation, [1984] 

1 v. (various pagings) : ill. ; 28 cm. Distributed to deposi- 
tory libraries in microfiche. “March 1984.” “NUREG- 
0675, supplement no. 22.” @Item 1051-H-2 (microfiche) 

1. Atomic power-plants — California — San Luis Obispo 
County — Safety measures. 2. Nuclear reactors — Califor- 
nia — San Luis Obispo County — Safety measures. I. Title. 
OCLC 10936852 


84-19963 
Y 3.N 88:10/0776/supp.7 

Safety evaluation report related to the operation of Susquehanna 
Steam Electric Station, Units 1 and 2, docket nos. 50-387 and 
50-388 : Pennsylvania Power & Light Company, Allegheny 
Electric Cooperative, Inc. — Washington, D.C. : U.S. Nuclear 
Regulatory Commission, Office of Nuclear Reactor Regula- 
tion, [1984] 

1 v. (various pagings) ; 28 cm. March 1984 - May 1984. 
Running title: Susquehanna SSER 7. Distributed to deposi- 
tory libraries in microfiche. “May 1984.” “NUREG-0776, 
supplement no. 7.” @lItem 1051-H-2 (microfiche) 

1. Atomic power-plants — Pennsylvania — Design and con- 
struction. 2. Nuclear facilities — Pennsylvania. 3. Atomic 
power-plants — Pennsylvania — Safety measures. 4. Nuclear 
reactors — Pennsylvania — Safety measures. I. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Reactor Regula- 
tion. II. Title: Susquehanna SSER 7. OCLC 10936970 


84-19964 
Y 3.N 88:10/0853/supp.3 

Safety evaluation report related to the operation of Clinton 
Power Station, Unit no. 1, docket no. 50-461 : Illinois Power 
Company, et al. — Washington, D.C. : U.S. Nuclear Regula- 
tory Commission, Office of Nuclear Reactor Regulation, 
1984 
1 Cn (various pagings) : ill. ; 28 cm. Running title: Clinton 
SSER 3. Distributed to depository libraries in microfiche. 
“May 1984.” Bibliography: p. 1 (11th group) “NUREG- 
0853, supplement no.3.” @Item 1051-H-2 (microfiche) 

1. Atomic power-plants — Illinois — Design and construc- 
tion. 2. Nuclear facilities— Illinois. 3. Atomic power- 
plants — Illinois — Safety measures. 4. Nuclear reactors — 
Illinois — Safety measures. I. U.S. Nuclear Regulatory 
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Commission. Office of Nuclear Reactor Regulation. II. 
Title: Clinton SSER 3. OCLC 10928511 


84-19965 


Y 3.N 88:10/0989 
U.S. Nuclear Regulatory Commission. Office of Nuclear Reac- 
tor Regulation. 

Safety evaluation report related to the operation of River 
Bend Station : docket no. 50-458, Gulf States Utilities Compa- 
ny, Cajun Electric Power Cooperative. — Washington, D.C. : 
U.S. Nuclear Regulatory Commission, Office of Nuclear Re- 
actor Regulation, [1984] 

1 v. (various pagings) : ill., maps ; 28 cm. Running title: 
River Bend SER. Distributed to depository libaries in 
microfiche. “May 1984.” Bibliography: p. 1-13 (26th 
group) “NUREG-0989.” @lItem 1051-H-2 (microfiche) 

1. Atomic power-plants — Louisiana — Safety measures. 2. 
Nuclear facilities — Louisiana — Safety measures. I. Title. 
II. Title: River Bend SER. OCLC 10936843 


84-19966 


Y 3.N 88:10/1028 
U.S. Nuclear Regulatory Commission. Region III. Division of 
Radiological and Materials Safety Programs. 

Ruptured cesium-137 well-logging source at Shelwell Serv- 
ices, Inc., Hebron, Ohio. — Glen Ellyn, IL : Region III, Divi- 
sion of Radiological and Materials Safety Programs, U.S. 
Nuclear Regulatory Commission, 1984. 

1 v. (various pagings) : ill. ; 28 cm. Sept. 13, 1983 to Oct. 
5, 1983. Distributed to depository libraries in microfiche. 
“Date published: April 1984.” Includes bibliographical refer- 
ences. @Item 1051-H-2 (microfiche) 

1. Cesium — Effect of radiation on. 2. Nuclear reactors — 
Ohio — Accidents — 1983. I. Title. OCLC 10936914 


84-19969 


Y 3.N 88:11/17 


U.S. Nuclear Regulatory Commission. Division of Technical 


Information and Document Control. 

{Nuclear Regulatory Commission issuances (1979)] Nucle- 
ar Regulatory Commission issuances : opinions and decisions 
of the Nuclear Regulatory Commission with selected orders / 
prepared by the Division of Technical Information and Docu- 
ment Control, Office of Administration, U.S. Nuclear Regula- 
tory Commission. Washington, D.C. : The Division : Avail- 
able from NRC/GPO Sales Program, Division of Technical 
Information and Document Control, U.S. Nuclear Regulatory 
Commission, 1982- NRC/GPO Sales Program, Division of 
Technical Information and Document Control, U.S. Nuclear 
Regulatory Commission, Washington, D.C. 20555 

v. ; 24cm. 

Semiannual 

Vol. 9 (Jan.-June 1979)- Vol. 17, Jan. 1-June 30, 1983. 
Cumulation of the monthly: U.S. Nuclear Regulatory Com- 
mission. Division of Technical Information and Document 
Control. Nuclear Regulatory Commission issuances (1981). 
@ltem 1051-J Continues: U.S. Nuclear Regulatory Commis- 
sion. Division of Rules and Records. Nuclear Regulatory 
Commission issuances (semiannual) 

1. Atomic power — Law and legislation — United States — 
Cases. 2. U.S. Nuclear Regulatory Commission — Periodi- 
cals. I. U.S. Nuclear Regulatory Commission. Division of 
Technical Information and Document Control. Nuclear Regu- 
latory Commission issuances (1981). II. Title. PAR 82- 
643480 OCLC 08247375 


84-19970 
84-19967 Y 3.N 88:25/2506 


Y 3.N 88:10/1065 Kocher, David C. 


Emeigh, C. W. 


Acceptance criteria for the low enriched uranium reform 
amendments / C.W. Emeigh, G.E. Gundersen, C.J. 
Withee. — Washington, D.C. : Division of Safeguards, Office 
of Nuclear Material Safety and Safeguards, U.S. Nuclear Reg- 
ulatory Commission, 1984. 

1 v. (various pagings) ; 28 cm. Distributed to depository 
libraries in microfiche. “Date published: May 1984.” Bibli- 
ography: p. R.1. “NUREG-1065.” @Item  1051-H-2 
(microfiche) 

1. Uranium. 2. Nuclear fuels — United States. 3. Nuclear 
facilities — Licenses — United States. I. Gundersen, G. E. 
II. Withee, C. J. III. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Material Safety and Safeguards. Division of 
Safeguards. IV. Title. OCLC 10905728 


84-19968 


Y 3.N 88:10/1066 
Thoma, J. O. (John O.) 

Comparison of implementation of selected TMI action plan 
requirements on operating plants designed by. Babcock & 
Wilcox / J.O. Thoma. — Washington, D.C. : Division of Li- 
censing, Office of Nuclear Reactor Regulation, U.S. Nuclear 
Regulatory Commission, 1984. 

viii, 186 p. : ill. ; 28cm. Distributed to depository libraries 
in microfiche. “Date published: May 1984.” “NUREG- 
1066." @ltem 1051-H-2 (microfiche) 

1. Nuclear facilities — Licenses— United States. 2. 
Atomic power-plants — Licenses — United States. I. U.S. 
Nuclear Regulatory Commission. Office of Nuclear Reactor 
Regulation. Division of Licensing. II. Title. OCLC 
10918812 
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Uncertainties in geologic disposal of high-level wastes : 
groundwater transport of radionuclides and radiological con- 
sequences / D.C. Kocher, A.L. Sjoreen, C.S. Bard ; prepared 
for the U.S. Nuclear Regulatory Commission, Office of Nu- 
clear Regulatory Research, under interagency agreement 
DOE 40-550-75 ; prepared by Oak Ridge National Laborato- 
ry, Health and Safety Research Division. — Washington, DC 
: The Commission : Available from GPO Sales Program, 
Division of Technical Information and Document Control, 
U.S. Nuclear Regulatory Commission ; Springfield, Va. : Na- 
tional Technical Information Service, 1983. 

xiv, 214 p.: ill. ; 28cm. Topical. Distributed to deposito- 
ry libraries in microfiche. ‘Date published: July 1983.” In- 
cludes bibliographical references. Contract No.: W-7405- 
eng-26, NRC FIN no. A9041. “NUREG/CR-2506.” 
“ORNL-5838.” @ltem 1051-H-11 (microfiche) 

1. Radioisotopes in geology. 2. Groundwater flow — 
United States. I. Sjoreen, A. L. II. Bard, C. S. Il. US. 
Nuclear Regulatory Commission. Office of Nuclear Regulato- 
ry Research. IV. Oak Ridge National Laboratory. Health 
and Safety Research Division. V. Title. OCLC 10523753 
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Y 3.N 88:25/2552 

CRAC2 model description / L.T. Ritchie ... [et al.] ; prepared 
for Division of Risk Analysis, Office of Nuclear Regulatory 
Research, U.S. Nuclear Regulatory Commission under memo- 
randum of understanding DOE 40-550-75 ; [prepared by 
Sandia National Laboratories for the United States Depart- 
ment of Energy]. — Washington, D.C. : The Division : Avail- 
able from GPO Sales Program, Division of Technical Infor- 
mation and Document Control, U.S. Nuclear Regulatory 
Commission ; Springfield, Va. : Available from National 
Technical Information Service, 1984. 

1 v. (various pagings) : ill. ; 28 cm. Distributed to deposi- 
tory libraries in microfiche. ‘Date published: March 1984.” 
Includes bibliographical references. “NUREG/CR-2552.” 
“SAND82-0342.” Contract No.: NRC FIN no. A-1042. 
Contract No.: DE-AC04-76DP00789. @lItem 1051-H-11 
(microfiche) 

1. Nuclear reactors — United States — Safety measures — 
Data processing. 2. Nuclear reactors — Environmental as- 
pects — United States — Data processing. I. Ritchie, L. T. 
(Lynn T.) II. U.S. Nuclear Regulatory Commission. Divi- 
sion of Risk Analysis. III. Sandia National Laboratories. 
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84-19974 


Y 3.N 88:25/2955 


Spitz, H. B. 


Analysis of uranium urinalysis and in vivo measurement 
results from eleven participating uranium mills / prepared by 
H.B. Spitz, J.C. Simpson, T.L. Aldridge ; prepared for Divi- 
sion of Radiation Programs and Earth Sciences, Office of 
Nuclear Regulatory Research, U.S. Nuclear Regulatory Com- 
mission. — Washington, D.C. : The Division, 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. “Pacific North- 
west Laboratory.” Distributed to depository libraries in 
microfiche. “Date published: May 1984.” Bibliography: p. 
36-37. “NUREG/CR-2955.” ‘“PNL-4550.” Contract No.: 
NRC FIN B2283. @lItem 1051-H-11 (microfiche) 

1. Radioactive tracers in physiology. 2. Urine — Analysis. 
3. Uranium. I. Simpson, J.C. II. Aldridge, T. L. III. U.S. 
Nuclear Regulatory Commission. Office of Nuclear Regulato- 
ry Research. Division of Radiation Programs and Earth Sci- 
ences. IV. Pacific Northwest Laboratory. V. Title. 
OCLC 10941383 


84-19975 


Y 3.N 88:25/2957 


IV. Title: C.R.A.C. two model description. OCLC 10864829 
84-19972 


Measurements of gamma-ray dose from a moderated 252Cf 
source / prepared by J.C. McDonald ... [et al.] ; prepared for 
Division of Facility Operations, Office of Nuclear Regulatory 
Research, U.S. Nuclear Regulatory Commission. — Washing- 
ton, D.C. : The Division, 1983. 


Y 3.N 88:25/2613 

Identification of characteristics which influence repository 
design : domal salt / prepared by G. Rawlings ... [et al.] ; o "Gane bbtis 
prepared for Division of Waste Management, Office of Nucle- L Me 13, 1 P- i Se ny — 1982. Bye Northwest 
ar Material Safety and Safeguards, U.S. Nuclear Regulatory ST. Lanes tO Capceey Saas i SarD 
Commission. — Washington, D.C. : The Division, 1984. fiche. Bibliography: p. 12-13. “NUREG/CR-2957. 
xix, 151 p. : ill., maps ; 28cm. Final report (Task 1). June, PNL-4590. . Contract No.: NRC FIN B2460. @lItem 
1981 - March, 1982. “Golder Associates.” Distributed to 1051-H-11 (microfiche) wea 
depository libraries in microfiche. ‘Date published: April 1. Gamma rays— Measurement. I. McDonald, J. C. 
1984.” Bibliography: p. 145-151. “NUREG/CR-2613.” (Joseph C.), 1942- II. U.S. Nuclear Regulatory Commission. 


Contract No.: NRC FIN B6983. Contract No.: NRC 02-81- 
037. @lItem 1051-H-11 (microfiche) 

1. Salt domes — Louisiana. 2. Salt domes — Mississippi. 
3. Radioactive waste disposal in the ground — Louisiana. 4. 
Radioactive waste disposal in the ground — Mississippi. I. 
Rawlings, G. (Graham), 1938- II. U.S. Nuclear Regulatory 
Commission. Division of Waste Management. III. Golder 
Associates. OCLC 10936831 


84-19973 


Y 3.N 88:25/2940 


Greene, Sherrell R. 


Realistic simulation of severe accidents in BWRs : comput- 
er modeling requirements / Sherrell R. Greene ; prepared for 
the U.S. Nuclear Regulatory Commission, Office of Nuclear 
Regulatory Research under interagency agreements DOE 40- 
551-75 and 40-552-75 ; prepared by the Oak Ridge National 
Laboratory. — Washington, D.C. : The Office : Available 
from GPO Sales Program, Division of Technical Information 
and Document Control, U.S. Nuclear Regulatory Commission 
; Springfield, Va. : Available from National Technical Infor- 
mation Service, U.S. Dept. of Commerce, 1984. 

xvi, 220 p. : ill. ; 28 cm. At head of title: Engineering 
Technology Division. Distributed to depository libraries in 
microfiche. ‘Date published: April 1984.” Includes biblio- 
graphical references. “NUREG/CR-2940.” “ORNL/TM- 
8517.” Contract No.: NRC FIN no. B0452. Contract No.: 
W-7405-eng-26. @lItem 105I-H-ll (microfiche) 

1. Boiling water reactors — Safety measures — Data proc- 
essing. 2. Nuclear facilities — United States — Safety meas- 
ures — Data processing. 1. U.S. Nuclear Regulatory Com- 
mission. Office of Nuclear Regulatory Research. II. Oak 
Ridge National Laboratory. Engineering Technology Divi- 
sion. Ill. Title. OCLC 10941431 


Office of Nuclear Regulatory Research. Division of Facility 
Operations. III. Pacific Northwest Laboratory. OCLC 
10921656 


84-19976 


Y 3.N 88:25/2989 


Battle, R. E. 


Reliability of emergency AC power systems at nuclear 
power plants / prepared by R.E. Battle, D.J. Campbell ; 
prepared for Division of Safety Technology, Office of Nucle- 
ar Reactor Regulation, U.S. Nuclear Regulatory Commis- 
sion. — Washington, D.C. : The Division, 1983. 

xiv, 379 p. : ill, forms ; 28 cm. “Oak Ridge National 
Laboratory.” Distributed to depository libraries in micro- 
fiche. ‘Date published: July 1983.” Includes bibliograph- 
ical references. “NUREG/CR-2989.” “ORNL/TM-8545.” 
Contract No.: NRC FIN BO0744. @lItem 1051-H-11 (micro- 
fiche) 

1. Atomic power-plants — United States — Safety measures. 
2. Nuclear reactors — United States — Safety measures. I. 
Campbell, D. J. II. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Reactor Regulation. Division of Safety 
Technology. III. Title. IV. Title: Reliability of emergency 
A.C. power systems at nuclear power plants. OCLC 
10937136 


84-19977 


Y 3.N 88:25/3023 


Tarbell, W. W. 


Molten thermite teeming into an iron oxide particle bed / 
W.W. Tarbell, R.E. Blose, F.E. Arellano ; prepared for Divi- 
sion of Reactor Safety Research, Office of Nuclear Regulato- 
ry Research, U.S. Nuclear Regulatory Commission under 
memorandum of understanding DOE 40-550-75 ; [prepared by 
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Sandia National Laboratories for the United States Depart- 
ment of Energy under contract DE-AC04-76DP00789]. — 
Washington, D.C. : The Division : Available from GPO 
Sales Program, Division of Technical Information and Docu- 
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Document Control, U.S. Nuclear Regulatory Commission ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, 1983. 

xiii, 146 p. : ill., forms ; 28cm. At head of title: Engineer- 
ing Physics Division. “Performed for U.S. Nuclear Regula- 
tory Commission under DOE interagency agreement 40-551- 
75." Distributed to depository libraries in microfiche. 
“Date published: June 1983.” Includes bibliographical refer- 
ences. “NUREG/CR-3123.”  “ORNL/TM-8626.” 

Contract No.: NRC FIN no. BO0421-8, Project No.: 40X- 
40432C. Contract No.: W-7405-eng-26. @lItem 1051-H-11 
(microfiche) 

1. Atomic power-plants — United States — Safety measures. 
2. Atomic workers — United States— Safety measures. I. 
Crowe, D. S. II. Oak Ridge National Laboratory. Engineer- 
ing Physics Division. III. U.S. Nuclear Regulatory Commis- 
sion. OCLC 10918792 


84-19980 


Y 3.N 88:25/3175 
Morris, F. A. 


Institutional implications of establishing safety goals for nu- 
clear power plants / prepared by F.A. Morris, R.L. Hooper ; 


Page 204 


annual progress report for period ending ... / [Oak Ridge 
National Laboratory], Metals and Ceramics Division ; pre- 
pared for the U.S. Nuclear Regulatory Commission, Office of 
Nuclear Regulatory Research. Washington, D.C. : The Office 
: Available from GPO Sales Program, Division of Technical 
Information and Document Control, U.S. Nuclear Regulatory 
Commission ; Springfield, Va. : Available from National 
Technical Information Service, GPO Sales Program, Divi- 
sion of Technical Information and Document Control, U.S. 
Nuclear Regulatory Commission, Washington, D.C., 20555 
National Technical Information Service, 5285 Port Royal Rd., 
Springfield, Va. 22161 

v. : ill. ; 28 cm. 

Annual “NUREG/CR-3200, v. 4’; “ORNL/TM-8796/ 
v4” “Interagency agreement DOE 40-551-75”; “NRC FIN 
no. B0417” “Contract no. DE-AC05-840R21400” Dec. 31. 
1983. Description based on: Dec. 31, 1980. Vols. for (1981- 
) distributed to depository libraries in microfiche. @Item 
1051-H-11 (microfiche) 

1. Eddy currents (Electric) — Instruments — Periodicals. 
2. Steam-pipes — Testing — Periodicals. I. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Regulatory Re- 
search. II. Oak Ridge National Laboratory. Metals and Ce- 
ramics Division. OCLC 08352884 


84-19982 


Y 3.N 88:25/3218 


Roberds, W. 


Evaluation of engineering aspects of backfill placement for 
high level nuclear waste (HLW) deep geologic repositories / 
prepared by W. Roberds, J. Kleppe, L. Gonano ; prepared for 
Division of Waste Management, Office of Nuclear Material 
Safety, U.S. Nuclear Regulatory Commission. — Washington, 
D.C. : The Division, 1984. 

1 v. (various pagings) : ill. ; 28 cm. Final report (Task 5). 
June 1981 - February 1983. “Golder Associates.” Distribut- 
ed to depository libraries in microfiche. “Date published: 
April 1984.” Includes bibliographies. “NUREG/CR-3218.” 
Contract No.: NRC FIN B6983. @lItem 1051-H-11 (micro- 
fiche) 

1. Radioactive waste disposal in the ground — United 
States. 2. Mine filling. I. Kleppe, J. II. Gonano, L. III. 
U.S. Nuclear Regulatory Commission. Division of Waste 
Management. IV. Golder Associates. V. Title. OCLC 
10936862 





84-19983 
Y¥ 3.N 88:25/3305 
Comparison of BEACON and COMPARE reactor cavity sub- 
compartment analyses / prepared by M.W. Burkett ... [et al.] ; 
prepared for Division of Systems Integration, Office of Nu- 
clear Reactor Regulation, U.S. Nuclear Regulatory Commis- 
sion. — Washington, D.C. : The Division, 1984. 

51 p. : ill. ; 28 cm. “Los Alamos National Laboratory.” 
Distributed to depository libraries in microfiche. ‘Date pub- 
lished: April 1984.” Includes bibliographical references. 
“NUREG/CR-3305.” “LA-9776-MS.” Contract No.: NRC 
FIN A7265. @ltem 1051-H-11 (microfiche) 

1. Nuclear reactors — United States — Safety measures — 
Mathematical models. 2. Pressurized water reactors — 
Safety measures — Mathematical models. I. Burkett, M. W. 
II. U.S. Nuclear Regulatory Commission. Office of Nuclear 
Reactor Regulation. Division of Systems Integration. III. 
Los Alamos National Laboratory. IV. Title: Comparison of 
B.E.A.C.O.N. and C.O.M.P.A.R.E. reactor cavity subcom- 
partment analyses. OCLC 10874436 


84-19984 
Y 3.N 88:25/3350 
Rausch, W. N. 

LOCA simulation in the national research universal reactor 
program : postirradiation examination results for the third 
materials experiment (MT-3) / prepared by W.N. Rausch ; 
prepared for Division of Accident Evaluation, Office of Nu- 
clear Regulatory Research, U.S. Nuclear Regulatory Com- 
mission. — Washington, D.C. : The Division, 1984. 

xix, 51, 6 p. : ill. ; 28 cm. “Pacific Northwest Laborato- 
ry.” “Date published: April 1984.” Bibliography: p. 51. 
“NUREG/CR-3350.” “PNL-4933.” Contract No.: NRC 
FIN B2277. @ltem 1051-H-11 (microfiche) 

1. Pressurized water reactors — Loss of coolant. 2. Nucle- 
ar fuel rods— Testing. 3. Light water reactors — United 
States — Accidents. 4. Thermal stresses. I. U.S. Nuclear 
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(ESF) systems : data base assessment and suggested experi- 
mental program / prepared by F.R. Zaloudek, A.K. Postma, 
W.K. Winegardner ; prepared for Division of Engineering 
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Division, 1984. 
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Regulatory Research. Division of Engineering Technology. 
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prepared for Division of Engineering Technology, Office of 
Nuclear Regulatory Research, U.S. Nuclear Regulatory Com- 
mission. — Washington, D.C. : The Division, 1984. 

ix, 92 p.: ill.; 28cm. “U.S. David W. Taylor Naval Ship 
Research and Development Laboratory.” Distributed to de- 
pository libraries in microfiche. “Date published: April 
1984.” Includes bibliographical references. “NUREG/CR- 
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(microfiche) 

1. Pipe, Steel— Testing. 2. Nuclear reactors — United 
States — Pipe lines — Testing. I. Vassilaros, M. G. II. U.S. 
Nuclear Regulatory Commission. Office of Nuclear Regulato- 
ry Research. Division of Engineering Technology. III. 
David W. Taylor Naval Ship Research and Development 
Center Annapolis Laboratory. OCLC 10864490 


84-20026 
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monen ; prepared for Division of Engineering Technology, 
Office of Nuclear Regulatory Research, U.S. Nuclear Regula- 
tory Commission. — Washington, D.C. : The Division, 1984. 


vi, 20 p. : ill. ; 28 cm. “Pacific Northwest Laboratory.” 
Distributed to depository libraries in microfiche. ‘Date pub- 
lished: May 1984.” Bibliography: p. 18-20. “NUREG/CR- 
3743.” “PNL-5062.” Contract No.: NRC FIN  B2289. 
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ar Regulatory Commission. Office of Nuclear Regulatory Re- 
search. Division of Engineering Technology. II. Pacific 
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An evaluation of manual ultrasonic inspection of cast stain- 
less steel piping / prepared by T.T. Taylor ; prepared for 
Division of Engineering Technology, Office of Nuclear Regu- 
latory Research, U.S. Nuclear Regulatory Commission. — 
Washington, D.C. : The Division, 1984. 
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“NUREG/CR-3753.” “PNL-5070." Contract No.: NRC 
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ry Research. Division of Engineering Technology. II. Pacif- 
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84-20028 
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mann ; prepared for Division of Engineering, Office of Nucle- 
ar Reactor Regulation, U.S. Nuclear Regulatory Commis- 
sion. — Washington, D.C. : The. Division, 1984. 

vii, 88 p. : ill, maps ; 28 cm. “Department of Earth and 
Atmospheric Sciences, Saint Louis University, under contract 
to Lawrence Livermore National Laboratory.” Distributed 
to depository libraries in microfiche. ‘Date published: April 
1984.” Includes bibliographies. “NUREG/CR-3755.” 
“UCRL-15594.” Contract No.: NRC FIN A0406, Project 
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na. I. Rodriquez, R. (Rene) II. Herrmann, Robert B. III. 
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actor Regulation. Division of Engineering. IV. St. Louis 
University. Dept. of Earth and Atmospheric Sciences. V. 
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Seismic hazard characterization of the eastern United States : 


methodology and interim results for ten sites / prepared by 
D.L. Bernreuter ... [et al.] ; prepared for Division of Health, 
Siting, and Waste Management, Office of Nuclear Regulatory 
Research, Division of Engineering, Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission. — Wash- 
ington, D.C. : The Division of Health, Siting, and Waste 
Management, Office of Nuclear Regulatory Research : Divi- 
sion of Engineering, Office of Nuclear Reactor Regulation, 
U.S. Nuclear Regulatory Commission, 1984. 

1 v. (various pagings) : ill, maps ; 28 cm. “Lawrence 
Livermore National Laboratory.” Distributed to depository 
libraries in microfiche. “Date published: April 1984.” In- 
cludes bibliographies. “NUREG/CR-3756.” “UCRL- 
53527.” Contract No.: NRC FIN A0390. Contract No.: 
NRC FIN A0428. @lItem 1051-H-11 (microfiche) 

1. Earthquakes and atomic power-plants — Safety measures. 
I. Bernreuter, D. L. II. U.S. Nuclear Regulatory Commis- 
sion. Office of Nuclear Regulatory Research. Division of 
Health, Siting, and Waste Management. III. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Reactor Regula- 
tion. Division of Engineering. IV. Lawrence Livermore Na- 
tional Laboratory. OCLC 10936904 
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MacGorman, D. R. 
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Gorman, M.W. Maier, W.D. Rust ; prepared for Division of 
Health, Siting and Waste Management, Office of Nuclear 
Regulatory Research, U.S. Nuclear Regulatory Commis- 
sion. — Washington, D.C. : The Division, 1984. 
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Laboratory, Environmental Research Laboratories, National 
Oceanic and Atmospheric Administration.” Distributed to 
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1984.” Includes bibliographical references. “NUREG/CR- 
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storm forecasting — United States. I. Maier, M. W. (Michael 
W.) II. Rust, W. D. III. U.S. Nuclear Regulatory Commis- 
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Health, Siting, and Waste Management. IV. National Severe 
Storms Laboratory. V. Title. OCLC 10941376 
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Buschbach, T. C. (Thomas Charles), 1923- 

New Madrid Seismotectonic Study : activities during fiscal 
year 1982 / prepared by T.C. Buschbach ; prepared for Divi- 
sion of Health, Siting and Waste Management, Office of Nu- 
clear Regulatory Research, U.S. Nuclear Regulatory Com- 
mission. — Washington, D.C. : The Division, 1984. 

xiii, 166 p. : ill., maps ; 28 cm. October 1981 to September 
1982. “Saint Louis University.” Distributed to depository 
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1051-H-11 (microfiche) 
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ry Research. Division of Health, Siting, and Waste Manage- 
ment. II. St. Louis University. III. Title. OCLC 10881660 
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grams and Earth Sciences, Office of Nuclear Regulatory Re- 
search, U.S. Nuclear Regulatory Commission. — Washington, 
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prepared for Division of Radiation Programs and Earth Sci- 
ences, Office of Nuclear Regulatory Research, U.S. Nuclear 
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vi, 93 p. : ill, 2 maps ; 26 cm.— (A technical memoran- 
dum) “August 1983.” Includes bibliographies. “OTA- 
TM-H-18"—P. [4] of cover. @lItem 1070-M S/N 052-003- 
00925-1 @ GPO $4.50 
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tributed to depository libraries in microfiche. ‘March 1984.” 
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quality / prepared by Russ T. Brown. — Norris, Tenn. : Ten- 
nessee Valley Authority, Office of Natural Resources and 
Economic Development, Division of Air and Water Re- 
sources, Water Systems Development Branch, [1984] 

ii, 60 leaves : ill., 2 maps ; 28 cm. Distributed to deposito- 
ry libraries in microfiche. “March 1984.” Bibliography: 
leaf 60. “WR28-1-86-102.” @lItem 1082 (microfiche) 

1. Runoff — Tennessee — Normandy Lake. 2. Water qual- 
ity — Tennessee — Normandy Lake. I. Tennessee Valley 
Authority. Water Systems Development Branch. II. Title. 
OCLC 10898878 
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84-20053 
Y 3.T 25:2 N 78/2 
Beard, Lisa M. 

Modeling taste and odor phytoplankton in Normandy Res- 
ervoir / prepared by Lisa M. Beard and Russ T. Brown. — 
Norris, Tenn. : Tennessee Valley Authority, Office of Natu- 
ral Resources and Economic Development, Division of Air 
and Water Resources, Water Systems Development Branch, 
[1984] 

ii, 53 leaves : ill., maps ; 28 cm. Distributed to depository 
libraries in microfiche. “March 1984.” Bibliography: leaves 
52-53. “WR28-1-86-103.” @ltem 1082 (microfiche) 

1. Phytoplankton — Tennessee — Normandy Lake. 2. 
Algae — Tennessee — Normandy Lake. I. Tennessee Valley 
Authority. Water Systems Development Branch. II. Title. 
OCLC 10872474 


84-20054 
Y 3.T 25:2 P 84/2 
Driggans, R. L. 

Test and evaluation report for the USPS Commuta Van / 
prepared by Tennessee Valley Authority, Transportation 
Projects ; principal investigators, R.L. Driggan, G.D. White- 
head, R.K. Buffett ; prepared for United States Postal Serv- 
ice, Research and Development Laboratories. — Rockville, 
Md. : The Laboratories, [1984] 

1 v. (various foliations) : ill. ; 28 cm. Distributed to depos- 
itory libraries in microfiche. “March 1984.” “USPS con- 
tract no. 104230-83T-3517.” “TVA contract no. TV- 
61963A.” “TVA/OP/EDT-84/22.” @Item 1082 (micro- 
fiche) 

1. Electric vehicles — Testing. 2. Automobiles, Electric — 
Testing. I. Whitehead, G. D. II. Buffett, R. K. III. Ten- 
nessee Valley Authority. IV. United States Postal Service. 
Research and Development Laboratories. V. Title. OCLC 
10937438 


84-20055 
Y 3.T 25:2 P 87/6 
Tennessee Valley Authority. Division of Energy Demonstra- 
tions and Technology. Electrical Utilization Group. 

Power factor controller laboratory performance test 
report. — Chattanooga, Tenn. : Tennessee Valley Authority, 
Division of Energy Demonstrations and Technology, Electri- 
cal Utilization Group, [19847] 

45 p. : ill, forms ; 28 cm. Distributed to depository librar- 
ies in microfiche. “TVA/OP/EDT-84/14.” @Item 1082 
(microfiche) 

1. Electric vehicles — Testing. 2. Automobiles, Electric -— 
Testing. I. Title. OCLC 10937445 

84-20056 
Y 3.T 25:2 W 27 
Washers and dryers : buying and use tips. — [Knoxville, Tenn.?] 
: Tennessee Valley Authority, Office of Power, Division of 
Energy Conservation and Rates, [19847] 

[12] p. : col. ill. ; 23 cm. Distributed to depository libraries 
in microfiche. “TVA/OP/ECR-84-29"—P. [12] @ltem 
1082 (microfiche) 

1. Washing-machines. 2. Clothes dryers. I. Tennessee 
Valley Authority. Division of Energy Conservation & Rates. 
OCLC 10941262 

84-20057 
Y 3.T 25:2 W 34/4 
Watts Bar preventive maintenance program : lectures 28.8.1- 
3. —[Knoxville, Tenn.? : Tennessee Valley Authority, 19847] 


27 leaves ; 28 cm. Caption title. Distributed to deposito- 
ry libraries in microfiche. “TVA/OP/NP-84/4.” @Item 
1082 (microfiche) 
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1. Electric power-plants — Tennessee — Maintenance and 
repair. I. Tennessee Valley Authority. OCLC 10937402 


84-20058 


Y 3.T 25:2 W 85/3 


Wood-fired boiler test report (stick burner). —- Chattanooga, 


Tenn. : Tennessee Valley Authority, Division of Energy Con- 
servation and Rates, Energy Use Test Facility, [1983] 

1 v. (various pagings) : ill. ; 28 cm. Distributed to deposi- 
tory libraries in microfiche. ‘August 1983.” Includes bib- 
liographical references. “TVA/OP/ECR-84/4”"—P. [4] of 
cover. @ltem 1082 (microfiche) 

1. Boilers — Testing — Data processing. 2. Fuelwood — 
United States. I. Tennessee Valley Authority. Energy Use 
Test Facility Staff. OCLC 10864810 


84-20059 


Y 3.T 25:3-2/Y-183 


Dillard, Ewell F. 


Precipitated impurities in monoammonium phosphate and 
their effect on chemical and physical properties of suspension 
fertilizers / E.F. Dillard and A.W. Frazier. — Muscle Shoals, 
Ala. : National Fertilizer Development Center, Tennessee 
Valley Authority, [19837] 

57 p. ; 28 cm. — (Bulletin ; Y-183) Distributed to deposi- 
tory libraries in microfiche. Bibliography: p. 10. “TVA/ 
OACD-83/17”—P. [4] of cover. @lItem 1083-B (microfiche) 

1. Phosphatic fertilizers— United States — Testing. 2. 
Ammonium compounds — Testing. I. Frazier, A. W. II. 
National Fertilizer Development Center (U.S.) III. Title. 
IV. Series: Bulletin (Tennessee Valley Authority) ; Y-183. 
OCLC 10937413 


84-20060 


Y 3.T 25:4 Z-159 


Nature and impact of TVA’s agricultural resource development 


program. — Muscle Shoals, Ala. : National Fertilizer Devel- 
opment Center, Tennessee Valley Authority, [1984] 

29 p. : ill. (some col.) ; 28 cm. — (Circular Z ; 159) Cover 
title. Distributed to depository libraries in microfiche. 
“March 1984”—P. [4] of cover. “TVA/OACD-84/2”—P. 
[4] of cover. @lItem 1083-C (microfiche) 

1. Agricultural research— Tennessee River Region. 2. 
Agricultural development projects— Tennessee River 
Region. 3. Agricultural extension work — Tennessee River 
Region. I. National Fertilizer Development Center (U.S.) 
II. Series. OCLC 10690173 


AGING, Select Committee on, 
House 
Washington, DC 20515 


84-20061 


Y 4.Ag 4/2:H 34/26 


United States. Congress. House. Select Committee on Aging. 


Task Force on the Rural Elderly. 

Health care and the rural elderly : controlling costs and 
improving services : hearing before the Task Force on the 
Rural Elderly of the Select Committee on Aging, House of 
Representatives, Ninety-eighth Congress, second session, Feb- 
ruary 10, 1984, Muskogee, Okla. — Washington : U.S. G.P.O., 
1984. 

iii, 68 p. ; 24cm. Distributed to some depository libraries 
in microfiche. “Comm. pub. no. 98-436.” @Item 1009-B-2, 
1009-C-2 (microfiche) 

1. Aged — Medical care — United States. 2. Rural health 
services — United States. 3. Medical care, Cost of — United 
States. 4. Hospital patients — Services for — United States. 
I. Title. OCLC 10869465 





84-20062 


Y 4.Ag 4/2:H 34/28 
United States. Congress. House. Select Committee on Aging. 
Subcommittee on Health and Long-Term Care. 

Crisis in health care : the Pennsylvania perspective : hear- 
ing before the Subcommittee on Health and Long-Term Care 
of the Select Committee on Aging, House of Representatives, 
Ninety-eighth Congress, second session, March 23, 1984, 
Philadelphia, Pa. — Washington : U.S. G.P.O., 1984. 

iii, 44 p. ; 24 cm. Distributed to some depository libraries 
in microfiche. “Comm. pub. no. 98-439.” @Item 1009-B-2, 
1009-C-2 (microfiche 

1. Medical care, Cost of — Pennsylvania. 2. Aged — Med- 
ical care — Pennsylvania. 3. Aged—Govenment policy — 
United States. 4. Medicare— Pennsylvania. I. Title. 
OCLC 10938206 


84-20063 


Y 4,Ag 4/2:So 1/31 
United States. Congress. House. Select Committee on Aging. 
Subcommittee on Health and Long-Term Care. 

Social security disability process : hearing before the Sub- 
committee on Health and Long-Term Care of the Select 
Committee on Aging, House of Representatives, Ninety- 
eighth Congress, second session, March 19, 1984, Springfield, 
Ohio. — Washington : U.S. G.P.O., 1984. 

iii, 26 p. ; 24 cm. Distributed to some depository libraries 
in microfiche. “Comm. pub. no. 98-441.” @Item 1009-B-2, 
1009-C-2 (microfiche) 

1. Social security — Ohio. 2. Disability evaluation — Ohio. 
3. Insurance, Disability — Ohio. I. Title. OCLC 10946729 


84-20064 


Y 4.Ag 4/2:V 59 
United States. Congress. House. Select Committee on Aging. 
Subcommittee on Retirement Income and Employment. 

Vermont’s response to the federal social security disability 
review program : hearing before the Subcommittee on Retire- 
ment Income and Employment of the Select Committee on 
Aging, House of Representatives, Ninety-eighth Congress, 
first session, July 22, 1983, Burlington, Vermont. — Washing- 
ton : U.S. G.P.O., 1984. 

iv, 124 p. ; 24cm. Distributed to some depository libraries 
in microfiche. ‘Comm. pub. no. 98-443.” @lItem 1009-B-2, 
1009-C-2 (microfiche) 

1. Social security courts— United States. 2. Insurance, 
Disability — Vermont. 3. Disability evaluation — Vermont. 
I. Title. OCLC 10938167 


AGRICULTURE, Committee on, 
House 
Washington, DC 20515 


84-20065 


Y 4.Ag 8/1:98-56 
United States. Congress. House. Committee on Agriculture. 

Subcommittee on Conservation, Credit, and Rural Develop- 
ment. 

Lending policies and administration of the economic emer- 
gency and disaster emergency loan programs (Farmers Home 
Administration) : hearing before the Subcommittee on Con- 
servation, Credit, and Rural Development of the Committee 
on Agriculture, House of Representatives, Ninety-eighth Con- 
gress, first session, February 2, 1984.— Washington : U.S. 
G.P.O., 1984. 

iv, 115 p.: 1 ill. ; 24cm. Distributed to some depository 
libraries in microfiche. “Serial no. 98-56.” @lItem 1010-A, 
1010-B (microfiche) 

1. Drought — United States. 2. Agricultural credit — 
Government policy — United States. 3. Government lend- 
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ing — United States. 4. United States. Farmers Home Ad- 
ministration. I. Title. OCLC 10859000 


84-20066 


Y 4.Ag 8/1:98-58 


United States. Congress. House. Committee on Agriculture. 


Subcommittee on Forests, Family Farms, and Energy. 

Federal timber contract extensions : hearing before the Sub- 
committee on Forests, Family Farms, and Energy of the 
Committee on Agriculture, House of Representatives, Ninety- 
eighth Congress, second session, February 28, 1984. — Wash- 
ington : U.S. G.P.O., 1984. 

iii, 201 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. “Serial no. 98-58.” @lItem 1010-A, 
1010-B (microfiche) 

1. Forest reserves — United States. 2. Timber — Govern- 
ment policy — United States. 3. Public contracts — United 
States. I. Title. OCLC 10933450 


AGRICULTURE, NUTRITION, AND 
FORESTRY, 
Committee on, Senate 
Washington, DC 20510 


84-20067 


Y 4.Ag 8/3:S.hrg.98-703 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. Subcommittee on Soil and Water Con- 
servation, Forestry, and Environment. 

Vermont wilderness areas : hearing before the Subcommit- 
tee on Soil and Water Conservation, Forestry, and Environ- 
ment of the Committee on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-eighth Congress, second ses- 
sion, on H.R. 4198 ... February 1, 1984. — Washington : U.S. 
G.P.O., 1984. 

iii, 118 p. ; 24 cm.— (S. hrg. ; 98-703) Distributed to 
some depository libraries in microfiche. Includes biblio- 
graphical references. @lItem 1032-C, 1032-D (microfiche) 

1. Wilderness areas — Law and legislation — United States. 
2. Forest reserves — Vermont. 3. Recreation areas — Ver- 
mont. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). Senate. S. hrg. ; 98-703. OCLC 10863062 


84-20068 


Y 4.Ag 8/3:S.hrg.98-715 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. 

North Carolina wilderness areas : hearing before the Com- 
mittee on Agriculture, Nutrition, and Forestry, United States 
Senate, Ninety-eighth Congress, second session, on H.R. 3960 
.. January 25, 1984.— Washington : U.S. G.P.O., 1984. 

iv, 73 p. ; 24cm. — (S. hrg. ; 98-715) Distributed to some 
depository libraries in microfiche. Includes bibliographical 
references. @lItem 1032-C, 1032-D (microfiche) 

1. Forest reserves—North Carolina. 2. Wilderness 
areas — North Carolina. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). Senate. S. hrg. ; 98-715. 
OCLC 10858898 


84-20069 


Y 4.Ag 8/3:S.hrg.98-734 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. 

Review of the Grace Commission report on the Depart- 
ment of Agriculture : hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, United States Senate, 
Ninety-eighth Congress, second session, February 22, 1984. — 
Washington : U.S. G.P.O., 1984. 
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iii, 55 p. ; 24 cm.— (S. hrg. ; 98-734) Includes biblio- 
graphical references. @ltem 1032-C, 1032-D (microfiche) 

1. President’s Private Sector Survey on Cost Control (U.S.) 
2. United States. Dept. of Agriculture. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. S. 
hrg. ; 98-734. OCLC 10880153 


84-20070 
Y 4.Ag 8/3:S.hrg.98-765 
United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. 

Food Stamp Optional Block Grant Act : hearing before the 
Committee on Agriculture, Nutrition, and Forestry, United 
States Senate, Ninety-eighth Congress, second session, on S. 
1279 ... February 1, 1984. — Washington : U.S. G.P.O., 1984. 


iv, 164 p. ; 24 cm.— (S. hrg. ; 98-765) Distributed to 
some depository libraries in microfiche. @lItem 1032-C, 
1032-D (microfiche) 

1. Food stamp program— United States. 2. Block 
grants — United States — States. 3. Indians of North Amer- 
ica — Government relations. 4. Food relief — United States. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). Senate. S. hrg. ; 98-765. OCLC 10932304 


APPROPRIATIONS, Committee on, 
House 
Washington, DC 20515 


84-20071 
Y 4.Ap 6/1:AP 6/2/984/pt.1-2 
United States. Congress. House. Committee on Appropriations. 

Supplemental appropriations for 1984 : hearings before the 
subcommittees of the Committee on Appropriations, House of 
Representatives, Ninety-eighth Congress, second session. — 
Washington : U.S. G.P.O., 1984. 

2 v. : ill. ; 24cm. Distributed to some depository libraries 
in microfiche. Includes indexes. Contents: pt. 1. Bureau of 
Government Financial Operations ... — pt. 2. Corporation for 
Public Broadcasting ... @Item 1011, 1011-A (microfiche) 

1. United States — Appropriations and expenditures, 1984. 
I. Title. OCLC 10857461 


84-20072 
Y 4.Ap 6/1:C 73/2/985/pt.7-8 
Y 4.Ap 6/1:C 73/2/985/pt.10 
United States. Congress. House. Committee on Appropriations. 
Subcommittee on the Departments of Commerce, Justice, and 
State, the Judiciary, and Related Agencies. 

Departments of Commerce, Justice, and State, the Judici- 
ary, and related agencies appropriations for 1985 : hearings 
before a subcommittee of the Committee on Appropriations, 
House of Representatives, Ninety-eighth Congress, second 
session / Subcommittee on the Departments of Commerce, 
Justice, and State, the Judiciary, and Related Agencies. — 
Washington : U.S. G.P.O., 1984- 


v.: ill. ; 24cm. Distributed to some depository libraries in 
microfiche. Includes indexes. Contents: pt. 7. Department 
of State — pt. 8. Department of Justice — pt. 10. Field 
hearing on federal drug enforcement programs. @Item 1011, 
1011-A (microfiche) 


1. United States — Appropriations and expenditures, 1985. 
I. Title. OCLC 10727753 


84-20073 
Y 4.Ap 6/1:En 2/2/985/pt.7-8 
United States. Congress. House. Committee on Appropriations. 
Subcommittee on Energy and Water Development. 
Energy and water development appropriations for 1985 : 
hearings before a subcommittee of the Committee on Appro- 


Page 218 


priations, House of Representatives, Ninety-eighth Congress, 
second session / Subcommittee on Energy and Water Devel- 
opment. — Washington : U.S. G.P.O., 1984- 

v. : ill, maps ; 24 cm. Distributed to some depository 
libraries in microfiche. Includes indexes. Contents: pts. 7-8. 
Testimony of members of Congress and other interested indi- 
viduals and organizations. @lItem 1011, 1011-A (microfiche) 

1. United States. Dept. of Energy — Appropriations and 
expenditures. 2. Water resources development — United 
States. 3. United States — Appropriations and expenditures, 
1985. I. Title. OCLC 10485612 


84-20074 


Y 4.Ap 6/1:In 8/6/985/pt.6-8 
Y 4.Ap 6/1:In 8/6/985/pt.10 
Y 4.Ap 6/1:In 8/6/985/pt.12 


United States. Congress. House. Committee on Appropriations. 


Subcommittee on Dept. of the Interior and Related Agencies. 

Department of the Interior and related agencies appropria- 
tions for 1985 : hearings before a subcommittee of the Com- 
mittee on Appropriations, House of Representatives, Ninety- 
eighth Congress, second session / Subcommittee on the De- 
partment of the Interior and Related Agencies ....— Washing- 
ton : U.S. G.P.O., 1984- 

v. : ill, maps ; 24 cm. Distributed to some depository 
libraries in microfiche. Contents: pt. 6. Mall development ... 
pt. 7. Energy Information Administration ... pt. 8. Smithsoni- 
an Institution ... pt. 10. Office of the Secretary ... pt. 12. 
Testimony of members of Congress .... @Item 1011, 1011-A 
(microfiche) 

1. United States. Dept. of the Interior — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1985. I. Title. OCLC 10514637 


84-20075 


Y 4.Ap 6/1:L 11/985/pt.5-6 
Y 4.Ap 6/1:L 11/985/pt.8-10 


United States. Congress. House. Committee on Appropriations. 


Subcommittee on the Departments of Labor, Health and 
Human Services, Education, and Related Agencies. 

Departments of Labor, Health and Human Services, Educa- 
tion, and related agencies appropriations for 1985 : hearings 
before a subcommittee of the Committee on Appropriations, 
House of Representatives, Ninety-eighth Congress, second 
session / Subcommittee on the Departments of Labor, Health, 
and Human Services, Education, and Related Agencies. — 
Washington : U.S. G.P.O., 1984- 

v. : ill. ; 24 cm. Description based on pt. 2. Distributed 
to some depository libraries in microfiche. Includes indexes. 
Contents: pt. 5. Department of Health and Human Services ... 
— pt. 6. Department of Education ... — pts. 8-10. Testimony 
of members of Congress and other interested individuals and 
organizations. @lItem 1011, 1011-A (microfiche) 

1. United States. Dept. of Health and Human Services — 
Appropriations and expenditures. 2. United States. Dept. of 
Education — Appropriations and expenditures. 3. United 
States — Appropriations and expenditures, 1985. I. Title. 
OCLC 10665036 


84-20076 


Y 4.Ap 6/1:M 59/6/985/pt.5-6 


United States. Congress. House. Committee on Appropriations. 


Subcommittee on Military Construction Appropriations. 

Military construction appropriations for 1985 : hearings 
before a subcommittee of the Committee on Appropriations, 
House of Representatives, Ninety-eighth Congress, second 
session / Subcommittee on Military Construction Appropria- 
tions. — Washington : U.S. G.P.O., 1984- 





v. : ill, forms ; 24 cm. Distributed to some depository 
libraries in microfiche. Includes indexes. Contents: pt. 5. 
Army military construction program ... — pt. 6. Caribbean 
Basin construction program .... @Item 1011, 1011-A (micro- 
fiche) 

1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. United States — Armed Forces — Military 
construction operations. 3. United States— Appropriations 
and expenditures, 1985. I. Title. OCLC 10463874 

84-20077 
Y 4.Ap 6/1:T 68/4/985/pt.3-7 
United States. Congress. House. Committee on Appropriations. 
Subcommittee on Dept. of Transportation and Related Agen- 
cies Appropriations. 

Department of Transportation and related agencies appro- 
priations for 1985 : hearings before a subcommittee of the 
Committee on Appropriations, House of Representatives, 
Ninety-eighth Congress, second session / Subcommittee on 
the Department of Transportation and Related Agencies Ap- 
propriations. — Washington : U.S. G.P.O., 1984- 

v. : ill. ; 24cm. Distributed to some depository libraries in 
microfiche. Includes bibliographical references and indexes. 
Contents: pts. 3-5. Department of Transportation ... — pt. 6. 
Civil Aeronautics Board ... — pt. 7. Department of Transpor- 
tation, Office of the Secretary. @lItem 1011, 1011-A (micro- 
fiche) 

1. United States. Dept. of Transportation — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1985. I. Title. OCLC 10514780 


84-20078 
Y 4.Ap 6/1:T 71/985/pt.1 
Y 4.Ap 6/1:T 71/985/pt.3-5 
United States. Congress. House. Committee on Appropriations. 
Subcommittee on the Treasury, Postal Service, and General 
Government Appropriations. 

Treasury, Postal Service, and general government appro- 
priations for fiscal year 1985 : hearings before a subcommittee 
of the Committee on Appropriations, House of Representa- 
tives, Ninety-eighth Congress, second session / Subcommittee 
on the Treasury, Postal Service, and General Government 
Appropriations. — Washington : U.S. G.P.O., 1984- 

v. : ill. ; 24cm. Distributed to some depository libraries in 
microfiche. Includes indexes. Contents: pt. 1. Department 
of the Treasury — pt. 3. Executive Office of the President 
and public witnesses — pt. 4. Commission on Executive, 
Legislative, and Judicial Salaries ... — pt. 5. General Services 
Administration. @lItem 1011, 1011-A (microfiche) 

1. United States— Appropriations and expenditures, 1985. 
I. Title. OCLC 10670008 


APPROPRIATIONS, Committee on, 
Senate 
Washington, DC 20510 


84-20079 
Y 4.Ap 6/2:S.hrg.98-181/pt.3 
United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Agriculture, Rural Development, and Re- 
lated Agencies. 

Agriculture, rural development, and related agencies appro- 
priations for fiscal year 1984 : hearings before a subcommittee 
of the Committee on Appropriations, United States Senate, 
Ninety-eighth Congress, first session. — Washington : U.S. 
G.P.O., 1983- 

v. : ill. ; 24 cm.— (S. hrg. , 98-181, pt. 3) Distributed to 
some depository libraries in microfiche. Includes index. 
Contents: pt. 3. Nondepartmental witnesses. @Item 1033, 
1033-A (microfiche) 


Government Publications — September 1984 


1. United States. Dept. of Agriculture — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1984. I. Title. II. Series: United States. Con- 
gress (98th, Ist session : 1983). Senate. S. hrg. ; 98-181, pt. 3. 
OCLC 10243811 


84-20080 
Y 4.Ap 6/2:S.hrg.98-389/pt.1 
Y 4.Ap 6/2:S.hrg.98-389/pt.3 
United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Departments of Labor, Health and Human 
Services, Education, and Related Agencies. 

Departments of Labor, Health and Human Services, Educa- 
tion, and related agencies appropriations for fiscal year 1984 : 
hearings before a subcommittee of the Committee on Appro- 
priations, United States Senate, Ninety-eighth Congress, first 
session. — Washington : U.S. G.P.O., 1983- 

v. : ill. ; 24cm. — (S. hrg. ; 98-389, pts. 1, 3) Spine title: 
Labor-HHS-Education appropriations, 1984 (H.R. 3913) Dis- 
tributed to some depository libraries in microfiche. “H.R. 
3913”—Cover. Includes indexes. Contents: pt. 1. ACTION 
... — pt. 3. Nondepartmental witnesses. @lItem 1033, 1033-A 
(microfiche) 

1. United States. Dept. of Labor — Appropriations and ex- 
penditures. 2. United States. Dept. of Health and Human 
Services — Appropriations and expenditures. 3. United 
States — Appropriations and expenditures, 1984. I. Title. 
II. Title: Labor-HHS-Education appropriations, 1984 (H.R. 
3913) III. Series: United States. Congress (98th, Ist session : 
1983). Senate. S. hrg. ; 98-389, pts. 1, 3. OCLC 10326838 


84-20081 
Y 4.Ap 6/2:S.hrg.98-607/pt.3 

United States. Congress. Senate. Committee on Appropriations. 
Subcommittee-on Foreign Assistance and Related operations. 
Foreign assistance and related programs appropriations for 
fiscal year 1985 : hearings before a subcommittee of the Com- 
mittee on Appropriations, United States Senate, Ninety-eighth 
Congress, second session. — Washington : U.S. G.P.O., 1984- 


v. ; 24 cm.— (S. hrg. ; 98-607, pt. 3) Description based 
on pt. 3. Distributed to some depository libraries in micro- 
fiche. Includes bibliographic references. Contents: pt. 3. 
Voting practices in the United Nations. @lItem 1033, 1033-A 
(microfiche) 

1. Economic assistance, American. 2. Military assistance, 
American. 3. United Nations. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. S. hrg. 98- 
607, pt. 3. OCLC 10917168 


ARMED SERVICES, Committee on, 
House 
Washington, DC 20515 


84-20082 
Y 4.Ar 5/2 a:983-84/33 
United States. Congress. House. Committee on Armed Services. 
Subcommittee on Investigations. 

Status of inventory of uranium at Department of Energy 
Oak Ridge nuclear weapon production facility : hearing 
before the Investigations Subcommittee of the Committee on 
Armed Services, House of Representatives, Ninety-eighth 
Congress, second session, February 6, 1984. — Washington : 
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Committee on Governmental Affairs, United States Senate, 
Ninety-eighth Congress, second session, March 28, 1984. — 
Washington : U.S. G.P.O., 1984. 
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iii, 9 p. ; 24 cm. — (S. hrg. ; 98-751) Distributed to some 
depository libraries in microfiche. @lItem 1037-B, 1037-C 
(microfiche) 

1. United States— Census. 2. Government spending 
policy — United States — States. I. United States. Bureau of 
the Census. II. Title. III. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. S. hrg. ; 98-751. OCLC 
10937901 
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Y 4.G 74/9:S.hrg.98-771 


United States. Congress. Senate. Committee on Governmental 


Affairs. 

Program Fraud Civil Penalties Act of 1983 : hearing before 
the Committee on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, first session, on S. 1566 ... 
November 15, 1983.— Washington : U.S. G.P.O., 1984. 

iv, 291 p. : ill., forms ; 24 cm. — (S. hrg. ; 98-771) Distrib- 
uted to some depository libraries in microfiche. Includes bib- 
liographical references. @lItem 1037-B, 1037-C (microfiche) 

1. Fraud — United States. 2. Economic assistance, Domes- 
tic — United States. 3. Government purchasing — United 
States. 4. Public contracts — United States. 5. Fines (Penal- 
ties) — United States. I. Title. II. Series: United States. 
Congress (98th, Ist session : 1983). Senate. S. hrg. ; 98-771. 
OCLC 10932758 


INTERIOR AND INSULAR AFFAIRS, 
Committee on, House 
Washington, DC 20515 


84-20143 


Y 4.1n 8/14:98-25 


United States. Congress. House. Committee on Interior and 


Insular Affairs. Subcommittee on Energy and the Environ- 
ment. 

Nuclear licensing reform : hearings before the Subcommit- 
tee on Energy and the Environment of the Committee on 
Interior and Insular Affairs, House of Representatives, 
Ninety-eighth Congress, first session, on H.R. 2511 ... H.R. 
2512 ... hearings held in Washington, D.C., June 9 and 30, 
1983. — Washington : U.S. G.P.O., 1984. 

v, 365 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Includes bibliographical references. 
“Serial no. 98-25.” @lItem 1023-A, 1023-B (microfiche) 

1. Atomic power-plants— United States— Location. 2. 
Atomic power-plants — Licenses — United States. I. Title. 
OCLC 10859215 


84-20144 


Y 4.1n 8/14:98-26 


United States. Congress. House. Committee on Interior and 


Insular Affairs. Subcommittee on Energy and the Environ- 
ment. 

National Topsoil Preservation Act of 1983 : hearing before 
the Subcommittee on Energy and the Environment of the 
Committee on Interior and Insular Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first session, on H.R. 19 ... 
hearing held in Washington, D.C., July 19, 1983. — Washing- 
ton : U.S. G.P.O., 1984. 

iii, 88 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. “Serial no. 98-26.” @lItem 1023-A, 
1023-B (microfiche) 

1. Soil conservation — Law and legislation — United States. 
2. Landscape protection—Law and _ legislation — United 
States. 3. Reclamation of land— Law and legislation — 
United States. 4. United States— Public lands. I. Title. 
OCLC 10862774 
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Y¥ 4.5 89/1:98/34 
United States. Congress. House. Committee on Interior and 


United States. Congress. House. Committee on the Judiciary. 


Insular Affairs. Subcommittee on Energy and the Environ- 
ment. 

To establish a state mining and mineral resources research 
institute program : hearing before the Subcommittee on 
Energy and the Environment of the Committee on Interior 
and Insular Affairs, House of Representatives, Ninety-eighth 
Congress, second session, on H.R. 4214 ... hearing held in 
Washington, D.C., February 2, 1984.— Washington : U.S. 
G.P.O, 1984. 

iv, 151 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche Includes bibliographical references. 
“Serial no. 98-28.” @lItem 1023-A, 1023-B (microfiche) 

1. Federal aid to research — United States. 2. Mines and 


Subcommittee on Courts, Civil Liberties, and the Administra- 
tion of Justice. 

Copyright protection for semiconductor chips : hearings 
before the Subcommittee on Courts, Civil Liberties, and the 
Administration of Justice of the Committee on the Judiciary, 
House of Representatives, Ninety-eighth Congress, first ses- 
sion, on H.R. 1028 ... August 3 and December 1, 1983. — 
Washington : U.S. G.P.O., 1984 

v, 494 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Includes bibliographical references. 
“Serial no. 34.” @Item 1020-A, 1020-B (microfiche) 

1. Computer industry — United States. 2. Semiconductors. 
3. Copyright — United States. I. Title. OCLC 10894341 


mineral resources— United States. 3. Mineralogical re- 
search — United States — States. 4. Mining schools and edu- 
cation — United States — States. I. Title. OCLC 10862855 
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Y 4.3 89/1:98/35 
United States. Congress. House. Committee on the Judiciary. 


84-20146 Subcommittee on Administrative Law and Governmental Re- 


Y 4.1In 8/14;98-29 

United States. Congress. House. Committee on Interior and 
Insular Affairs. Subcommittee on Oversight and Investiga- 
tions. 

Powder River basin regional coal lease sales : was fair 
market value received? : oversight hearing before the Sub- 
committee on Oversight and Investigations of the Committee 
on Interior and Insular Affairs, House of Representatives, 
Ninety-eighth Congress, first session, on Powder River basin 
regional coal lease sales, was fair market value received?, 
hearing held in Washington, D.C., May 16, 1983. — Washing- 
ton : U.S. G.P.O., 1984. 

iii, 144 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Includes bibliographical references. 
“Serial no. 98-29.” @Item 1023-A, 1023-B (microfiche) 

1. Mining leases— Powder River Watershed (Wyo. and 
Mont.) 2. Coal leases— Powder River Watershed (Wyo. 
and Mont.) 3. Value — Government policy — United States. 
I. Title. OCLC 10859190 
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84-20147 


Y¥ 4.3 89/1:J 89/13 

Special report of the Committee on the Judiciary, House of 
Representatives, Ninety-eighth Congress, second session iden- 
tifying court proceedings and actions of vital interest to the 
Congress : the legislative veto, Immigration and Naturaliza- 
tion Service v. Chadha and related cases. — Washington : 
U.S. G.P.O., 1984. 

vii, 1203 p. ; 24 cm. At head of title: 98th Congress, 2d 
session. Committee print. Spine title: Court proceedings and 
actions of vital interest to the Congress. Distributed to some 
depository libraries in microfiche. Includes bibliographical 
references. “Serial no. 13.” @lItem 1020-A, 1020-B (micro- 
fiche) 

1. Emigration and immigration law — United States. 2. 
Legislative veto — United States. I. United States. Congress. 
House. Committee on the Judiciary. II. Title: The legislative 
veto: Immigration and Naturalization Service v. Chadha and 
related cases. III. Title: Court proceedings and actions of 
vital interest to the Congress. OCLC 10898617 


lations. 

Amendment of the charters of AMVETS and the Disabled 
American Veterans : hearing before the Subcommittee on 
Administrative Law and Governmental Relations of the Com- 
mittee on the Judiciary, House of Representatives, Ninety- 
eighth Congress, second session, on AMVETS and the Dis- 
abled American Veterans, February 1, 1984. — Washington : 
U.S. G.P.O., 1984. 

ili, 10 p. ; 24 cm. Distributed to some depository libraries 
in microfiche. “Serial no. 35.” @lItem 1020-A, 1020-B 
(microfiche 

1. American Veterans of World War II and Korea. 2. 
Disabled American Veterans. 3. Charters. I. Title. OCLC 
10944507 
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84-20150 


Y 4.3 89/2:S.hrg.98-452 


United States. Congress. Senate. Committee on the Judiciary. 


Subcommittee on Separation of Powers. 

The Panama Canal Treaty—constitutional and legal aspects 
of the ratification process : hearing before. the Subcommittee 
on Separation of Powers of the Committee on the Judiciary, 
United States Senate, Ninety-eighth Congress, first session, on 
the Panama Canal Treaty, constitutional and legal aspects of 
the ratification process, June 28, 1983. — Washington : U.S. 
G.P.O., 1984. 

iv, 400 p. ; 24 cm.— (S. hrg. ; 98-452) Distributed to 
some depository libraries in microfiche. “Serial no. J-98-47.” 
@ltem 1042-A, 1042-B (microfiche) 

1. United States— Foreign  relations— Panama. 2. 
Panama — Foreign relations— United States. 3. Panama 
Canal (Panama) I. Title. II. Series: United States. Congress 
(98th, Ist session : 1983). Senate. S. hrg. ; 98-452. OCLC 
10874449 


84-20151 


Y 4.3 89/2:S.hrg.98-712 


United States. Congress. Senate. Committee on the Judiciary. 


Central interstate low-level radioactive waste compact : 
hearing before the Committee on the Judiciary, United States 
Senate, Ninety-eighth Congress, first session, on S. 1581 ... 
October 21, 1983. — Washington : U.S. G.P.O., 1984. 
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iv, 99 p. ; 24 cm. — (S. hrg. ; 98-712) Distributed to some 
depository libraries in microfiche. “Serial no. J-98-72.” 
@ltem 1042-A, 1042-B (microfiche) 


84-20155 
Y 4.L 11/4:S.hrg.98-726 
United States. Congress. Senate. Committee on Labor and 


1. Radioactive waste disposal — Middle West. 2. Interstate 
agreements — Middle West. I. Title. II. Series: United 
States. Congress (98th, Ist session : 1983). Senate. S. hrg. ; 98- 
712. OCLC 10874177 


84-20152 


Y 4.3 89/2:S.hrg.98-727 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Criminal Law. 

Modernizing federal restrictions on gaming advertising : 
hearing before the Subcommittee on Criminal Law of the 
Committee on the Judiciary, United States Senate, Ninety- 
eighth Congress, first session, on S. 1876 ... November 16, 
1983. — Washington : U.S. G.P.O., 1984. 

iv, 81 p. ; 24 cm. — (S. hrg. ; 98-727) Distributed to some 
depository libraries in microfiche. Includes bibligraphical 
references. “Serial no. J-98-82.” @lItem 1042-A, 1042-B 
(microfiche) 

1. Lotteries— United States. 2. Advertising — United 
States. 3. Mailing lists — United States. 4. Television ad- 
vertising — United States. I. Title. II. Series: United States. 
Congress (98th, Ist session : 1983). Senate. S. hrg. ; 98-727. 
OCLC 10862904 


84-20153 


Y 4.3 89/2:S.hrg.98-755 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Security and Terrorism. 

Marxism and Christianity in revolutionary Central America 
: hearings before the Subcommittee on Security and Terror- 
ism of the Committee on the Judiciary, United States Senate, 
Ninety-eighth Congress, first session on Marxism and Christi- 
anity in Revolutionary Central America, October 18 and 19, 
1983. — Washington : U.S. G.P.O., 1984. 

iv, 312 p. : ill, 1 map ; 24 cm.— (S. hrg. ; 98-755) 
Distributed to some depository libraries in microfiche. 
“Serial no. J-98-71.” @lItem 1042-A, 1042-B (microfiche) 

1. Communism — Central America. 2. Christianity — Cen- 
tral America. 3. Revolutions — Central America. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
Senate. S. hrg. ; 98-755. OCLC 10932105 
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84-20154 


Y 4.L 11/4:S.hrg.98-725 

United States. Congress. Senate. Committee on Labor and 
Human Resources. Subcommittee on Family and Human 
Services. 

Forum for families : quality of American family life : hear- 
ing before the Subcommittee on Family and Human Services 
of the Committee on Labor and Human Resources, United 
States Senate, Ninety-eighth Congress, first session, on exami- 
nation of federal policies intended to preserve and increase 
the quality of American family life; a prelude to National 
Family Week and National Adoption Week, November 18, 
1983. — Washington : U.S. G.P.O., 1984. 

iii, 67 p. ; 24cm. — (S. hrg. ; 98-725) Distributed to some 
depository libraries in microfiche. @lItem 1043-A, 1043-B 
(microfiche) 

1. Family— United States. 2. Motherhood — United 
States. 3. Domestic relations — United States. I. Title. II. 
Series: United States. Congress (98th, Ist session : 1983). 
Senate. S. hrg. ; 98-725. OCLC 10863129 
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Rehabilitation amendments of 1983 : hearing before the 
Committee on Labor and Human Resources, United States 
Senate, Ninety-eighth Congress, first session, on S. 1340 ... 
June 25, 1983, Midvale, Utah. — Washington : U.S. G.P.O., 
1984. 

iii, 98 p. ; 24 cm. — (S. hrg. ; 98-726) Distributed to some 
depository libraries in microfiche. Includes bibliographical 
references. @lItem 1043-A, 1043-B (microfiche) 

1. Vocational rehabilitation — United States. 2. Federal 
aid to handicapped services— United States. 3. Civil 
rights — United States. I. Title. II. Series: United States. 
Congress (98th, Ist session : 1983). Senate. S. hrg. ; 98-726. 
OCLC 10869340 
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Y 4.L 11/4:S.hrg.98-778 


United States. Congress. Senate. Committee on Labor and 


Human Resources. Subcommittee on Alcoholism and Drug 
Abuse. 

Role of the media in drug abuse prevention and education : 
hearing before the Subcommittee on Alcoholism and Drug 
Abuse of the Committee on Labor and Human Resources, 
United States Senate, Ninety-eighth Congress, second session, 
on examining the role which the media could play in helping 
to put an end to the ravaging effects which drugs have come 
to have on the young people of this nation, April 6, 1984. — 
Washington : U.S. G.P.O., 1984. 

iii, 63 p. ; 24 cm. — (S. hrg. ; 98-778) Distributed to some 
depository libraries in microfiche. @lItem 1043-A, 1043-B 
(microfiche) 

1. Drug abuse — United States — Prevention. 2. Narcot- 
ics, Control of — United States. 3. Media programs (Educa- 
tion) 4. Television in education — United States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
Senate. S. hrg. ; 98-778. OCLC 10946562 
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Committee on, House 
Washington, DC 20515 


84-20157 


Y 4.P 84/10:Un 1/pt.1-2 


United States. Congress. House. Committee on Post Office and 


Civil Service. Subcommittee on Human Resources. 

Unauthorized transfers of nonpublic information during the 
1980 presidential election : report / prepared by the Subcom- 
mittee on Human Resources of the Committee on Post Office 
and Civil Service, House of Representatives. — Washington : 
U.S. G.P.O., 1984. 

2 v. (viii, 2413 p.) : forms ; 24 cm. At head of title: 98th 
Congress, 2d session. Committee print. Committee print 98-12. 
Distributed to some depository libraries in microfiche. “May 
17, 1984.” @lItem 1022-B, 1022-C (microfiche) 

1. Elections — United States — Corrupt practices. 2. Presi- 
dents — United States — Election. I. Title. OCLC 
10863428 
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Y 4.P 84/10:98-31 


United States. Congress. House. Committee on Post Office and 


Civil Service. Subcommittee on Compensation and Employee 
Benefits. 

Fiscal year 1985 budget proposals affecting federal workers 
and retirees : hearing before the Subcommittee on Compensa- 
tion and Employee Benefits of the Committee on Post Office 





and Civil Service, House of Repesentatives, Ninety-eighth 
Congress, second session, February 29, 1984. — Washington : 
U.S. G.P.O., 1984. 

iii, 124 p. ; 24cm. Distributed to some depository libraries 
in microfiche. “Serial no. 98-31.” @lItem 1022-B, 1022-C 
(microfiche) 

1. United States — Officials and employees — Salaries, al- 
lowances, etc. 2. United States — Officials and employees, 
Retired. 3. Retirement income— United States. 4. 
Budget — United States. I. Title. OCLC 10946679 
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Washington, DC 20510 


84-20159 


Y 4.P 96/10:S.hrg.98-543/pt.2 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

Clean Air Act Amendments of 1983 : hearings before the 
Committee on Environment and Public Works, United States 
Senate, Ninety-eighth Congress, first session, on S. 768 .... — 
Washington : U.S. G.P.O., 1984- 

v. : 1 form ; 24 cm.— (S. hrg. ; 98-543, pt. 2) ‘“‘Ninety- 
eighth Congress, second session”’—Pt. 2. Distributed to 
some depository libraries in microfiche. “February 24, 
1984”—Pt. 2. Includes bibliographical references. @lItem 
1045-A, 1045-B (microfiche) 

1. Air — Pollution — Law and legislation — United States. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). Senate. S. hrg. ; 98-543, pt. 2. KF26.E6 1983j 84- 
601982 344.73/046342 [347.30446342 ¢2 19] OCLC 
10535338 
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Y 4.P 96/10:S.hrg.98-616 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

Water resource aspects of S. 267 : hearing before the Com- 
mittee on Environment and Public Works, United States 
Senate, Ninety-eighth Congress, first session, on section 5 of 
S. 267, May 17, 1983. — Washington : U.S. G.P.O., 1984. 

iii, 158 p. ; 24 cm.— (S. hrg. ; 98-616) Distributed to 
some depository libraries in microfiche. Includes biblio- 
graphical references. @ltem 1045-A, 1045-B (microfiche) 

1. Coal— United States—Pipe lines . 2. Eminent 
domain — United States. 3. Right of way — United States. 
4. Water-rights — United States. I. Title. II. Series: United 
States. Congress (98th, Ist session : 1983). Senate. S. hrg. ; 98- 
616. OCLC 10854732 


84-20161 


Y 4.P 96/10:S.hrg.98-716 

United States. Congress. Senate. Committee on Environment 
and Public Works. Subcommittee on Regional and Communi- 
ty Development. 

Contractual arrangements with the Tennessee Valley Au- 
thority for the purchase of electric power : hearing before the 
Subcommittee on Regional and Community Development of 
the Committee on Environment and Public Works, United 
States Senate, Ninety-eighth Congress, first session, Novem- 
ber 14, 1983. — Washington : U.S. G.P.O., 1984. 

iii, 142 p. : ill. ; 24 cm. — (S. hrg. ; 98-716) Distributed to 
some depository libraries in microfiche. @Item 1045-A, 
1045-B (microfiche) 

1. Government purchasing — United States. 2. Electric 
power — Tennessee — Purchasing. 3. Electric power — 
Kentucky — Purchasing. 4. Tennessee Valley Authority. I. 
Title. II. Series: United States. Congress (98th, Ist session : 
1983). Senate. S. hrg. ; 98-716. OCLC 10863162 
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84-20162 


Y 4.P 96/10:S.hrg.98-720 


United States. Congress. Senate. Committee on Environment 


and Public Works. Subcommittee on Toxic Substances and 
Environmental Oversight. 

Contamination from ethylene dibromide (EDB) : hearing 
before the Subcommittee on Toxic Substances and Environ- 
mental Oversight of the Committee on Environment and 
Public Works, United States Senate, Ninety-eighth Congress, 
second session, January 27, 1984.— Washington : U.S. 
G.P.O., 1984. 

iii, 296 p. : ill. ; 24 cm. — (S. hrg. ; 98-720) Distributed to 
some depository libraries in microfiche. Includes biblio- 
graphical references. @lItem 1045-A, 1045-B (microfiche) 

1. Spraying and dusting residues in agriculture. 2. Ethyl- 
ene dibromide. 3. Pesticides — Toxicology — United States. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). Senate. S. hrg. ; 98-720. OCLC 10927213 


84-20163 


Y 4.P 96/10:S.hrg.98-741 


United States. Congress. Senate. Committee on Environment 


and Public Works. Subcommittee on Toxic Substances and 
Environmental Oversight. 

Toxicity testing of chemicals : hearing before the Subcom- 
mittee on Toxic Substances and Environmental Oversight of 
the Committee on Environment and Public Works, United 
States Senate, Ninety-eighth Congress, second session, April 
10, 1984. — Washington : U.S. G.P.O., 1984. 

iii, 128 p. : ill. ; 24 cm. — (S. hrg. ; 98-741) Distributed to 
some depository libraries in microfiche. Includes biblio- 
graphical references. @lItem 1045-A, 1045-B (microfiche) 

1. Chemicals — United States. 2. Toxicology — United 
States. 3. Poisons— Analysis. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. S. hrg. ; 
98-741. OCLC 10932127 


84-20164 


Y 4.P 96/10:S.hrg.98-762 


United States. Congress. Senate. Committee on Environment 


and Public Works. 

Public Buildings Authorization Act of 1984 : hearing before 
the Committee on Environment and Public Works, United 
States Senate, Ninety-eighth Congress, second session, on S. 
2635 ... S. 2605 ... May 3, 1984. — Washington : U.S. G.P.O., 
1984. 

iii, 94 p. ; 24 cm. — (S. hrg. ; 98-762) Distributed to some 
depository libraries in microfiche. @Item 1045-A, 1045-B 
(microfiche) 

1. United States. General Services Adminisitration — Ap- 
propriations and expenditures. 2. United States — Public 
buildings. 3. Building — United States. 4. Leases — United 
States. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984. Senate. S. hrg. ; 98-762. OCLC 10946540 


84-20165 


Y 4.P 96/10:S.hrg.98-770 


United States. Congress. Senate. Committee on Environment 


and Public Works. 

Refinancing the bond indebtedness of the John F. Kennedy 
Center for the Performing Arts : hearing before the Commit- 
tee on Environment and Public Works, United States Senate, 
Ninety-eighth Congress, second session, on S. 2562 ... S. 2547 
... April 26, 1984. — Washington : U.S. G.P.O., 1984. 

iii, 70 p. ; 24 cm. — (S. hrg. ; 98-770) Distributed to some 
depository libraries in microfiche. @lItem 1045-A, 1045-B 
(microfiche) 
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(U.S.)— Appropriations and _ expenditures. 2. Bonds — 
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United States. I. Title. II. Series: United States. Congress 


(98th, 2nd session : 1984). Senate. S. hrg. ; 98-770. OCLC 
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PUBLIC WORKS AND TRANSPORTATION, 
Committee on, House 
Washington, DC 20515 


$4-20166 

Y 4.P 96/11:98-25 

Designated priority primary routes. — Washington : U.S. 
G.P.O., 1984. 

ii, 3 p.; 24cm. At head of title: 98th Congress, 2d session. 
Committee print. “Committee on Public Works and Trans- 
portation.” “Subcommittee on Surface Transportation”—P. 
ii. Distributed to some depository libraries in microfiche. 
“May 1984.” “98-25.” @lItem 1024-A, 1024-B (microfiche) 

1. Roads — United States— Location. 2. Road construc- 
tion — United States — States. I. United States. Congress. 
House. Committee on Public Works and Transportation. Sub- 
committee on Surface Transportation. II. Title: Priority pri- 
mary routes. OCLC 10931893 
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Y 4.P 96/11:98-30 
United States. Congress. House. Committee on Public Works 
and Transportation. Subcommittee on Surface Transportation. 

Regulatory reform of the oil pipeline industry : hearings 
before the Subcommittee on Surface Transportation of the 
Committee on Public Works and Transportation, House of 
Representatives, Ninety-eighth Congress, first session, H.R. 
2677 ... November 9 and 10, 1983.— Washington : U.S. 
G.P.O., 1984. 

xii, 469 p. : ill, maps ; 24cm. Distributed to some deposi- 
tory libraries in microfiche. Includes bibliographical refer- 
ences. “98-30.” @ltem 1024-A, 1024-B (microfiche) 

1. Petroleum — United States— Pipe lines . 2. Petrole- 
um — Prices — United States. 3. United States. Federal 
Energy Regulatory Commission. 4. United States — Execu- 
tive departments — Reorganization. I. Title. OCLC 
10862683 


84-20168 


Y 4.P 96/11:98-33 
United States. Congress. House. Committee on Public Works 
and Transportation. Subcommittee on Water Resources. 

Possible amendments to the Federal Water Pollution Con- 
trol Act : hearings before the Subcommittee on Water Re- 
sources of the Committee on Public Works and Transporta- 
tion, Ninety-eighth Congress, first session, February 23; 
August 2; September 20, 22; October 18, 19, 20; November 1, 
2, 3, 9, 10, 15, 16, 17, 1983. — Washington : U.S. G.P.O., 
1984. 

xiv, 3704 p. : ill, maps ; 24 cm. Distributed to some 
depository libraries in microfiche. Includes bibliographical 
references. “98-33.” @lItem 1024-A, 1024-B (microfiche) 

1. Water — Pollution—Law nd legislation — United 
States. 2. Water — Pollution— United States. I. Title. 
OCLC 10937465 


84-20169 


Y 4.P 96/11:98-35 

Revised table S—estimated federal-aid and state matching funds 
to complete the national system of interstate and defense 
highways and apportionment factors for distribution of fiscal 
years 1985 and 1986 authorizations. — Washington : U.S. 
G.P.O., 1984. 

ii, 1 p.; 24cm. At head of title: 98th Congress, 2d session. 
Committee print. “Committee on Public Works and Trans- 
portation.” Distributed to some depository libraries in 
microfiche. “98-35.” @lItem 1024-A, 1024-B (microfiche) 
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1. Roads— United States — Finance. 2. Federal aid to 
transportation — United States. I. United States. Congress. 
House. Committee on Public Works and Transportation. 


OCLC 10879667 


84-20170 


Y 4.P 96/11:98-43 


United States. Congress. House. Committee on Public Works 


and Transportation. Subcommittee on Investigations and 
Oversight. 
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CAA statistical handbook of civil aviation, 
84-19839 

Cache La Poudre wild and scenic river : 
addendum to final environmental impact 
statement and study report., 84-18474 

Calcium and calcium compounds, 
19530 

Calcium hypochlorite from Japan : determi- 
nation of the Commission in investigation 
no. 731-TA-189 (preliminary) under the 
Tariff Act of 1930, together with the in- 
formation obtained in the investigation., 
84-19615 

Calibration sources for the G-M counter 
used with the BNL air sampler /, 84- 
19978 

Calumet Dune Trail., 84-19561 

Campaigning against infection : bear-ing im- 
portant messages., 84-19218 

Camping and picnicking guide., 84-18379 

Cancer of the colon & rectum., 84-19220 

Cancer prevention research summary : es- 
trogens., 84-19214 

Cancer prevention research summary : to- 
bacco., 84-19215 

Cancer prevention research summary : vi- 
ruses., 84-1°716 

Cancer treatment symposia : proceedings of 
the Workshop on Patterns of Failure 
After Cancer Treatment., 84-19217 

Career education : proven programs and 
promising practices : a catalog of exem- 
plary career education programs and 
practices /, 84-18878 

Case history : Columbia Gas System Serv- 
ice Corporation : industry : utility., 84- 
19728 

Case history : Meredith Corporation : 
dustry : publishing., 84-19730 

Case history : Tandy Corporation : industry 
: retailing., 84-19731 

Case history : University of Kentucky : in- 
dustry educational institutions., 84- 
19729 

Case studies in the turnaround of health 
maintenance organizations., 84-19289 

Cassia resource management plan and envi- 
ronmental impact statement : final /, 84- 
19309 

Catalog for the Food Safety and Inspection 
Service continuing education program., 
84-18566 
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Catalog of resident and field training activi- 
ties., 84-19086 

Catalog of treatment research : reports, 
monographs, manuals /, 84-19282 

Catalog of United States census publica- 
tions, 84-18627 

CDC and the epidemiology of violence /, 
84-19264 

Cenozoic volcanic rocks of Saudi Arabia, 
84-19477 

Censo de vivienda (1980)., 84-18653 

Census Bureau’s report on federal expendi- 
tures for fiscal year 1983 : hearing before 
the Subcommittee on Energy, Nuclear 
Proliferation, and Government Processes 
of the Committee on Governmental Af- 
fairs, United States Senate, Ninety-eighth 
Congress, second session, March 28, 
1984., 84-20141 

Census of agriculture (1982), 84-18618 

Census of housing (1980)., 84-18654 

Census of manufactures (1982)., 84-18610 

Census of population (1980)., 84-18650 

Census of retail trade (1982)., 84-18657 

Census of wholesale trade (1982)., 
18658 

Center Weather Service Unit (CWSU)., 
84-19836 

Central America : democracy, peace, and 
development initiative., 84-19749 

Central interstate low-level radioactive 
waste compact : hearing before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-eighth Congress, first ses- 
sion, on S. 1581 ... October 21, 1983., 
84-20151 

The Central registry, clearinghouse: a tool 
for improving the child support enforce- 
ment program., 84-19298 

Central Valley Project : Auburn-Folsom 
South Unit, American River division : 
California, El Dorado, Placer, Sacramen- 
to, and San Joaquin Counties /, 84- 
19502 

Central Valley Project (general overview) : 
California, 36 counties /, 84-19503 

CFR. 7, Agriculture, 84-19166, 84-19167 

CFR. 12, Banks and banking, 84-19168 

CFR. 16, Commercial practices, 84-19169 

CFR. 18, Power and water resources, 84- 
19170 

CFR. 20, Employees’ benefits, 

CFR. 21, Food and drugs., 
19173, 
84-19177 

CFR. 23, Highways, 84-19178 

CFR. 24, Housing and urban development, 
84-19179, 84-19180 

CFR. 26, Internal revenue, 
19182, 84-19183, 
84-19186 

Challenges of U.S.-Soviet relations at the 
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Changes in flood response of the Red River 
of the North Basin, North Dakota-Minne- 
sota /, 84-19329 

Changes in output of industrial timber prod- 
ucts in North Carolina, 1973-1979 /, 84- 
18443 

The Changing food scene : 4-H food and 
nutrition curriculum  guidelines., 84- 
18489 

Channel Islands National Park, California /, 
84-19564 

Characteristics 
18958 

Chemical analyses and statistical summaries 
for samples of rock, minus-60-mesh (0.25- 
mm) stream sediment, and nonmagnetic 
heavy-mineral concentrate, Pyramid 
Roadless Area, El Dorado County, Cali- 
fornia, 84-19437, 84-19440 

Chemical and biological quality of streams 
at the Indiana Dunes National Lakeshore, 
Indiana, 1978-80 /, 84-19345 

Chemical and x-ray analyses of 175 calcite 
and marble samples from the collection 
of the National Museum of Natural His- 
tory, Smithsonian Institution, 84-19491 

Chemical stimulation of lightwood in south- 
ern pines /, 84-18469 

Chicago, Illinois, metropolitan area, 
19635 

Child nutrition labeling for meat and poul- 
try products /, 84-18559 

The Child nutrition labeling program : an 
overview /, 84-18558 

Children, youth, and families : 1983, a year- 
end report on the activities of the Select 
Committee on Children, Youth, and Fam- 
ilies, House of Representatives, Ninety- 
eighth Congress, second session, with mi- 
nority views and additional views., 84- 
20094 , 

China’s offshore oil development and the 
energy security of the Pacific rim : hear- 
ing before the Special Subcommittee on 
U.S. Trade with China of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-eighth Congress, 
second session, February 28, 1984., 84- 
20120 

Citizenship and social studies : released ex- 
ercises from the 1981-82 assessment., 84- 
19016 

Citizenship and social studies objectives : 
1981-82 assessment /, 84-19206 

Civilian career opportunities with Navy en- 
gineers & scientists, 84-18817 

A class of nonideal solutions /, 84-19697 

Classification and evaluation of forest sites 
on the Eastern Highland Rim and Pen- 
nyroyal /, 84-18470 

Classification, description, and dynamics of 
plant communities after fire in the taiga 
of interior Alaska /, 84-18402 

Classroom management : a review of prac- 
tice-oriented research., 84-18956 

Clean Air Act Amendments of 1983 : hear- 
ings before the Committee on Environ- 
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ment and Public Works, United States 
Senate, Ninety-eighth Congress, first ses- 
sion, on S. 768 ...., 84-20159 

Clear and cloud-free lines-of-sight from air- 
craft (addendum) /, 84-18856 

Climate class adjustments improve accuracy 
of predicted fuel moisture stick values /, 
84-18434 

Clothespins from the People’s Republic of 
China, the Polish People’s Republic, and 
the Socialist Republic of Romania 
report to the President on investigations 
nos. TA-406-2, TA 406-3, and TA-406-4, 
under section 406 of the Trade Act of 
1974., 84-19817 

Clothing recommendations for travel in 
China., 84-19742 

Coal gasification/gas cleanup test facility /, 
84-19070 

Coast Guard housing manual., 84-19847 

Coastal erosion and archeological resources 
on national wildlife refuges in the South- 
east /, 84-19570 

Code of federal regulation. 7, Agriculture., 
84-19167 

Code of federal regulations. 7, Agriculture., 
84-19166 

Code of federal regulations. 12, Banks and 
banking., 84-19168 

Code of Federal regulations. 16, Commer- 
cial practices., 84-19169 

Code of federal regulations. 18, Conserva- 
tion of power and water resources., 84- 
19170 

Code of federal regulations. 20, Employees 
benefits, 84-19171 

Code of federal regulations. 21, Food and 
drugs., 84-19172, 84-19173, 84-19174, 
84-19175, 84-19176, 84-19177 

Code of federal regulations. 23, Highways., 
84-19178 

Code of federal regulations. 24, Housing 
and urban development., 84-19179, 84- 
19180 

Code of federal regulations. 26, Internal 
revenue., 84-19181, 84-19182, 84- 
19183, 84-19184, 84-19185, 84-19186 

Cogeneration : status and environmental 
issues /, 84-19079 

Colorado River storage project (under con- 
struction) : Arizona, New Mexico, Colo- 
rado, Utah, and Wyoming /, 84-19504 

Combat maintenance concepts and repair 
techniques using shape memory alloys for 
fluid lines, control tubes, and drive shafts 
/, 84-18814 

Combined effective income and property 
tax rates for farm capital /, 84-18555 

Commercial activities inventory report and 
five-year review schedule /, 84-18761 

Commercial and industrial-type activities in- 
ventory report and 5-year review sched- 
ule, 84-18761 
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Common-depth-point seismic-reflection 
survey on the Mississippi River in the 
vicinity of Alton, Illinois, 84-19499 

Communicating with the community : keys 
to school boardsmanship, a program of 
continuing education for school board 
members., 84-18895 

Communication consulting : another teach- 
ing option /, 84-18974 

Community and family living amendments 
of 1983 : hearing before the Subcommit- 
tee on Health of the Committee on Fi- 
nance, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2053, February 27, 1984., 84-20125 

Como apelar su caso al U.S. Merit Systems 
Protection Board., 84-19672 

Companion trainer aircraft : concept test /, 
84-18868 

A comparative look at sunspot cycles /, 
84-19711 

Comparison of BEACON and COMPARE 
reactor cavity subcompartment analyses / 
, 84-19983 

Comparison of implementation of selected 
TMI action plan requirements on operat- 
ing plants designed by Babcock & Wilcox 
/, 84-19968 

Comparison of radon fluxes with gamma- 
radiation exposure rates and soil 226Ra 
concentrations /, 84-20013 

Comparison of recommendations from se- 
lected education reform reports. 84- 
19661 

A comparison of the energy use of heat 
pumps and central electric furnaces /, 
84-20051 

A comparison of tillage systems : for reduc- 
ing soil erosion and water pollution /, 
84-18368 

Compatibility of grouts with hazardous 
wastes /, 84-19052 

Competitive equity in the financial services 
industry : hearing before the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-eighth Con- 
gress, first session, on S. 2181 ... S. 2134 
wy 84-20090 

A compilation of fluid inclusion and stable 
isotope data on selected precious-and 
base-metal epithermal deposits /, 84- 
19404 

Compilation of revised ages of volcanic 
units in the San Juan Mountains, Colora- 
do : recalculated K-Ar age determina- 
tions using IUGS constants, 84-19441 

Comprehension skills and text organization 
ability in reading /, 84-18888 

Comprehensive safety recommendations for 
land-based oil and gas well drilling., 84- 
19272 

Comprehensive training for personnel serv- 
ing autistic children /, 84-18946 

Computer-based education : the Best of 
ERIC, June 1976-1982 /, 84-18954 


Cotton insect mgt with special reference to the 


Computer based simulated cases as a tool 
for teaching reading diagnosis /, 84- 
18971 

A Computer code to calculate emission and 
transmission of infrared radiation through 
non-equilibrium atmospheres /, 84-18865 

Computer program modifications of Open- 
file report 82-1065 : a comprehensive 
system for interpreting seismic-refraction 
and arrival-time data using interactive 
computer methods, 84-19433 

Computer programs to support the world 
grain, oilseeds, and livestock (GOL) 
model /, 84-18551 

A computer system for testing fire manage- 
ment prescriptions /, 84-18452 

Computer technology for the handicapped 
in special education and rehabilitation : a 
resource guide /, 84-18993 

Computers and peripheral equipment, Bah- 
rain., 84-18751 

Computers and _ peripheral 
Sweden., 84-18748 

Computers and _ peripheral equipment, 
United Arab Emirates., 84-18750 

Computers and _ peripheral equipment, 
Yugoslavia., 84-18749 

Conceptual development and curriculum 
change : or is it rhetoric and fantasy? /, 
84-19019 

Conducting MSPA housing inspection : test 
book /, 84-19647 

Conducting MSPA housing inspections : 
task book /, 84-19646 

Conference on Environmental and Natural- 
ly Occurring Toxins in Animal Feeds and 
Grains Related to Animal Health. 84- 
19245 

Conflict management : keys to school 
boardsmanship : a program of continuing 
education for school board members., 
84-18896 

Congressional budget process : hearings 
before the Task Force on the Budget 
Process of the Committee on Rules, 
House of Representatives, Ninety-seventh 
Congress, second session, to review the 
congressional budget process since the 
adoption of the Congressional Budget 
and Impoundment Control Act of 1974 
vey 84-20172 

Congressional districts of the 98th Congress 
of the United States (January 1983 to 
January 1985) /, . 84-18625 

[Congressional serial set], 
19873, 84-19874 

Conservation of power and water re- 
sources, 84-19170 

Construction cost and erosion control effec- 
tiveness of filter windrows on fill slopes / 
, 84-18421 

Consumers’ knowledge about their health 
insurance coverage /, 84-19291 

Contamination from ethylene dibromide 
(EDB) : hearing before the Subcommittee 


equipment, 
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Oversight of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-eighth Congress, second 
session, January 27, 1984., 84-20162 

Continued investigation of USDA's guaran- 
teed grain storage program : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-eighth Congress, 
second session, March 1, 1984. 84- 
20138 

Contract guard information manual., 
19162 

Contractions., 84-19843 


Contractual arrangements with the Tennes- 
see Valley Authority for the purchase of 
electric power : hearing before the Sub- 
committee on Regional and Community 
Development of the Committee on Envi- 
ronment and Public Works, United States 
Senate, Ninety-eighth Congress, first ses- 
sion, November 14, 1983., 84-20161 

Contrails, Air Force Academy cadet hand- 
book., 84-18876 

Contrails, the Air Force cadet handbook, 
84-18876 

The contribution of education to economic 
productivity : schooling in a technologi- 
cal society /, 84-18976 

Contributions., 84-19956 

Control improvements needed in account- 
ing for Treasury securities at the Federal 
Reserve Bank of New York : réport /, 
84-19137 

Control of criteria and non-criteria pollut- 
ants from coal/liquid mixture combustion 
/, 84-19073 

Control of western equine encephalitis., 
84-19276 

Controlled Substance Registrant Protection 
Act of 1984 : report together with addi- 
tional views (to accompany H.R. 5222)., 
84-19922 

Cooperation for quality services in a period 
of declining resources : institute report /, 
84-18906 

The cooperative extension service : a na- 
tionwide knowledge system /, 84-18360 

Cooperative farm machinery operations, 
1970-80., 84-18565 

Copper availability—market economy coun- 
tries : a minerals availability program ap- 
praisal /, 84-19525 

Copyright protection for semiconductor 
chips : hearings before the Subcommittee 
on Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, on H.R. 1028 ... August 3 and De- 
cember 1, 1983., 84-20148 

Corporation for Public Broadcasting au- 
thorization : report (to accompany S. 
2436)., 84-19891 

Cotton insect management with special ref- 
erence to the boll weevil /, 84-18364 
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Cotton yarn from Brazil : determinations of 
the Commission in investigation no. 104- 
TAA-21 under section 104(b) of the 
Trade Agreements Act of 1979, together 
with the information obtained in the in- 
vestigation., 84-19608 

Count down— on high blood pressure con- 
trol : share the success., 84 ‘9675 

County business patterns, Iowa., 84-18638 

County business patterns, Kansas., 84- 
18639 

County business patterns, Minnesota., 
18640 

County business patterns, Missouri., 
18641 

County business patterns, Nebraska., 
18642 

County business patterns, North Dakota., 
84-18643 

County business patterns. Pt. SA, West 
North Central states. Iowa, Minnesota, 
Missouri, 84-18638, 84-18640, 84- 
18641 

County business patterns. Pt. 5B, West 
North Central states. Kansas, Nebraska, 
North Dakota, South Dakota, 84-18639, 
84-18642, 84-18643, 84-18644 

County business patterns, South Dakota., 
84-18644 

Court decisions relating to the National 
Labor Relations Act., 84-19671 

CRAC2 model description /, 84-19971 

Credit and Debit Card Counterfeiting and 
Fraud Act of 1983 : report with addition- 
al views (to accompany S. 1870)., 84- 
19882 

Criminal Justice Act revision of 1984 : 
report (to accompany H.R. 4307) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 84-19942 

Crisis in health care : the Pennsylvania per- 
spective : hearing before the Subcommit- 
tee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-eighth Con- 
gress, second session, March 23, 1984, 
Philadelphia, Pa., 84-20062 

Criteria for recording obligations for de- 
fense stock fund purchases should be 
changed : report /, 84-19136 

Criteria for safety-related nuclear power 
plant operator actions : 1982 pressurized 
water reactor (PWR) simulator exercises 
/, %4-19979 

Critical research issues and visual system 
requirements for a V/STOL training re- 
search simulator /, 84-18834 

Crooked River project, Oregon : 
County /, 84-19505 

The Cuban revolution and its impact on 
human rights : October 6, 1983., 84- 
19750 

Current cancer research on cancers of the 
urinary tract., 84-19221 

Current cancer research on development 
and application of in vitro techniques., 
84-19223 
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Current cancer research on occupational 
and environmental carcinogenesis., 84- 
19222 

Current cancer research on tumor growth : 
kinetics differentiation, proliferation inva- 
sion, metastasis non-immune_ host-tumor 
interactions., 84-19224 

Current clinical studies and patient referral 
procedure., 84-19211 

Current housing reports. H-170, Annual 
housing survey, Anaheim-Santa Ana- 
Garden Grove, Calif., standard metropol- 
itan statistical area. Housing characteris- 
tics for selected metropolitan areas., 84- 
18646 

Current housing reports. H-170, Annual 
housing survey, Dallas, Tex., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 84-18647 

Current housing reports. H-170, Annual 
housing survey, Madison, Wis., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 84-18649 

Current housing reports. H-170, Annual 
housing survey, Newark, N.J., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 84-18648 

Current housing reports. Series H-111, 
Housing vacancies. Vacancy rates and 
characteristics of housing in the United 
States, annual statistics, 84-18645 

Current industrial reports. MA-37E, Air- 
craft propellers /, 84-18626 

Custodial account instructions., 84-18362 

Cut red tape : two-day training : introduc- 
tion to federal projects and historic pres- 
ervation law., 84-19738 
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Dallas Creek., 84-19506 

DASC publications and forms index., 
18769 

Data for ground-water test hole near Butte 
City, Central Valley aquifer project, Cali- 
fornia, 84-19449 

Data for ground-water test hole near Nico- 
laus Central Valley Aquifer Project, Cali- 
fornia, 84-19390 

Data from sediment studies of the Rio Ori- 
noco, Venezuela, August 15-25, 1982, 
84-19444 

Data from the surface-water hydrologic in- 
vestigations of the Hay Creek study area, 
Montana, and the West Branch Antelope 
Creek study area, North Dakota, October 
1976 through April 1982, 84-19374 

Data management for job documentation 
reports /, 84-19593 

Data on stretching of fluid inclusions in flu- 
orite and sphalerite, 84-19478 

Data report for the August 1982 seismic- 
refraction experiment in the Mono Cra- 
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ters-Long Valley region, California, 84- 
19454 

Data supplement to : quality of coal mine 
drainage in Washington, 1975-77, 84- 
19380 

De Gray Lake., 84-18794 

Decay of buoyancy driven stratified layers 
with applications to Pressurized Thermal 
Shock (PTS) /, 84-20020 

Decision making and information process- 
ing under various uncertainty conditions 
/, 84-18872 

Decisions and orders of the National Labor 
Relations Board., 84-19670 

Decisions of the National Labor Relations 
Board, 84-19670 . 

Deer and elk forage production in Arizona 
mixed conifer forests /, 84-18412 

Defense Acquisition Improvement 
gram., 84-18754 

Defense Production Act amendments of 
1984 : conference report (to accompany 
S. 1852)., 84-19924 

Delaware monthly 
data, 84-18676 

Demand for carbohydrate foods in Colom- 
bia and Venezuela /, 84-18541 

Denmark, post report., 84-19781 

Dennie Ahl, providing for the 21st centu- 
ry., 84-18375 

Department of Commerce’s first-year imple- 
mentation of the Federal Managers’ Fi- 
nancial Integrity Act : report to the Sec- 
retary of Commerce /, 84-19156 

The Department of Energy’s first-year im- 
plementation of the Federal Managers’ 
Financial Integrity Act : report to the 
Secretary of Energy /, 84-19157 

Department of Justice Appropriation Au- 
thorization Act, fiscal year 1985 : report 
(to accompany S. 2606)., 84-19906 

Department of Medicine and Surgery con- 
struction, MEDIPP status and resource 
allocation planning and Puerto Rico and 
Virgin Islands health care plans : hearing 
before the Subcommittee on Hospitals 
and Health Care of the Committee on 
Veterans’ Affairs, House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion, February 23, 1984., 84-20180 

Department of the Interior and related 
agencies appropriations for 1985 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, Ninety-eighth Congress, 
second session /, 84-20074 

Department of the Interior digest of graz- 
ing decisions, 1959-1978 /, 84-19592 

Department of the Interior’s first-year im- 
plementation of the Federal Managers’ 
Financial Integrity Act : report to the 
Secretary of the Interior /, 84-19158 

Department of Transportation and related 
agencies appropriations for 1985 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
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resentatives, Ninety-eighth 
second session /, 84-20077 

Departments of Commerce, Justice, and 
State, the Judiciary, and related agencies 
appropriations for 1985 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-eighth Congress, second session /, 
84-20072 

Departments of Labor, Health and Human 
Services, Education, and related agencies 
appropriations for fiscal year 1984 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-eighth Congress, first ses- 
sion., 84-20080 

Departments of Labor, Health and Human 
Services, Education, and related agencies 
appropriations for 1985 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-eighth Congress, second session /, 
84-20075 

Deploying pheromone-baited traps for the 
western spruce budworm and defoliating 
insects /, 84-18419 

DEPTH : a system for the display of ele- 
mentary petroleum themes /, 84-19332 

Deregulating community development /, 
84-19301 

Description and significance of the gravity 
field in the Reelfoot Lake region of 
northwest Tennessee /, 84-20032 

A descriptive multimethod study of teacher 
judgment during the marking process /, 
84-19025 

Design and development of a hazardous 
waste reactivity testing protocol /, 84- 
19060 

Design criteria for reducing “popping” in 
area-of-interest displays : preliminary ex- 
periments /, 84-18836 

Design of a large force biaxial test frame /, 
84-19515 

Design optimization and field verification of 
an integrated residential furnace /, 84- 
19076 

Designated priority primary routes., 
20166 

Designating certain lands in the Cherokee 
National Forest, Tenn., as wilderness 
areas, and to allow management of cer- 
tain lands for uses other than wilderness : 
report (to accompany H.R. 4263)., 84- 
19936 

Determination of metabolic data appropri- 
ate for HLW dosimetry (ICRP-30), I. /, 
84-19999 

Determination of the impact of environ- 
mental regulations on Army unit training 
/, %4-18805 

Determining light transmittance characteris- 
tics of wood and bark chips /, 84-18426 

Detroit, Michigan, metropolitan area, 84- 
19637 

The development of a gamma-ray scattering 
densitometer and its application to the 


Congress, 


84- 





Ecological perspectives for successful schooling 


measurement of two-phase density distri- 
bution in an annular test section /, 84- 
19985 

Development of cost simulation study of 
alcoholism insurance benefit packages : 
documentation of the alcoholism treat- 
ment health insurance simulation model 
(ATHIS)., 84-19284 

Development of MCAERO wing design 
panel method with interactive graphics 
module /, 84-19685 

Development of pilot inspection system for 
Virginia State Air Pollution Control 
Board /, 84-19082 

Development of structured regression hy- 
potheses/interactive descriptive geometry 
through five dimensions /, 84-18389 

The development of the concept of “frac- 
tion” from grade two through grade 
twelve /, 84-19012 

Development of the National Assessment of 
Educational Progress /, 84-18931 

Developments in Europe, March 1984 : 
hearing before the Subcommittee on 
Europe and the Middle East of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-eighth Congress, 
second session, on H. Con. Res. 172, 
March 20, 1984., 84-20126 

Devil’s Garden Outstanding Natural Area : 
Utah., 84-19603 

Dielectric properties of lumber loads in a 
dry kiln /, 84-18383 

Diesels in underground mining : a review 
and evaluation of an air quality monitor- 
ing methodology /, 84-19523 

Digest of education statistics., 
84-18911 

Digest of educational statistics, 
84-18911 

Digital gravity and magnetic data collected 
in 1980 in the northern Bering Sea, 84- 
19415 

DIGMAN : a computer program to illus- 
trate the complexities in sampling com- 
mercial low-level waste sites for radionu- 
clide spills or migration /, 84-20035 

Dimensional characteristics of hardwood 
top and limb residue /, 84-18430 

Direct seeding of southern pines : a regen- 
eration alternative /, 84-18483 

Director’s report to the Congress on the 
National Assessment of Educational 
Progress /, 84-18932 

Directory, Forest Service, 84-18380 

Directory of library resources for the blind 
and physically handicapped, 84-19665 

Dispatcher’s medical reference manual., 
84-19859 

Disposition of anthracene in the water and 
aufwuchs matrices of a large outdoor 
channel microcosm : a data set for mathe- 
matical simulation models /, 84-19067 

Dissemination processes and effective 
schooling : “What’s the fit?”, 84-18902 
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Distribution, abundance and entrainment of 
larval fishes in the Western and Central 
Basins of Lake Erie /, 84-19062 

Distribution and abundance of detectable 
gold, arsenic, bismuth, and antimony in 
the nonmagnetic fraction of heavy-miner- 
al concentrates and in the minus-80-mesh 
fraction from stream sediments, Peters- 
burg area, southeast Alaska, 84-19402 

Distribution and costs of landslides in San 
Diego County, California, during the 
rainfall years of 1978-79 and 1979-80, 
84-19428 

Distribution and quantitative assessment of 
world crude oil reserves and resources /, 
84-19323, 84-19461 

Distribution of monochrome screen lumi- 
nance in the CTOL visual technology re- 
search simulator /, 84-18823 

Diversity of vertebrates in wildlife water- 
impoundments on the Chippewa National 
Forest /, 84-18396 

Dodder and its control /, 84-18355 

DoDDS local educational advisory commit- 
tees., 84-18756 

Dolores project (under construction) : Col- 
orado, Montezuma and Dolores Counties 
/, %4-19508 

Domestic saprolites as potential substitutes 
for refractory-grade bauxite /, 84-19521 

Domestic Volunteer Service Act amend- 
ments of 1984 : conference report (to ac- 
company S. 1129)., 84-19930 

Draft environmental impact statement 
1985-2030 resources planning act pro- 
gram., 84-18480 

Drainage of highway pavements., 
19833 

Dual Maxwellian space plasma modeling by 
the logarithmic method /, 84-18861 

Dungeness National Wildlife Refuge, Wash- 
ington., 84-19575 


84- 


E 


The Early treatment diabetic retinopathy 
study : an explanation for patients /, 84- 
19209 

Easyride : specialized transportation service 
in New York City (phase II report)., 84- 
19853 

The ecological impact of beach nourish- 
ment with dredged materials on the inter- 
tidal zone at Bogue Banks, North Caroli- 
na/, 84-18791 

Ecological perspectives for successful 
schooling practice : Bridging Meeting 
report, November 15-17, 1981 /, 84- 
18928 

Ecological perspectives for successful 
schooling practice : mutual inquiry : the 
role of collaborative research on teaching 
in school-based staff development /, 84- 
18927 
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The ecology of estuarine channels of the 
Pacific northwest coast : a community 
profile /, 84-19577 

The ecology of San Francisco Bay tidal 
marshes : a community profile /, 84- 
19578 

The economic benefits of personnel selec- 
tion using ability tests : a state of the art 
review including a detailed analysis of 
the dollar benefit of U.S. employment 
service placements and a critique of the 
low-cutoff method of test use., 84-19649 

Economic demographic and related tax sta- 
tistics : districts, regions, service centers., 
84-19809 

Economic feasibility of manufacturing 
COM-PLY floor joists /, 84-18415 

Economics of agricultural erosion and sedi- 
mentation : a selected literature review /, 
84-18550 

Eddy-current inspection for steam genera- 
tor tubing program annual progress 
report for period ending ... /, 84-1998] 

Education and income characteristics of 
male war veterans and nonveterans, 
March 1982 /, 84-19866 

The educational management team : keys to 
school boardsmanship, a program of con- 
tinuing education for school board mem- 
bers., 84-18898 

Edwin B. Forsythe National Wildlife 
Refuge, designation of : report (to ac- 
company H.J. Res. 537) (including cost 
estimate of the Congressional Budget 
Office)., 84-19935 

Effect of aerodynamic and angle-of-attack 
uncertainties on the blended entry flight 
control system of the space shuttle from 
Mach 10 to 2.5 /, 84-19700 

The Effect of deficits on prices of financial 
assets : theory and evidence., 84-19799 

The effect of hydro turbine air venting on 
generating efficiency, dissolved oxygen 
uptake, and turbine vibrations /, 84- 
20049 

Effect of snowmelt on the quality of Filson 
Creek and Omaday Lake, Northeastern 
Minnesota /, 84-19334 

The Effect of thermal and irradiation aging 
simulation procedures on polymer prop- 
erties /, 84-20006 

Effective meetings : keys to school boards- 
manship : a program of continuing educa- 
tion for school board members., 84- 
18897 

Effective principals : what do we know 
from various educational literatures? /, 
84-18904 

Effectiveness of education and human serv- 
ice programs at the state and local level : 
joint hearings before the Subcommittee 
on Human Resources and the Subcom- 
mittee on Elementary, Secondary, and 
Vocational Education and the Subcom- 
mittee on Postsecondary Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
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Congress, second session, hearings held in 
Raleigh, North Carolina on September 1, 
and Chapel Hill, North Carolina on Sep- 
tember 2, 1982., 84-20102 

The Effectiveness of telephone information 
service in transit : travel and fare infor- 
mation /, 84-19854 

Effectiveness of the Mark V Chemical-Bio- 
logical Mask worn over spectacles /, 
84-18839 

Effects of a runoff event on Normandy 
Reservoir water quality /, 84-20052 

Effects of commercial clearcutting of 
Aspen on understory vegetation and 
wildlife habitat values in southwestern 
Colorado /, 84-18410 

Effects of household socioeconomic fea- 
tures on dairy purchases /, 84-18357 

Effects of interdisciplinary team teaching : 
research synthesis /, 84-18929 

The effects of the institutional structure of 
schools on teachers /, 84-19021 

Effects of transport delay on simulator air- 
to-air engagements /, 84-18870 

Effects of using sewage sludge on agricul- 
tural and disturbed lands /, 84-19050 

The Effects of various fidelity factors on 
simulated helicopter hover /, 84-18820 

Eight Mile Creek, Paragould, Arkansas : 
communication from the Assistant Secre- 
tary of the Army (Civil Works) transmit- 
ting a letter from the Chief of Engineers, 
Department of the Army, dated August 
10, 1979, submitting a report, together 
with accompanying papers and _ illustra- 
tions, on Eight Mile Creek, Paragould, 
Arkansas ..... 84-19911 

EIS : Epidemic Intelligence Service., 
19260 

Electric power systems, Nigeria., 84-18752 

Electrical parameters in 60-Hz biological 
exposure systems and their measurement : 
a primer /, 84-18668 

Emergency medical services dispatcher : 
national standard curriculum : student 
study guide., 84-19858 

Emergency preparedness plan., 

Employees’ benefits, 84-19171 

Employer-sponsored skill training /, 84- 
18940 

Employment projections for 1995 /, 84- 
19632 

Employment trends in the Southeast : 1974- 
1978., 84-19642 

Energy and water development appropria- 
tions for 1985 : hearings before a subcom- 
mittee of the Committee on Appropria- 
tions, House of Representatives, Ninety- 
eighth Congress, second session /, 84- 
20073 

Engineering characterization of ground 
motion : task 1, effects of characteristics 
of free-field motion on structural re- 
sponse /, 84-20036 

Engineering geology and design of slopes 
for cretaceous Potomac deposits in Fair- 
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fax County, Virginia, and vicinity /, 84- 
19326 

Entrepreneurship in voc ed : a guide for 
program planning /, 84-18968 

The environmental history and present con- 
dition of Saudi Arabia’s northern sand 
seas, 84-19467 

Environmental Quality Improvement Act 
amendments : report (to accompany S. 
2703)., 84-19901 

EPA investigation of Superfund and 
agency abuses : hearings before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-eighth Congress, first session 
84-20118 

Epidemic Intelligence Service 32nd annual 
conference., 84-1926] 

The equilibrium arsenic capacity of activat- 
ed alumina /, 84-19048 

Erosion and migration of an artificial sand 
and gravel island, Niakuk III, Beaufort 
Sea, Alaska, 84-19360 

An error analysis for the use of presently 
available lunar radio flux data in broad- 
beam antenna-system measurements /, 
84-18667 

Escalante Canyon (Tract 1) Outstanding 
Natural Area: Utah., 84-19604 

The escaped fire situation : a decision anal- 
ysis approach /, 84-18409 ‘ 

Establishing a state mining and mineral! re- 
sources research institute program, and 
for other purposes : report (to accompa- 
ny H.R. 4214) (including the cost esti- 
mate of the Congressional Budget 
Office)., 84-19926 

Estate and gift tax convention with the 
Kingdom of Denmark : report of the 
Committee on Foreign Relations, United 
States Senate, on Treaty doc. no. 98-6, 
98th Congress, Ist session, estate and gift 
tax convention with the government of 
the Kingdom of Denmark., 84-19908 

Estimated oil and gas reserves, southern 
California Outer Continental Shelf, De- 
cember 31, 1982, 84-19424 

Estimates of the population of Hawaii coun- 
ties and metropolitan areas : July 1, 1981, 
and 1982 (provisional)., 84-18628 

Estimates of the population of Illinois coun- 
ties and metropolitan areas : July 1, 1981, 
and 1982 (provisional)., 84-18629 

Estimates of the population of Iowa coun- 
ties and metropolitan areas : July 1, 1981, 
and 1982 (provisional)., 84-18630 

Estimates of the population of Kentucky 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 84-18631 

Estimates of the population of Minnesota 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 84-18632 

Estimates of the population of New Jersey 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 84-18633 
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Estimates of the population of North Caro- 
lina counties and metropolitan areas : 
July 1, 1981, and 1982 (provisional)., 84- 
18634 

Estimates of the population of Pennsylvania 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 84-18635 

Estimates of the population of Texas coun- 
ties and metropolitan areas : July 1, 1981, 
and 1982 (provisional)., 84-18636 

Estimates of the population of Vermont 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 84-18637 

Estimating horizontal drain design by the 
finite-element and finite-difference meth- 
ods /, 84-19520 

Estimating the rate and amount of tree loss 
from mountain pine beetle infestations /, 
84-18386 

Europe and West Coast of Africa, including 
the Mediterranean Sea, 84-18740 

Evaluating your firm’s injury & illness 
record, 1982 : construction industries., 
84-19641 

Evaluation of an index of biotic integrity : 
temporal variability and regional applica- 
tion in the midwest /, 84-19037 

Evaluation of engineering aspects of back- 
fill placement for high level nuclear 
waste (HLW) deep geologic repositories 
/, %84-19982 

Evaluation of instrumentation for detection 
of inadequate core cooling in boiling 
water reactors /, 84-20010 

Evaluation of liquid oxygen to increase 
channel catfish production in heated 
water raceways /, 84-20047 

An evaluation of manual ultrasonic inspec- 
tion of cast stainless steel piping /, 84- 
20027 

Evaluation of method 5B at a coal-fired 
boiler., 84-19080 

Evaluation of the erosion potential of em- 
bankment core materials using the labora- 
tory triaxial erosion test procedure /, 
84-18785 

Evaluation of the Musculoskeletal Diseases 
Program., 84-19210 

An evaluation of the STEMS tree growth 
projection system /, 84-18395 

Evaluation of tubewall corrosion rates on a 
coal-fired utility boiler using staged com- 
bustion for NOx reduction /, 84-19071 

Evaluation of water-quality characteristics 
of part of the Spokane aquifer, Washing- 
ton and Idaho, using a solute-transport 
digital model, 84-19365 

Everything you always wanted to know 
about the medical device amendments ... 
and weren’t afraid to ask., 84-19246 

An examination of the size effects and data 
scatter observed in small-specimen cleav- 
age fracture toughness testing /, 84- 
20012 

Examining secondary vocational programs 
with high and low training-related place- 
ment /, 84-18913 
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Examining the unitary tax : March 8, 1984., 
84-19765 

The exclusive economic zone : 
new frontier /, 84-19319 

Executive summary : 1983 DOD Standardi- 
zation Coi.ference : reducing acquisition 
and support costs for the DOD., 84- 
18758 

An executive training program /, 84-18991 

Exercise evaluation and simulation facility 
evacuation events models., 84-19087 

Expansion arts /, 84-19713 

Expansion arts program, 84-19713 

Experimental program for opportunities in 
advanced study and research in educa- 
tion., 84-18952 

Explosion-induced stress changes estimated 
from vibrating-wire stressmeter measure- 
ments near the Mighty Epic event, 
Nevada Test Site, 84-19436 

Export trading companies : contact facilita- 
tion service directory., 84-18744 

Exposure of creosote-naive and creosote- 
conditioned Limnoria tripunctata (Men- 
zies) to untreated and creosote-treated 
wood /, 84-18842 

Extension of copyright terms., 84-19658 

Extension of international energy program : 
conference report (to accompany H.R. 
4194)., 84-19921 

Extradition treaty with Costa Rica : mes- 
sage from the President of the United 
States transmitting the treaty between the 
government of the United States of 
America and the government of the Re- 
public of Costa Rica, signed at San Jose 
on December 4, 1982, together with a 
related exchange of notes signed on De- 
cember 16, 1982., 84-19877 

Extradition treaty with Ireland : message 
from the President of the United States 
transmitting the treaty on extradition be- 
tween the United States and Ireland, 
signed at Washington on July 13, 1983., 
84-19879 

Extradition treaty with Italy : message from 
the President of the United States trans- 
mitting the extradition treaty between the 
government of the United States of 
America and the government of the Re- 
public of Italy, signed at Rome on Octo- 
ber 13, 1983., 84-19880 

Extradition treaty with Jamaica : message 
from the President of the United States 
transmitting the extradition treaty be- 
tween the government of the United 
States of America and the government of 
Jamaica, signed at Kingston on June 14, 
1983., 84-19878 
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FAA statistical handbook of aviation., 
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Facility operation and administration /, 
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Facts about the Emergency Veterans’ Job 
Training Program., 84-19628 

Facts about the food stamp program., 
18361 

Fair Labor Standards Act of 1938, as 
amended., 84-19648 

Farm commodity market performance and 
economic forecasts : hearing before the 
Joint Economic Committee, Congress of 
the United States, Ninety-eighth Con- 
gress, second session, January 23, 1984., 
84-20101 

Farm population trends by farm character- 
istics, 1975-1980 /, 84-18543 

Farmer participation in the Hall County 
ACP special water quality project, Ne- 
braska, 1980 /, 84-18544 

Farmland ownership in the United States /, 
84-18548 

Favoritism and bias within the Defense Sci- 
ence Board and other military advisory 
panels : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
eighth Congress, first session, Sepember 
22, 1983., 84-20136 

Feasibility of using oil shale wastewater for 
waterfowl wetlands /, 84-19579 

Federal aid in fish and wildlife restoration., 
84-19574 

Federal aid in wildlife restoration, 
19574 

Federal and state efforts to protect ground 
water : report to the Chairman, Subcom- 
mittee on Commerce, Transportation and 
Tourism, Committee on Energy and 
Commerce, House of Representatives /, 
84-19152 

Federal disaster assistance program : com- 
munity disaster loan handbook pursuant 
to Public Law 93-288., 84-19092 

Federal disaster assistance program : mobile 
home sales handbook., 84-19091 

The Federal Emergency Management 
Agency (FEMA) Individual Mobilization 
Augmentee (IMA) Program : administra- 
tive procedures for military reservists and 
emergency management coordinators., 
84-19093 

Federal funds for research and develop- 
ment., 84-19722 

Federal funds for research, development, 
and other scientific activities, 84-19722 

A federal prosecutor’s guide to bond and 
sentencing issues : pretrial detention, sen- 
tence enhancement, parole eligibility, and 
penal designation in federal prosecutions 
/, 84-19620 

Federal response to rising natural gas prices 
in northwestern Pennsylvania : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-eighth Congress, 
second session, February 13, 1984. ., 84- 
20137 
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Federal Seed Act regulations (part 201) : 
certified seed regulations., 84-18539 

Federal timber contract extensions : hearing 
before the Subcommittee on Forests, 
Family Farms, and Energy of the Com- 
mittee on Agriculture, House of Repre- 
sentatives, | Ninety-eighth Congress, 
second session, February 28, 1984., 84- 
20066 

The female-male earnings gap : a review of 
employment and earnings issues., 84- 
19639 

Field manual for plunging water jet use in 
oil spill cleanup /, 84-19056 

Field surveys of carbon monoxide in com- 
mercial settings using personal exposure 
monitors /, 84-19045 

Field tests of elk/timber 
guidelines /, 84-18390 

Filling of Spirit Lake, Washington, May 18, 
1980 to July 31, 1982, 84-19366 

Final environmental impact statement 
LPK timber sale plan for the 1984-89 op- 
erating period, Tongass National Forest, 
Alaska., 84-18482 

Final environmental impact statement for 
the Intermountain Region guide., 84- 
18475 

Final environmental impact statement for 
the San Juan National Forest land and 
resource management plan, Archuleta, 
San Juan, La Plata, Montezuma, Dolores, 
Mineral, Hinsdale, Conejos, San Miguel 
and Rio Grande Counties, Colorado., 
84-18478 

Final environmental impact statement, 
Routt National Forest., 84-18477 

Final performance report : the NIE-NMSU 
project on minorities and women’s re- 
search : a multi-purpose modei to in- 
crease equal participation in educational 
research /, 84-19006 

Final report on school/home ethnography 
project /, 84-19013 

Final report on the design of the National 
Assessment of Educational Progress /, 
84-18933 

Final report phase IV : research opportuni- 
ties in muscle atrophy /, 84-19686 

A final report to the AFT Teacher Center 
Resource Exchange /, 84-18912 

Financial interest and syndication rules : 
hearings before the Subcommittee on 
Telecc ications, Consumer Protec- 
tion, and Finance of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, on H.R. 2250 ... June 1 and 
August 1, 1983., 84-20117 

Finite-difference fluid dynamics computer 
mathematical models for the design and 
interpretation of experiments for space 
flight /, 84-19710 

Fire ecology of Montana forest habitat 


types east of the Continental Divide /, 
84-18446 
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A fire effects appraisal system for Wiscon- 
sin /, 84-18455 

Fire research publications /, 84-18669 

First-year implementation of the Federal 
Managers’ Financial Integrity Act in the 
Veterans Administration : report to the 
Administrator of Veterans Affairs /, 84- 
19145 

Fiscal year 1984 : Air Force technical ob- 
jective document., 84-18869 

Fiscal year 1985 budget proposals affecting 
federal workers and retirees : hearing 
before the Subcommittee on Compensa- 
tion and Employee Benefits of the Com- 
mittee on Post Office and Civil Service, 
House of Repesentatives, Ninety-eighth 
Congress, second session, February 29, 
1984., 84-20158 

Fiscal year 1985 Department of Energy au- 
thorization (transportation programs ) : 
hearings before the Subcommittee on 
Transportation, Aviation, and Materials 
of the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-eighth Congress, second session, 
February 21, 22, 1984., 84-20176 

Fiscal years 1985-1992 projections : number 
of returns to be filed : United States 
spring update FY 1986 budget cycle., 
84-19811 

Fission product removal in Engineered 
Safety Feature (ESF) systems : data base 
assessment and suggested experimental 
program /, 84-20024 

Five principals in action : perspectives on 
instructional management /, 84-18936 

A Five-year plan for meeting the automatic 
data processing and telecommunications 
needs of the Federal government., 84- 
19740 

Fixed-cone valve prototype tests, New Me- 
lones Dam, California /, 84-18786 

Flight instructor question book., 84- 
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Flood-frequency estimates for five gaged 
basins in Wichita, Kansas /, 84-19349 

Flood insurance study : city of Adrian, 
Oregon, Malheur County., 84-19117 

Flood insurance study : city of Arroyo 
Grande, California, San Luis Obispo 
County., 84-19098 

Flood insurance study : city of Boca Raton, 
Florida, Palm Beach County., 84-19102 

Flood insurance study : city of Broken 
Arrow, Oklahoma, Tulsa and Wagoner 
counties., 84-19114 

Flood insurance study 
Alto, California, 
84-19099 

Flood insurance study : city of Erwin, Ten- 
nessee, Unicoi County., 84-19120 

Flood insurance study : city of Fruitland 
Park, Florida, Lake County., 84-19103 

Flood insurance study : city of Groveland, 
Florida, Lake County., 84-19100 

Flood insurance study : city of Harriman, 
Tennessee, Roane County., 84-19122 
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Flood insurance study : city of Jordan 
Valley, Oregon, Malheur County., 84- 
19116 

Flood insurance study : city of Junction 
City, Oregon, Lane County., 84-19115 

Flood insurance study : city of La Follette, 
Tennessee, Campbell County., 84-19123 

Flood insurance study : city of Osawato- 
mie, Kansas, Miami County., 84-19106 

Flood insurance study : city of Pineville, 
Louisiana, Rapides Parish., 84-19108 

Flood insurance study : Coosa County, Ala- 
bama, unincorporated areas., 84-19097 

Flood insurance study : Floyd County, 
Kentucky, unincorporated areas. 84- 
19107 

Flood insurance study Rio Humacao 
Basin, Puerto Rico., 84-19128 

Flood insurance study : Stephens County, 
Georgia, unincorporated areas., 84- 
19104 

Flood insurance study : town of Beekman, 
New York, Dutchess County., 84-19112 

Flood insurance study : town of Clermont, 
New York, Columbia County., 84-19111 

Flood insurance study : town of Fanning 
Springs, Florida, Gilchrist and Levy 
counties., 84-19101 

Flood insurance study : town of Northeast, 
New York, Dutchess County., 84-19113 

Flood insurance study : town of Rhinebeck, 
New York, Dutchess County., 84-19110 

Flood insurance study : town of Stage- 
coach, Texas, Montgomery County., 84- 
19124 

Flood insurance study : town of Utica, In- 
diana, Clark County., 84-19105 

Flood insurance study : village of Fairport, 
New York, Monroe County., 84-19109 

Flood insurance study : village of La Valle, 
Wisconsin, Sauk County., 84-19125 

Flood insurance study : village of North 
Freedom, Wisconsin, Sauk County., 84- 
19126 

Flood insurance study : village of West 
Baraboo, Wisconsin, Sauk County., 84- 
19127 

Flood insurance study : Wilson County, 
Tennessee, unincorporated areas., 84- 
19121 

Flood insurance study, supplement : wave 
height analysis : city of Beaufort, South 
Carolina, Beaufort County., 84-19118 

Flood insurance study, supplement : wave 
height analysis : town of Port Royal, 
South Carolina, Beaufort County., 84- 
19119 

Floods from small drainage basins in Alaska 
/, 84-19386 

Floods of April 1983 in southern Mississippi 
and southeastern Louisiana, 84-19446 

Fluidized-bed gasification of peat, lignite, 
subbituminous, and pretreated bituminous 
coal /, 84-19077 
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Fluoride concentrations in water from four 
principal coastal plain aquifer systems, 
South Carolina, 84-19353 

Flyways : pioneering waterfowl manage- 
ment in North America /, 84-19572 

Focus on survival : leader’s guide., 
19794 

Folklife and ethnomusicology serial publi- 
cations in North America., 84-19655 

Folklore and ethnomusicology societies in 
North America., 84-19654 

Food and drugs, 84-19172, 84-19173, 
84-19174, 84-19175, 84-19176, 84- 
19177 

Food fit for Fido /, 84-19239 

Food intakes : individuals in 48 states, year 
1977-78., 84-18567 

Food purchasing guide for group feeding /, 
84-18363 

Food Stamp Optional Block Grant Act : 
hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, United 
States Senate, Ninety-eighth Congress, 
second session, on S. 1279 ... February 1, 
1984., 84-20070 

Foothold acquisitions and bank market 
structure /, 84-19131 

For women, managing your business : a 
resource and information handbook /, 
84-19796 

Foreign assistance and related programs ap- 
propriations for fiscal year 1985 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-eighth Congress, second 
session., 84-20081 

Foreign assistance legislation for fiscal year 
1985 : hearings before the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion., 84-20127 

Foreign currency purchases can be reduced 
through greater use of currency use pay- 
ments under Public Law 480 commodity 
sales agreements : report /, 84-19149 

Foreign industrial targeting and its effects 
on U.S. industries, phase II : the Europe- 
an Community and member states 
report to the Subcommittee on Trade, 
Committee on Ways and Means, U.S. 
House of Representatives on investigation 
no. 332-162, under section 332(b) of the 
Tariff Act of 1930., 84-19611 

Foreign investment and licensing checklist 
for U.S. firms., 84-18745 

Foreign language careers 
Q&A /, 84-18951 

Foreign policy, its impact on agricultural 
trade : March 7, 1984., 84-19758 

Foreign relations of the United States /, 
84-19748 

Forest area in Kansas, 1981 /, 84-18428 

Forest Service organizational directory /, 
84-18380 

Forest statistics for north central Alabama 
counties /, 84-18444 
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Glacier Bay Natl Park and Preserve, Alaska / 


Forms catalog., 84-19305 

Fort Hamilton High School Project 
ELITES : Education for Life Through 
Extended Services, 1981-1982 /, 84- 
19035 

Fort Hood geographic information system : 
pilot system development and user in- 
structions /, 84-18804 

Fort Larned : Fort Larned National Histor- 
ic Site, Kansas., 84-19563 

A FORTRAN computer program to com- 
pute the radiation pattern of an array-fed 
paraboloid reflector /, 84-18849 

Forum for families : quality of American 
family life : hearing before the Subcom- 
mittee on Family and Human Services of 
the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
eighth Congress, first session, on exami- 
nation of federal policies intended to pre- 
serve and increase the quality of Ameri- 
can family life; a prelude to National 
Family Week and National Adoption 
Week, November 18, 1983., 84-20154 

Foster Grandparent Program handbook., 
84-18568 

Fracture toughness and flaw growth in ni- 
tronic 40 at cryogenic temperatures /, 
84-19706 

French folk music and song from the 
United States and Canada on the field 
recordings in the archive of folk song., 
84-19656 

Friction and wear of iron in sulfuric acid /, 
84-19701 

Friction and wear of nickel in sulfuric acid 
/, 84-19702 

From challenge to opportunity : the Forest 
Service in 1983., 84-18369 

Functional design of control structures for 
Oregon Inlet, North Carolina : hydraulic 
model investigation /, 84-18788 

Further improvements needed in Navy’s 
oversight and management of contracting 
for facilities construction on Diego 
Garcia : report to the Secretary of De- 
fense /, 84-19147 

Future consumption of timber growth in 
northern Minnesota, 1980-2030 /, 84- 
18399 

The Future of university affiliated facilities 
for the developmentally disabled : a 
report of the Ad Hoc Workshop on the 
University Affiliated Facility (UAF) Pro- 
gram., 84-19296 


G 


Generalized geologic map of the southern 
Sierra Nevada, California, showing the 
location of basement samples for which 
whole rock 18/0 has been determined, 
84-19494 

A generic guide to the larvae of the Near- 
arctic Tanytarsini, 84-19364 

Geochemical and mineralogical data for al- 
tered rocks and soils collected in and 


Do not order from index; see indicated entry 





near the William Fork and St. Louis Peak 
Roadless Areas Clear Creek, Grand, and 
Summit Counties, Colorado, 84-19438 

Geochemical data for samples of rock, 
stream sediment, and nonmagnetic dense- 
mineral concentrate in the Andrews 
Mountain, Mazourka, and Paiute Road- 
less Areas, Inyo County, California, 84- 
19398 

Geochemical halos in the Silver City 
mining region and adjacent areas, Grant 
County, New Mexico /, 84-19324 

Geochronology, geochemistry, and tectonic 
environment of porphyry mineralization 
in the central Alaska Peninsula, 84- 
19476 

Geographic distribution of V.A. expendi- 
tures, 84-19868 

Geographic distribution of VA expenditures 
/, 84-19868 

Geohydrologic and drill-hole data for test 
well USW H-1, adjacent to Nevada Test 
Site, Nye County, Nevada, 84-19375 

Geohydrology and model analysis of 
stream-aquifer system along the Arkansas 
River in Kearny and Finney counties, 
southwestern Kansas, 84-19382 

Geologic and hydrologic characterization 
and evaluation of the Basin and Range 
Province relative to the disposal of high- 
level radioactive waste, 84-19450 

Geologic report and recommendations for 
the cobalt mission to Morocco, 84- 
19361 

Geological Survey research., 84-19333 

Geology and mineral resource potential of 
the Palisade Wilderness study area, Mesa 
County, Colorado (GEM, phase 2), 84- 
19479 

Geology of faults exposed in trenches in 
Crater Flat, Nye County, Nevada, 84- 
19434 

Geophysical interpretation of the gneiss ter- 
rane of northern Washington and south- 
ern British Columbia, and its implications 
for uranium exploration /, 84-19331 

Geophysical methods for locating aban- 
doned wells, 84-19451 

Geophysical monitoring 
change, 84-18742 

Geophysical Monitoring for Climatic 
Change. Summary report., 84-18742 

George Washington Carver George 
Washington Carver National Monument, 
Missouri /, 84-19566 

Geotechnical framework, northeast Gulf of 
Alaska, 84-19411 

Getting down to basic : the Army National 
Guard., 84-18774 

Glacier Bay : a guide to Glacier Bay Na- 
tional Park and Preserve, Alaska /, 84- 
19565 

Glacier Bay National Park and Preserve, 
Alaska /, 84-19560 
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Glaciers : clues to future climate? / 


Glaciers 
19320 

Glideslope descent-rate cuing to aid carrier 
landings /, 84-18821 

Global stocks of grain : implications for 
U.S. policy /, 84-18556 

Gold medals to the daughter of Harry S. 
Truman, Lady Bird Johnson, and the 
widow of Roy Wilkins : hearing before 
the Subcommittee on Consumer Affairs 
and Coinage of the Committee on Bank- 
ing, Finance, and Urban Affairs, Ninety- 
eighth Congress, second session, on H.R. 
3614 ... HJ. Res. 394 ... H.R. 3240 ... 
March 6, 1984., 84-20086 

Governing International Fishery Agree- 
ment between the United States and 
Poland : message from the President of 
the United States transmitting a copy of 
an extension of the Governing Interna- 
tional Fishery Agreement between the 
United States and Poland, pursuant to 
Public Law 94-265, sec. 203(a)., 84- 
19914 

Governing international fishery agreement 
between the United States and the Soviet 
Union : message from the President of 
the United States transmitting notification 
of the proposed extension of the govern- 
ing international fishery agreement be- 
tween the United States and the Soviet 
Union until December 31, 1985, pursuant 
to Public Law 94-265, section 203(a)., 
84-19915 

Government-wide food quality assurance 
program interagency functional directo- 
ry., 84-18538 

Grace Commission recommendations : hear- 
ing before the Committee on Finance, 
United States Senate, Ninety-eighth Con- 
gress, second session, February 8, 1984., 
84-20124 

Grant guidelines for cancer control : areas 
of programmatic interest /, 84-19219 

Grants and awards (Washington), 
19720 

Grants and awards for fiscal year... /, 84- 
19720 

Greeley in perspective /, 84-19129 

Green above-stump weights red oak, red 
maple, and white birch in northern 
Michigan /, 84-18393 

Greenbrier wild & scenic river study : draft 
environmental impact statement and 
study report., 84-18479 

Ground-water data for Georgia, 1982, 84- 
19443 

Ground-water data for selected coal areas 
in western North Dakota, 84-19381 

Ground water in the southeastern Uinta 
basin, Utah and Colorado, 84-19388 

Ground-water levels in observation wells in 
Oklahoma 1980-82, 84-19470 

Ground-water quality data for Oklahoma, 
1981, 84-19447 

Ground water records for St. Croix, U.S. 


: clues to future climate? /, 84- 


84- 





Virgin Islands, 1969-1973, 84-19421 
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Group-type hydrocarbon standards for 
high-performance liquid chromatographic 
analysis of middistillate fuels /, 84-19708 

Growth in the health and natura! foods in- 
dustry /, 84-18557 

Growth of 11 introduced tree species on 
selected forest sites in Hawaii /, 84- 
18406 

Guide for fee-for-service medical groups on 
affiliation with health maintenance orga- 
nizations /, 84-19290 

Guide to—specifications, standards and 
commercial item descriptions of the fed- 
eral government, February 1984. 84- 
19163 

A Guide to business mail preparation., 
19735 

A Guide to disbursement, refund, and re- 
payment., 84-18881 

Guide to Federal Aviation Administration 
publications., 84-19838 

A Guide to services., 84-18778 

Guide to spoken-word recordings : educa- 
tional, professional, and self-development 
materials., 84-19663 

A Guide to the repayment of multiple na- 
tional direct student loans., 84-18882 

Guide to types of NRC formal documents 
and their uses., 84-20038 

Guidebook for 1983 friends of the Pleisto- 
cene field trip to the Sanpoil River 
Valley, northeastern Washington, 84- 
19406 

Guidebook, 1983 Friends of the Pleistocene 
field trip, glacial sequence near McCall, 
Idaho, 84-19460 

Guidelines for rescuing large failing firms 
and municipalities : report to the Con- 
gress /, 84-19141 

Guidelines for rescuing large failing firms 
and municipalities : summary : report to 
the Congress /, 84-19142 

Guidelines for use of water quality moni- 
tors, 84-19445 


84- 


H 


Habitat suitability information 
trout /, 84-19581 

Habitat suitability information 
84-19580 

Hand-held ratioing radiometer data for 66 
selected mineral samples, 84-19490 

Handbook, federal radio use, Boulder sup- 
port /, 84-18741 

Handbook of specimen collection and han- 
dling in microbiology /, 84-19266 

The hardwood resource on nonindustrial 
private forest land in the southeast Pied- 
mont /, 84-18414 

Harvey E. Ward : report (to accompany S. 
1126)., 84-19883 

Hazardous materials/hazardous waste strat- 
egy /, 84-18800 

Hazardous Materials Transportation Act re- 
authorization report (to accompany 


: rainbow 


: walleye /, 
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H.R. 5642 ... referred jointly to the Com- 
mittee on Public Works and Transporta- 
tion and the Committee on Energy and 
Commerce) (including cost estimate of 
the Congressional Budget Office)., 84- 
19944 

Health care and the rural elderly : control- 
ling costs and improving services : hear- 
ing before the Task Force on the Rural 
Elderly of the Select Committee on 
Aging, House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 10, 1984, Muskogee, Okla., 84-20061 

Health professions and services amendments 
of 1984 : report together with minority 
and additional views (to accompany H.R. 
5602) (including cost estimate and com- 
parison of the Congressional Budget 
Office)., $4-19948 

Health promotion & disease prevention : an 
assessment guide for BHCDA projects., 
84-19287 

Health Services, Preventive Health Serv- 
ices, and Home and Community Based 
Services Act of 1984 : report together 
with additional views (to accompany S. 
2301)., 84-19886 

Hearing to extend certain expiring educa- 
tion programs : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-eighth Congress, 
second session, on H.R. 11 ... hearing 
held in Washington, D.C., on March 21, 
1984., 84-20103 

Heavy-Section Steel Technology Program : 
five-year plan, FY 1983-1987 ; prepared 
by the staff of the Heavy-Section Steel 
Technology Program, Oak Ridge Nation- 
al Laboratory ; prepared by the U.S. Nu- 
clear Regulatory Commission, Office of 
Nuclear Regulatory Research under 
interagency agreements DOE 40-551-75 
and 40-552-75 ; prepared by the Oak 
Ridge National Laboratory., 84-20000 

Height growth to age 8 of larch species and 
hybrids in Wisconsin /, 84-18397 

Helicopter rotor wake geometry and its in- 
fluence in forward flight /, 84-19683 

Hells Canyon National Recreation Area : 
administered by Wallowa-Whitman Na- 
tional Forest /, 84-18378 

Help others, help yourself., 84-19845 

Helping minority students with nontradi- 
tional skills enter and complete college., 
84-19031 

The Hemagglutination inhibition test for in- 
fluenza viruses., 84-19274 

Herbicide spray drift predictions using the 
Forest Service FSCBG forest spray 
model : a report by H.E. Cramer Co., 
Salt Lake City, Utah. 84-18370 

The hidden costs of treating severely ili 
patients : charges and resource consump- 
tion in an intensive care unit /, 84-19294 
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High-resolution seismic reflection profiles : 
Navarin Basin province, northen Bering 
Sea, 1980, 84-19357 

The high school goes abroad : international 
homestay exchange programs /, 84- 
18999 

High technology : a brief guide to materials 
in the Library of Congress /, 84-19667 

Highlights of results 1983-84 : systemwide 
testing program., 84-18759 

Highway programming issues and practices 
: proceedings of two conferences /, 84- 
19822 

Highway transportation infrastructure re- 
search and technology : report /, 84- 
20174 

Highways, 84-19178 

A hilltop in Foggy Bottom : home of the 
old Naval Observatory and the Navy 
Medical Department /, 84-18837 

Hispanic mosaic : a public health service 
perspective proceedings of the Ist 
Annual Forum on the Status of Hispanic 
Health /, 84-19207 

The Hispanic room in the Library of Con- 
gress., 84-19652 

A historic opportunity for the U.S. and 
China : April 27, 1984., 84-19770 

History of central Nevada : an overview of 
the Battle Mountain District /, 84-19594 

Hoffa Reef, a shelfedge calcareous promi- 
nence in the northern Gulf of Mexico, 
84-19466 

Hornblende-rich, high grade metamorphic 
terranes in the southernmost Sierra 
Nevada, California, and implications for 
crustal depth and batholith roots, 84- 
19408 

Horse sense on National Forest pack trips., 
84-18371 

Hospital emergency department manage- 
ment of radiation accidents., 84-19090 

Housing and urban development, 84- 
19179, 84-19180 

Housing vacancies. Vacancy rates and char- 
acteristics of housing in the United 
States, annual szatistics, 84-18645 

How children develop racial awareness., 
84-18957 

How to be a delegate /, 84-19772 

How to be sure your letter made its point., 
84-19732 

How to get information from the United 
States Department of Agriculture., 84- 
18563 

How to go on a shopping spree., 84-19734 

How to protect children : take a bite out of 
crime., 84-19617 

How to reduce injuries to residual trees 
during stand management activities /, 
84-18459 

How to talk to (and listen to) your pharma- 
cist., 84-19240 

How well do the military services perform 
jointly in combat? : DOD’s joint test-and- 
evaluation program provides few credible 





Industrial hygiene sampling decision-making, 


answers : report to the Honorable David 
Pryor, United States Senate /, 84-19150 

Hunger in Africa : hearing before the Sub- 
committee on African Affairs of the 
Committee on Foreign Relations, United 
States Senate, Ninety-eighth Congress, 
second session, March 1, 1984. 84- 
20134 

Hydrologic data for the Potomac Forma- 
tion in New Castle County, Delaware, 
84-19356 

Hydrologic data for urban studies in Austin, 
Texas, metropolitan area, 1981, 84-19373 

Hydrologic data from the Johnson Brook 
phosphorus loading study, Kennebec 
County, Maine, March 1980 through Sep- 
tember 1981, 84-19376 

Hydrologic responses of streams to mining 
of the Mulberry coal reserves in eastern 
Kansas /, 84-19350 

Hydrology of area 1, Eastern Coal Prov- 
ince, Pennsylvania /, 84-19335 

Hydrology of area 2, Eastern Coal Prov- 
ince, Pennsylvania and New York /, 84- 
19337 

Hydrology of area 6, Eastern Coal Prov- 
ince, Maryland, West Virginia, and Penn- 
sylvania /, 84-19340 

Hydrology of area 13, Eastern Coal Prov- 
ince, Kentucky, Virginia, and West Vir- 
ginia /, 84-19336 

Hydrology of area 29, Eastern Region, In- 
terior Coal Province, Illinois /, 84- 
19338 

Hydrology of area 54, Northern Great 
Plains, and Rocky Mountain coal prov- 
inces, Colorado, and Wyoming /, 84- 
19341 


I 


I.U.F.R.O. Symposium on Forest Site and 
Continuous Productivity, Seattle, Wash- 
ington, August 22-28, 1982 /, 84-18462 

Ice gouge data sets from the Alaskan Beau- 
fort Sea : magnetic tape and documenta- 
tion for computer assisted analyses and 
correlation, 84-19453 

Idaho Forest Management Act of 1984 : 
hearing before the Subcommittee on 
Public Lands and Reserved Water of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2457 ... April 3, 1984., 84-20112 

Idaho Forest Mangement Act of 1984 : 
report (to accompany S. 2457). 84- 
19899 

Idaho wilderness : hearings before the Sub- 
committee on Public Lands and Reserved 
Water of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-eighth Congress, first session, to 
review the Idaho wilderness recommen- 
dations., 84-20109 
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Identification of characteristics which influ- 
ence repository design : domal salt /, 
84-19972 

Identifying individual bald eagles with voi- 
ceprints : a feasibility study /, 84-18433 

Illustrated keys to adult and larval beetles 
(Coleoptera) found associated with wood 
at ports of entry., 84-18562 

Immunofluorescence detection of autoim- 
mune diseases /, 84-19277 

Immunological and hematological effects of 
microwave power transmission from a 
satellite power system /, 84-19046 

Impact of algal-available phosphorus on 
Lake Erie water quality : mathematical 
modeling /, 84-19063 

Impact of containment building leakage on 
LWR accident risk /, 84-19995 

The impact of nondestructive examination 
unreliability on pressure vessel fracture 
predictions /, 84-20026 

Impact of proposed budget reductions on 
library services : hearing before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, Ninety- 
seventh Congress, second session, hearing 
held in Washington, D.C., on March 10, 
1982., 84-20106 

Impact of randomized clinical trials on 
health policy and medical practice., 84- 
20042 

Impacts of neuroscience., 84-20044 

Impacts of the crisis relocation strategy on 
transportation systems /, 84-19094 

Implementing the NIMH prototype in a 
mental health agency., 84-19278 

Import/export : regulatory requirements for 
medical devices /, 84-19248 

Important farmland, Kalamazoo County, 
Michigan /, 84-18522 

Important farmlands, 
Michigan /, 84-18521 

Impress your patients—with your nurses., 
84-19213 

Improved aspen mechanical pulp through 
coarse grinding and refining /, 84-18385 

Improving teacher effectiveness., 84-18975 

In-mine remote-actuated stench fire-warn- 
ing system /, 84-19519 

In situ geomechanics of crystalline and sedi- 
mentary rocks, 84-19468 

In vitro and in vivo mutagenicity studies of 
environmental chemicals /, 84-19047 

Incapacitating criminals : recent research 
findings /, 84-19624 

Income supplement program : 1974 HEW 
welfare replacement proposal., 84-19203 

Increasing community involvement in coop- 
erative vocational education /, 84-18914 

Industrial hygiene measurements (550) /, 
84-19271 

Industrial hygiene sampling decision- 
making, monitoring and recordkeeping : 
sampling strategies (553)., 84-19270 


Gladwin County, 
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Industrial waste heat recovery and the potential 


Industrial waste heat recovery and the po- 
tential for emissions reduction /, 84- 
19078 

Influence of red alder on chemical proper- 
ties of a clay loam soil in western Wash- 
ington /, 84-18403 

The influence of water quality on the value 
of recreational properties adjacent to St. 
Albans Bay, Vermont /, 84-18554 

Information for annuitants about the federal 
employees health benefits program., 84- 
19737 

Information technology in education : 
best of ERIC /, 84-19002 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES). Volume 
LXXII, covering Leg 72 of the cruises of 
the drilling vessel Glomar Challenger, 
Santos, Brazil, to Santos, Brazil, Febru- 
ary-April, 1980 /, 84-19723, 84-19724, 
84-19725, 84-19726, 84-19727 

Inspection and operating and maintenance 
guidelines for secondary lead smelter air 
pollution control /, 84-19054 

Installation and sampling of observation 
wells and analyses of water from the 
shallow aquifer at selected waste disposal 
sites in the Memphis Area, Tennessee /, 
84-19358 

Institutional implications of establishing 
safety goals for nuclear power plants /, 
84-19980 

Instructional Features Workshop /, 84- 
18827 

Instrumentation for nonionizing radiation 
measurement /, 84-19247 

Instrumentation for today and tomorrow : 
the U.S. Geological Survey’s Hydrologic 
Instrumentation Facility (HIF) /, 84- 
19321 


the 


Instrumentation used for hydraulic testing 
of potential water-bearing formations at 
the Waste Isolation Pilot Plant site in 


southeastern New Mexico, 84-19377 

Integrating fire management analysis into 
land management planning /, 84-18465 

Intensity and absorbed-power distribution in 
a cylindrical solar-pumped dye laser /, 
84-19709 

The Interaction of federal and related state 
education programs /, 84-18989 

The Interaction of federal and related state 
education programs : summary report of 
a congressionally mandated study., 84- 
18988 


Interaction of waves and currents /, 84- 
18792 

Interagency Meeting on Health Promotion 
through the Schools : summary report /, 
84-18963 

Internal 
84-19183, 
19186 


revenue, 84-1918], 
84-19184, 84-19185, 


84-19182, 
84- 
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The international activities of the U.S. Cus- 
toms Service., 84-19807 

International directory of Braille music col- 
lections /, 84-19664 

The International research fellowship pro- 
gram : application, review, and award 
procedures., 84-19234 

An International review of applications in 
school mathematics the elusive El 
Dorado /, 84-18926 

International security and development co- 
operation program., 84-19787 

International terrorism—proposed _legisla- 
tion : message from the President of the 
United States transmitting four drafts of 
proposed legislation to attack the pressing 
and urgent problem of international ter- 
rorism., 84-19912 

Interpretation of the Health Risk Appraisal 
Printout., 84-19262 

The Interstate Commerce Commission can 
better manage its enforcement program : 
report /, 84-19155 

Interstate movement of round pulpwood in 
the Southeast, 1976-1980 /, 84-18435 

Introduction to apprenticeship : apprentice- 
ship related training module /, 84-18877 

An Introduction to automated mental 
healtia information systems and their ac- 
quisition., 84-19279 

Introduction to federal supply catalogs and 
related publications., 84-18770 

Investigational device exemptions : regula- 
tory requirements for medical devices /, 
84-19249 

Investment climate in foreign countries., 
84-18746, 84-18747 

Iowa cooperative fertilizer retail outlets : 
farmers’ attitudes and perceptions., 84- 
18564 

Iron oxide pigments, 84-19531 

Irradiation effects on the storage and dis- 
posal of radwaste containing organic ion- 
exchange media : topical report /, 84- 
19988 

Irrigation and AID’s experience : a consid- 
eration based on evaluations /, 84-19792 

IRS’ administration of the Crude Oil Wind- 
fall Profit Tax Act of 1980 : report to the 
chairman, Subcommittee on Commerce, 
Consumer, and Monetary Affairs, House 
Committee on Government Operations /, 
84-19139 

IRS’ administration of the Crude Oil Wind- 
fall Profit Tax Act of 1980 : summary : 
report to the chairman, Subcommittee on 
Commerce, Consumer, and Monetary Af- 
fairs, House Committee on Government 
Operations /, 84-19140 

Isolation and identification of Enterobacter- 
iaceae in the clinical bacteriology labora- 
tory /, 84-19273 

“It’s no accident” : a consumer product 
safety education curriculum resource 


guide for teachers of grades 3 through 6., 
84-19955 
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J-integral tearing instability analyses for 8- 
inch diameter ASTM A106 steel pipe /, 
84-20025 

Jails : intergovernmental dimensions of a 
local problem : a commission report /, 
84-19951 

Job rights for reservists and members of the 
National Guard., 84-19643 

Jobs and prices in a recovering economy /, 
84-19640 

Johannesburg and vicinity., 84-19744 

John F. Kennedy Center authorizations : 
report (to accompany S. 2547)., 84- 
19896 

John Jay High School Project RESCATE, 
1981-1982 /, 84-19036 

Join the Army Guard support team 
combat support and combat service sup- 
port in the Army National Guard., 84- 
18772 

Joint Resolution Commending the Historic 
American Buildings Survey, a Program 
of the National Park Service, Department 
of the Interior, the Library of Congress, 
and the American Institute of Architects., 
84-19190 

Joint Resolution Designating the Week Be- 
ginning on May 6, 1984, as “National 
Asthma and Allergy Awareness Week.”, 
84-19197 

Joint Resolution Designating the Week of 
April 29 Through May 5, 1984, as “Na- 
tior:al Week of the Ocean.”, 84-19194 

Joint Resolution to Authorize and Request 
the President to Designate the Month of 
May 1984 as “National Physical Fitness 
and Sports Month.”, 84-19199 

Joint Resolution to Designate the Period 
Commencing April 1, 1984, and Ending 
March 31, 1985, as the “Year of Excel- 
lence in Education.”, 84-19193 

Joint Resolution to Designate the Week of 
May 20, 1984, Through May 26, 1984, as 
“National Arts with the Handicapped 
Week.”, 84-19201 

Joint Resolution to Recognize “Volunteer 
Firefighters Recognition Day” as a Trib- 
ute to the Bravery and Self-Sacrifice of 
Our Volunteer Firefighters, 84-19195 

Joshua Tree Natural Area (natural land- 
mark) : Utah., 84-19605 

Juvenile firesetter handbook : dealing with 
children ages 7-14., 84-19096 


K 


The keratinocyte : January 1980 through 
June 1984, 115 citations /, 84-19231 

Korean agricultural services : the invisible 
hand in the iron glove : market and non- 
market forces in Korean rural develop- 
ment /, 84-19791 
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Labor needs to adjust compensation bene- 
fits it pays injured federal employees to 
levels appropriate to their disabilities : 
report to the Secretary of Labor /, 84- 
19144 

Laboratory animal welfare : January 1984, 
85 selected citations /, 84-19232 

Laboratory exercise review : basic virology 
/, %4-19265 

Laboratory training and consultation divi- 
sion : audio-visual training aids., 84- 
19268 

Lafayette in America : a selective list of 
reading materials in English /, 84-19668 

Lake Wichita, Holliday Creek, Texas : 
communication from the Assistant Secre- 
tary of the Army (Civil Works) transmit- 
ting a letter from the Chief of Engineers, 
Department of the Army, dated July 9, 
1979, submitting a report together with 
accompanying papers and illustrations, on 
Lake Wichita, Holliday Creek, Texas ...., 
84-19916 

Lakeview Rangeland Program summary 
update., 84-19312 

Lamb meat from New Zealand : determina- 
tion of the Commission in investigation 
no. 701-TA-214 (preliminary) under the 
Tariff Act of 1930, together with the in- 
formation obtained in the investigation : 
determinaion of the Commission in inves- 
tigation no. 731-TA-188 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the in- 
vestigation., 84-19612 

Land management planning : a method of 
evaluating alternatives /, 84-18405 

Land sale : five parcels near Chelan, Wash- 
ington /, 84-19596 

Land sale : four parcels near Christmas 
Valley, Oregon., 84-19597 

Land sale : one parcel near Chelan, Wash- 
ington., 84-19595 

Land sale : one parcel near Vale, Oregon., 
84-1960! 

Land sale : seven parcels near Christmas 
Valley, Oregon., 84-19598 

Land sale three parcels in Douglas 
County, Oregon /, 84-19599 

Land sale : two parcels near Pasco, Wash- 
ington., 84-19600 

Landsat commercialization : hearing before 
the Subcommittee on Science, Technolo- 
gy, and Space of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on S. 1855 ... S. 
1861 ... S. 2292 ... March 22, 1984., 84- 
20095 

Large break LOCA analyses for two-loop 
PWRS with upper-plenum injection /, 
84-20008 

Law in U.S. history : a teacher resource 
manual /, 84-19015 

Laws, etc., 84-19949 





Making courseware transparent : beyond initial 


Laws, etc. Code of the laws of the United 
States of America of a general and per- 
manent character, 84-19949 

Laws, etc. United States code. Supplement, 
84-19949 

Leadership and decision making for effec- 
tive educational change /, 84-18985 

Learning, an overview & update : a report 
of the Chief State School Officers 1976 
Summer Institute /, 84-19205 

Learning in interaction : contributions to a 
cognitive science cf education /, 84- 
19022 

Learning to teach /, 84-19020 

Legislation to amend the Nuclear Non-pro- 
liferation Act of 1978 : hearings and 
markup before the Committee on Foreign 
Affairs and its Subcommittees on Interna- 
tional Security and Scientific Affairs and 
on International Economic Policy and 
Trade of the House of Representatives, 
Ninety-seventh Congress, second session, 
on H.R. 6032 and H.R. 6318, August 3, 
10; September 8, 15; December 14, 1982., 
84-20132 

Lending policies and administration of the 
economic emergency and disaster emer- 
gency loan programs (Farmers Home 
Administration) : hearing before the Sub- 
committee on Conservation, Credit, and 
Rural Development of the Committee on 
Agriculture, House of Representatives, 
Ninety-eighth Congress, first session, 
February 2, 1984., 84-20065 

Lewis Research Center spin rig and its use 
in vibration analysis of rotating systems /, 
84-19705 

The Library of Congress., 84-19651 

Library resources for the blind & physically 
handicapped /, 84-19665 

Library Services and Construction Act 
Amendments of 1984 : report toether 
with additional views (to accompany S. 
2490) (including cost estimate of the Con- 
gressional Budget Office)., 84-19903 

Life sciences investigations in space, 1986- 
1991., 84-19691 

Light-frame wall systems : performance and 
predictability /, 84-18384 

Lightning strike density for the contiguous 
United States from thunderstorm duration 
records /, 84-20030 

Limestone scrubber slurry automatic con- 
trol systems /, 84-19053 

Linearization of an analog fiber-optic 
system using the quasi-feedforward tech- 
nique /, 84-18852 

Linking employment problems to economic 
Sstatus., 84-19633 

Linking law to learning : instructional strat- 
egies manual /, 84-19014 

A list of audiovisual materials produced by 
the United States Government for library 
and information science., 84-19164 

List of treaties and other international acts 


of the United States of America in force, 
84-19789 
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Living and working in space : 
Skylab /, 84-19682 

LOCA simulation in the national research 
universal reactor program : postirradia- 
tion examination results for the third ma- 
terials experiment (MT-3) /, 84-19984 

Locate resource data bank., 84-19299 

The locust borer /, 84-18381 

Lodgepole pine : regeneration and manage- 
ment : the proceedings of a fourth inter- 
national workshop sponsored by the Ca- 
nadian Forest Service with the assistance 
of School of Agriculture and Land Re- 
sources Management, University of 
Alaska, August 17-19, 1982, Hinton, Al- 
berta, Canada /, 84-18460 

Loose-part monitoring programs and recent 
operational experience in selected U.S. 
and Western European commercial nu- 
clear power stations /, 84-20018 

Low-income home energy assistance 
amendments of 1984 : report together 
with minority, dissenting, and additional 
views (to accompany H.R. 2439 ... re- 
ferred jointly to the Committee on 
Energy and Commerce and the Commit- 
tee on Education and Labor) (including 
cost estimate of the Congressional Budget 
Office)., 84-19918 

Low-level flight simulation : vertical cues /, 
84-18871 

Low-level radioactive waste regional com- 
pacts : hearing before the Subcommittee 
on Energy Conservation and Power of 
the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
eighth Congress, first session, on H.R. 
1012, H.R. 3002, and H.R. 3777 ... No- 
vember 3, 1983., 84-20115 
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Machine tools, Portugal., 84-18753 

Main findings for drug abuse treatment 
units, September 1982 : data from the Na- 
tional Drug and Alcoholism Treatment 
Utilization Survey (NDATUS)., 84- 
19283 

Major dams, reservoirs, and hydroelectric 
plants : worldwide and Bureau of Kecla- 
mation /, 84-19507 

Major laws administered by the U.S. De- 
partment of Labor which affect small 
business., 84-19627 

Make a real contribution to defense acquisi- 
tion management as a professor at 
DSMC., 84-18757 

Making an urgent supplemental appropria- 
tion for the fiscal year ending September 
30, 1984, for the Department of Agricul- 
ture : conference report (to accompany 
H.J. Res. 492)., 84-19943 

Making cities green : a funding guide for 
the urban environment., 84-19303 

Making courseware transparent : beyond 
initial screening /, 84-19001 
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A management decision framework for 
winnowing simulated all-aged stand pre- 
scriptions /, 84-18447 

The management of student affairs pro- 
grams in community colleges : revamping 
processes and structures /, 84-18889 

Management of the staff development and 
training function in state social service 
organizations : report of the training of 
trainers pilot test of curriculum /, 84- 
19295 

Managing enrollment decline current 
knowledge and future applications /, 
84-18978 

Manganese availability—market economy 
countries : a minerals availability pro- 
gram appraisal /, 84-19528 

Manual on uniform traffic control devices 
for streets and highways, 1978. 84- 
19830 

Map showing coal deposits, oil and gas 
wells and seeps, and tar sandstone occur- 
rences in the basin and range province /, 
84-19422 

Map showing the status of mineral resource 
potential evaluation of wilderness and 
roadless areas, Washington, 84-19396 

Marathi conversational situations /, 84- 
18923 

Marathi illustrated vocabulary /, 84-18921, 
84-18922 

Marathi readings /, 84-18924 

Marathi structural patterns : book one /, 
84-18925 

Marine accident report : collision of the 
U.S. Coast Guard cutter Polar Sea and 
barges, Seattle, Washington, September 
10, 1983., 84-19825 

Marine casualty report : SS Golden Dol- 
phin, explosion and fire in the Atlantic 
Ocean on 6 March 1982 and subsequent 
sinking on 7 March 1982 with loss of life 
/, %4-19850 

Marine casualty report : SS Ogden Willam- 
ette, major engine room flooding in the 
Caribbean Sea, off of the southeast coast 
of Jamaica on 16 June 1982 with person- 
nel injury /, 84-19851 

Marine geological and geophysical investi- 
gations of the Antarctic continental 
margin, 1984 /, 84-19327 

Marine geological profiles in the Southern 
California Continental Borderland col- 
lected in 1974 on the R/V S.P. LEE, 
84-19370 

Maritime Appropriation Authorization Act 
: report (to accompany S. 2499)., 84- 
19895 

Marketing fresh tomatoes 
costs /, 84-18367 

Martinique, post report., 84-19782 

Marxism and Christianity in revolutionary 
Central America : hearings before the 
Subcommittee on Security and Terrorism 
of the Committee on the Judiciary, 
United States Senate, Ninety-eighth Con- 
gress, first session on Marxism and Chris- 
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tianity in Revolutionary Central America, 
October 18 and 19, 1983., 84-20153 

Master plan for the development, manage- 
ment, and protection of the Rugby 
Colony Historic Area : Morgan and Scott 
Counties, Tennessee /, 84-18777 

Math model description for the Visual 
Technology Research Simulator (VTRS) 
Conventional Takeoff and Landing 
(CTOL) weapon delivery visual system / 

84-18825 

Math readiness and preparation for com- 
petitive college majors and careers : the 
case of black students /, 84-19011 

Measurement of bedload discharge in nine 
Illinois streams with the Helley-Smith 
sampler /, 84-19343 

Measurements of gamma-ray dose from a 
moderated 252Cf source /, 84-19975 

Measures of economic development : a crit- 
ical evaluation /, 84-18549 

Measuring species diversity on revegetated 
surface mines : an evaluation of tech- 
niques /, 84-18388 

Meat & poultry labels wrap it up /, 84- 
18365 

Mechanical properties of longleaf pine 
treated with waterborne salt preserva- 
tives /, 84-18382 

Medical care recovery amendments : report 
(to accompany H.R. 4666) (including cost 
estimate of the Congressional Budget 
Office)., 84-19931 

Medical device listing : information and in- 
struction /, 84-19244 

Medicare benefits and financing : report of 
the 1982 Advisory Council on Social Se- 
curity., 84-19950 

Medicare reform : the national and New 
Mexico impact : hearing before the Com- 
mittee on the Budget, United States 
Senate, Ninety-eighth Congress, second 
session, Albuquerque, N. Mex., February 
15, 1984., 84-20091 

Mentor : self-study course /, 84-18445 

Merchantable and sawtimber volumes for 
natural even-aged stands of loblolly pine 
in the West Gulf region /, 84-18418 

Methods for producing platinum-group 
metal coatings from molten alkali cyan- 
ides /, 84-19526 

Methods for the determination of organic 
substances in water and fluvial sediments 
: U.S. Geological Survey techniques of 
water-resources investigations, book 5, 
laboratory analysis, chapter A3, 84- 
19371 

Methods for vegetation sampling and analy- 
sis on revegetated mined lands /, 84- 
18448 

Miami River, Little Miami River, interim 
report 2, West Carrollton, Holes Creek, 
Ohio : communication from the Assistant 
Secretary of the Army (Civil Works), 
transmitting a letter from the Chief of 
Engineers, Department of the Army, 
dated December 23, 1981, submitting a 
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report, together with accompanying 
papers and illustrations, on Miami River, 
Little Miami River, interim report 2, 
West Carrollton, Holes Creek, Ohio ...., 
84-19909 

Microbiological control of Eurasian water- 
milfoil /, 84-18790 

The microcomputer scientific software 
series 1 : the numerical information ma- 
nipulation system /, 84-18454 

Microcomputer selection guide for con- 
struction field offices /, 84-18807 

Microcomputers and second language 
teaching /, 84-18948 

Microcomputers in voc ed 
guide /, 84-18941 

Microneutralization test for the detection of 
antibody to poliovirus /, 84-19269 

Military construction appropriations for 
1985 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-eighth Con- 
gress, second session /, 84-20076 

Mineral deposit grade-tonnage models II, 
84-19493 

Mineral industry of Arizona, 

Mineral industry of Colorado, 

Mineral industry of Georgia, 

Minera! industry of Indiana, 

Mineral industry of Iowa, 

Mineral industry of Japan, 

Mineral industry of Kansas, 

Mineral 
19544 

Mineral industry of Missouri, 84-19545 

Mineral industry of Nebraska, 84-19546 

Mineral industry of Ohio, 84-19547 

Mineral industry of other areas of the Far 
East and South Asia, 84-19538 

Mineral industry of other Near East coun- 
tries, 84-19532 

Mineral industry of other west African 
countries, 84-19535 

Mineral industry of Pennsylvania, 84- 
19548 

Mineral industry of South Carolina, 
19549 

Mineral industry of Texas, 84-19551 

Mineral industry of the Republic of South 
Africa, 84-19550 

Mineral industry of the U.S.S.R., 84-19552 

Mineral industry of Utah, 84-19553 

Mineral industry of Vermont, 84-19554 

Mineral industry of Washington, 84-19555 

Mineral industry of West Virginia, 84- 
19556 

Mineral industry of Wisconsin, 84-19557 

Mineral resource areas of the Basin and 
Range Province of New Mexico /, 84- 
19439 

Mineral resource areas of the Basin and 
Range Province of Texas, 84-19455 

Mineral resource assessment of the Circle 
quadrangle, Alaska, 84-19379 
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Mineral resource potential of the Granite 
Peak Roadless Area, Trinity County, 
California, 84-19409 

Mineral resource potential of the Hells 
Canyon Wilderness and contiguous road- 
less areas, Wallowa County, Oregon, and 
Idaho, Nez Perce and Adams Counties, 
Idaho, 84-19397 

Mineral resource potential of the Home- 
stead, Lake Fork, and Lick Creek Road- 
less Areas, Baker and Wallowa Counties, 
Oregon, 84-19400 

Mineral resource potential of the Lost 
Creek Roadless Area, Shasta County, 
California, 84-19412 

Mineral resource potential of the Scodies 
Roadless Area, Kern County, California, 
84-19413 

Mineral resource potential of the Thousand 
Lakes Wilderness, Shasta County, Cali- 
fornia, 84-19399 

Mineral resource potential of the Unaka 
Mountain RARE MII Area, Unicoi 
County, Tennessee, 84-19403 

Mineralogical and sedimentological data 
collected on the shelf and upper slope 
adjacent to the Russian River, northern 
California, 84-19414 

Mineralogy of fine grained alluvium from 
borehole U11G, expl. 1, northern French- 
man Flat area, Nevada Test Site, 84- 
19363 

MINET validation study using EBR-II test 
data /, 84-20002 

Mingo Creek, Tulsa, Oklahoma interim on 
Verdigris River basin, Kansas and Okla- 
homa : communication from the Assistant 
Secretary of the Army (Civil Works) 
transmitting a letter from the Chief of 
Engineers, Department of the Army, 
dated November 16, 1981, submitting a 
report, together with accompanying 
papers and illustrations, on Mingo Creek, 
Tulsa, Oklahoma ...., 84-19913 

Minimum competency testing : a curricular 
debate /, 84-19026 

Miscellaneous legislation concerning vari- 
ous foreign policy issues : hearings and 
markup before the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-eighth Congress, second session, 
on S. Con. Res. 80; H.R. 4504; H. Res. 
383; H.R. 4835; H. Res.437, February 1, 
7, 29; March 14, 1984., 84-20129 

Mitigative techniques and analysis of gener- 
ic site conditions for ground-water con- 
tamination associated with severe acci- 
dents : draft report /, 84-20014, 84- 
20015 

A model for reaction rates in turbulent re- 
acting flows /, 84-19678 

Modeling taste and odor phytoplankton in 
Normandy Reservoir /, 84-20053 

Modeling the transport, speciation, and fate 
of heavy metals in aquatic systems /, 
84-19066 





Models of maintenance resources interac- 
tion : peacetime operations /, 84-18866 

Models of maintenance resources interac- 
tion : wartime surge /, 84-18867 

Modernizing federal restrictions on gaming 
advertising : hearing before the Subcom- 
mittee on Criminal Law of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-eighth Congress, first ses- 
sion, on S. 1876 ... November 16, 1983., 
84-20152 

Modification of cabinet fans with inlet air 
guide fairings to improve performance /, 
84-18795 

Modifications of the IBM personal comput- 
er synchronous communications support 
programs for use with the multics /, 84- 
19410 

Molten thermite teeming into an iron oxide 
particle bed /, 84-19977 

Monetary policy and its relationship to defi- 
cits : hearing before the Committee on 
the Budget, House of Representatives, 
Ninety-eighth Congress, second session, 
March 1, 1984., 84-20093 

Monitoring text comprehension : individual 
differences in epistemological standards /, 
84-18970 

Mortality statistics (United States. Bureau 
of the Census), 84-19255 

Motor vehicle and mobile equipment safety 
standards /, 84-19509 

Mount St. Helens eruptions of 1980 : atmos- 
pheric effects and potential climatic 
impact : a workshop report /, 84-19680 

Multichannel seismic-reflection profiles col- 
lected in 1979 in the eastern Pacific 
Ocean off the California coast south of 
Pt. Conception, 84-19431 

Multics STATPAC user handbook : part 2, 
a guide with examples to basic statistical 
programs and more advanced general op- 
eration, 84-19464 

The multilateral development banks and 
health : hearing before the Subcommittee 
on International Development Institutions 
and Finance of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, March 21, 1984., 
84-20088 

Multiple housing management handbook : 
rent increases, energy audits, renta! assist- 
ance programs, interest credit program, 
tenant grievance and appeals., 84-18537 

Multisignal minimum-cross-entropy spec- 
trum analysis with weighted priors /, 
84-18848 

Multivariate regression model for predict- 
ing lumber grade volumes of northern 
red oak sawlogs /, 84-18401 

Multivariate statistical analysis of highway 
accident and highway conditions /, 84- 
19862 

Music of the American Indian : Northwest 
(Puget Sound) : from the Archive of 
Folk Culture /, 84-19669 
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Narcotics smuggling : major routes and cul- 
tivation areas., 84-19745 

NASA aircraft controls research 1983 : pro- 
ceedings of a workshop held at NASA 
Langley Research Center, Hampton, Vir- 
ginia, October 25-27, 1983 /, 84-19693 

NASA authorization for fiscal year 1985 : 
hearings before the Subcommittee on Sci- 
ence, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-eighth Congress, second session, 
on NASA authorization for fiscal year 
1985, February 28, March 1, 8, and 29, 
1984., 84-20096 

National Assessment 
Progress., 84-18930 

National assessment of educational prog “<ss 
: mathematics : released exercises trom 
the 1981-82 assessment., 84-19007 

National engineering handbook. Section 3, 
Sedimentation., 84-18490 

The National Flood Insurance Program : an 
introduction : a slide-tape presentation of 
the Federal Emergency Management 
Agency : running time 18:25., 84-19088 

National Health Service Corps amendments 
of 1984 : report (to accompany S. 2281)., 
84-19885 

National Heart, Lung, and Blood Institute 
demonstration projects in workplace : 
high blood pressure control., 84-19228 

National hurricane operations plan /, 84- 
18670 

National Institute on Aging : Laboratory of 
Neurosciences : radiologic tests used in 
LNS studies., 84-19235 

National Oceanic and Atmospheric Admin- 
istration Act of 1983 : report (to accom- 
pany H.R. 3381, which on June 21, 1983, 
was referred jointly to the Committees 
on Merchant Marine and Fisheries and 
Science and Technology) (including cost 
estimate of the Congressional Budget 
Office)., 84-19929 

National Office Training and Development 
Division and regional office training di- 
rectory., 84-19812 

National organizations concerned with visu- 
ally and physically handicapped persons., 
84-19662 

A national response to the crisis in Central 
America : March 27, 1984., 84-19760 

National soils handbook., 84-18491 

National survey of fishing, hunting, and 
wildlife-associated recreation. Arkansas., 
84-19582 

National survey of fishing, hunting, and 
wildlife-associated recreation. Connecti- 
cut., 84-19583 

National survey of fishing, hunting, and 
wildlife-associated recreation. _ Illinois., 
84-19584 
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National survey of fishing, hunting, and 
wildlife-associated recreation. Louisiana., 
84-19585 

National survey of fishing, hunting, and 
wildlife-associated recreation. New 
York., 84-19586 

National survey of fishing, hunting, and 
wildlife-associated recreation. Ohio., 84- 
19587 

National survey of hazardous waste genera- 
tors and treatment, storage, and disposal 
facilities regulated under RCRA in 1981., 
84-19039 

National Topsoil Preservation Act of 1983 : 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, first session, on H.R. 19 
... hearing held in Washington, D.C., July 
19, 1983., 84-20144 

National Transportation Safety Board 
annual report to Congress, 84-19823 

Nature and impact of TVA’s agricultural 
resource development program., 84- 
20060 

The Nautical almanac for the year 
18853 

Navajo National Monument, Arizona /, 
84-19567 

The Naval intelligence challenge : civilian 
careers for engineers & scientists. 84- 
18816 

The Navy's prep school for college scholar- 
ships and Naval Academy appointments : 
BOOST., 84-18818 

NCHSR program solicitation : grants for 
health services dissertation research, 
1984., 84-19258 

NCHSR solicitation : grants for research on 
health promotion and disease prevention., 
84-19257 

Need to better assess consequences before 
reducing taxpayer assistance : report to 
the Congress /, 84-19138 

Neighborhood schools : the new (?) legal 
response to enrollment decline and deseg- 
regation /, 84-18979 

NEMS, National emergency management 
system /, 84-19089 

New and better equipment being made 
available for international nuclear safe- 
guards : report to the chairman, Subcom- 
mittee on Energy Research and Protec- 
tion [i.e. Production], Committee on Sci- 
ence and Technology, House of Repre- 
sentatives /, 84-19146 

New directions for science, education, and 
agriculture., 84-18354 

New Madrid Seismotectonic Study : activi- 
ties during fiscal year 1982 /, 84-20031 

New research : changing schools, innova- 
tion up close, improving research meth- 
ods., 84-19030 

New resource : volunteers who happen to 
be disabled., 84-19739 

New serial titles /, 84-19657 
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New York State implementation grant, Sep- 
tember 1, 1981 to August 31, 1982 : final 
report /, 84-18994 

NHSC professional policies., 84-19286 

NIJ standard for continuous-recording 
voice-logging tape recorders : a volun- 
tary national standard promulgated by 
the National Institute of Justice. 84- 
19626 

The NIMH translation from DSM-II/ 
ICDA-8 to DSM-III/ICD-9-CM using 
grouped codes /, 84-19281 

Ninth International Technical Conference 
on Experimental Safety Vehicles /, 84- 
19860 

Nippon Telephone & Telegraph procure- 
ment agreement : hearing before the Sub- 
committee on Telecommunications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-eighth 
Congress, second session, March 7, 1984., 
84-20119 

No strong indication that restrictions on ex- 
ecutive branch lobbying should be ex- 
panded : report to the Chairman, Com- 
mittee on Government Operations, House 
of Representatives /, 84-19143 

Nodal analysis for reactor kinetics and sta- 
bility : topical report /, 84-19986 

Nominations—Department of Commerce : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on nominations of 
Sidney Jones, to be Under Secretary of 
Commerce for Economic Affairs and 
Irving Phillip Margulies, to be General 
Counsel, Department of Commerce, 
March 6, 1984., 84-20097 

Noncollegiate postsecondary schools with 
occupational programs, 1982., 84-18915 

Nonparametric tests for trends in water- 
quality data using the statistical analysis 
system, 84-19423 

Nonstructural flood control measures : a so- 
ciological study of innovation /, 84- 
18810 

Nonstructural flood control measures : a so- 
ciological study of innovation : executive 
summary /, 84-18809 

North Carolina monthly local climatologi- 
cal data, 84-18677 

North Carolina wilderness areas : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-eighth Congress, second 
session, on H.R. 3960 ... January 25, 
1984., 84-20068 

North Dakota monthly local climatological 
data, 84-18678 

Notes on the clay mineralogy of the Retsof 
salt bed, International Salt Company 
mine, Retsof, New York, 84-19458 

Notice to masters of vessels., 84-19808 

NRC nuclear waste geochemistry °83 : held 
at United States Geological Survey Na- 


Do not order from index; see indicated entry 





Title Index 


tional Center, Reston, Virginia, August 
30-31, 1983 /, 84-20037 

NTSB : documents and information., 
19824 

Nuclear fuel cycle risk assessment : review 
and evaluation of existing records /, 84- 
20016 

Nuclear licensing reform : hearings before 
the Subcommittee on Energy and the En- 
vironment of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, on H.R. 2511 ... H.R. 2512 ... hear- 
ings held in Washington, D.C., June 9 
and 30, 1983., 84-20143 

Nuclear Power Plant Alarm Prioritization 
(NPPAP) : program status report, Janu- 
ary 1, 1983 to September 31, 1983 /, 84- 
20017 

Nuclear power plant control room crew 
task analysis database : SEEK system : 
users manual /, 84-20004 

Nuclear power plant simulators for opera- 
tor licensing and training /, 84-20022 

Nuclear Regulatory Commission issuances : 
opinions and decisions of the Nuclear 
Regulatory Commission with selected 
orders /, 84-19969 

Nuclear Regulatory Commission issuances 
(semiannual), 84-19969 

Nuclear Regulatory Commission issuances 
(1979), 84-19969 

A numerical model to simulate sediment 
transport in the vicinity of coastal struc- 
tures /, 84-18793 

A numerical simulation model of the popu- 
lation dynamics of walleye pollock, Ther- 
agra chalcogramma (Pallas 1811), in a 
simplified ecosystem /, 84-18674 

Nurse Education Amendments of 1984 : 
report (to accompany S. 2574)., 84- 
19904 

Nutrient consumption pattern: 
income households /, 84-1835. 
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Occupational injuries and illnesses by indus- 
try, 84-19631 

Occupational injuries and illnesses in the 
United States by industry /, 84-19631 

Occupational wage survey, 84-19635, 
19636, 84-19637, 84-19638 

Office of the General Counsel review 
guide., 84-19135 

Ohio monthly local climatological data, 
84-18679 

An oilspill risk analysis for the North At- 
lantic (February 1984) lease offering, 
84-19426 

Oklahoma : a summary of activities of the 
U.S. Geological Survey Water Resources 
Division for 1983, 84-19471 
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Oklahoma _ monthly 
data, 84-18680 

Older American volunteer programs 
Foster Grandparent Program directory., 
84-18570 

Omega propagation correction tables for 
10.2 kHz : area 00, north polar, station H 
(Japan) /, 84-18762 

Omega propagation correction tables for 
10.2 kHz : area 13, southern Africa, sta- 
tion A (Norway) /, 84-18763, 84-18764 

Omega propagation correction tables for 
10.2 kHz : area 19, Queen Maud Land, 
station E (Reunion) /, 84-18765 

Omega propagation correction tables for 
10.2 kHz : area 20, Wilkes Land, station 
A (Norway) /, 84-18766 

Omega propagation correction tables for 
10.2 kHz : area 20, Wilkes Land, station 
E (Reunion) /, 84-18767 

Omnibus Defense Authorization Act, 1985 : 
report (to accompany S. 2723) ... together 
with additional views /, 84-19907 

On a relation between maximum-likelihood 
classification and minimum-cross-entropy 
classification /, 84-18845 

On-farm demonstration of solar heating of 
livestock shelters : final report /, 84- 
18488 

On-farm improvements to reduce sediment 
and nutrients in irrigation return flow /, 
84-19055 

On Guard : for the best of your life : op- 
portunities for women in the Army Na- 
tional Guard., 84-18771 

Operation manual for the muPROSPEC- 
TOR consultant system, 84-19483 

Optical fiber characterization., 84-18665 

Optical information processing for aero- 
space applications II : proceedings of a 
NASA conference held at Langley Re- 
search Center, Hampton, Virginia, 
August 30-31, 1983 /, 84-19695 

An optimal control model analysis of data 
from a simulated hover task /, 84-18835 

Optimum depth propagation in shallow 
water /, 84-18850 

Options for change under medicare : impact 
of a cap on catastrophic illness expense /, 
84-19293 

Oregon BLM resource map /, 84-19590 

Oregon monthly local climatological data, 
84-18681 

Organizational directory, 84-18380 

Our children’s education : a time for reform 
: conference presentations from a regional 
conference on the current education 
system, policy alternatives for quality, fi- 
nance and educational programming to 
improve education., 84-18934 

Overall impact of the Urban Park and 
Recreation Recovery Program : report to 
Congress, December 31, 1983., 84-19559 

Overseas Briefing Center., 84-19773 

Overseas secretarial/clerical opportunities 
for DEA employees., 84-19622 
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Oversight hearing on profits on defense 
contracts : hearing before the Subcom- 
mittee on General Oversight and Renego- 
tiation of the Committee on Banking, Fi- 
nance, and Urban Affairs, Ninety-eighth 
Congress, second session, March 21, 
1984., 84-20087 

Oversight hearing on the Grace report : 
operation of the VA home loan guaranty 
program : hearing before the Subcommit- 
tee on Housing and Memorial Affairs of 
the Committee on Veterans’ Afairs, 
House of Representatives, Ninety-eighth 
Congress, second session, March 15, 
1984., 84-20181 

Oversight hearing on the implementation of 
the Job Training Partnership Act : hear- 
ing before the Subcommittee on Employ- 
ment Opportunities of the Committee on 
Education and Labor, House of Repre- 
sentatives, | Ninety-eighth Congress, 
second session, hearing held in Los An- 
geles, Calif., on February 14, 1984., 84- 
20105 

Oversight hearings on the reauthorization 
of the Library Services and Construction 
Act : hearings before the Subcommittee 
on Postsecondary Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-eighth Congress, 
first session, hearings held in Washington, 
D.C. on March 15, 16, 17, 1983., 84- 
20107 

Oversight of the General Accounting 
Office : hearing before the Subcommittee 
on Energy, Nuclear Proliferation, and 
Government Processes of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, second 
session, February 29, 1984., 84-20140 

Oversight of the Inter-American Founda- 
tion : hearings before the Subcommittees 
on International Operations and on West- 
ern Hemisphere Affairs of the Committee 
on Foreign Affairs, House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion., 84-20128 

An overview of potential methods for 
maintaining training area environments in 
arid and semi-arid climates /, 84-18799 
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Pacific Islands monthly local climatological 
data, 84-18682 

Paleocene Pycnodont fishes from Jabal 
Umm Himar, Harrat Hadan area, King- 
dom of Saudi Arabia /, 84-19405 

Paleomagnetic results from seven Middle 
Paleozoic plutons in the Appalachian 
Piedmont of North and South Carolina, 
84-19497 

Paleomagnetism and suspect terranes of the 
North American Cordillera, 84-19480 

The Panama Canal Treaty—constitutional 
and legal aspects of the ratification proc- 
ess : hearing before the Subcommittee on 
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Separation of Powers of the Committee 
on the Judiciary, United States Senate, 
Ninety-eighth Congress, first session, on 
the Panama Canal Treaty, constitutional 
and legal aspects of the ratification proc- 
ess, June 28, 1983., 84-20150 

Panoramic maps of cities in the United 
States and Canada : a checklist of maps in 
the collections of the Library of Con- 
gress, Geography and Map Division /, 
84-19660 

Papers relating to the foreign relations of 
the United States, 84-19748 

Parent involvement : a practical guide 
about how to involve parents of children 
with disabilities in the public schools /, 
84-18907 

Parent/teacher talk., 84-18959 

Parole transfer hearing and markups 
before the Subcommittee on Judiciary 
and Education and the Committee on the 
District of Columbia, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, on H.R. 2319 and H.R. 3369 ... 
May 3, June 23, and July 19, 1983., 84- 
20099 

Parsing tasks in reading comprehension re- 
search /, 84-18891 

Part-task training strategies in simulated 
carrier landing final approach training /, 
84-18828 

The part-time job with full-time benefits : 
the Army National Guard., 84-18773 

A Partial bibliography on management of 
non-game birds in the southeast, 1960- 
1980 /, 84-18471 

Patient education or health care delivery : 
list of resources., 84-19267 

Pavement friction measurements on nontan- 
gent sections of roadways., 84-19831 

Peace Corps Partnership Program : volun- 
teer handbook., 84-19736 

Pennsylvania monthly local climatological 
data, 84-18683 

People programs that work in food and fit- 
ness., 84-18487 

Performance analysis of a three-dimensional 
microwave lens in a cylindrical array 
scanning application /, 84-18847 

Performance characteristics of the bathy- 
metric swath survey system /, 84-18673 

Performance measurement and the Navy’s 
Tactical Aircrew Training System 
(TACTS) /, 84-18824 

Performance of a tandem-rotor/tandem- 
stator conical-flow compressor designed 
for a pressure ratio of 3 /, 84-19698 

Performance test results and comparative 
data for designated equivalent methods 
for sulphur dioxide /, 84-19069 

Peripheral vision horizon display (PVHD) : 
proceedings of a conference held at 
NASA Ames Research Center, Dryden 
Flight Research Facility, Edwards, Cali- 
fornia, March 15-16, 1983., 84-19696 

Personal protective equipment., 84-19645 
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Perspectives on the integration of regular 
and special education : eliminating the 
knowledge dichotomy at the university 
level /, 84-18996 

Pesticide use on fall potatoes in the United 
States, 1979 /, 84-18547 

Pests not known to occur in the United 
States or of limited distribution., 84- 
18561 

Petroleum reserve storage in New England 
: hearing before the Subcommittee on 
Oversight and Investigations of the Com- 
mittee on Energy and Commerce, House 
of Representatives, Ninety-eighth Con- 
gress, first session, December 15, 1983., 
84-20121 

pH in streams draining small mined and un- 
mined watersheds in the coal region of 
Appalachia /, 84-18431 

Phosphate rock, 84-19533 

Photogeology and evolution of the Juan de 
Fuca Ridge, 84-19407 

Photographic techniques for monitoring re- 
source change at backcountry sites /, 
84-18456 

Physics problem solving using multiple 
views /, 84-18962 

Pick-Sloan. Missouri Basin program, 
Canyon Ferry unit : Montana, Broad- 
water and Lewis and Clark Counties /, 
84-19510 

Pilot examiner’s handbook., 84-19837 

Pilot mill flotation of serpentinized plati- 
num-palladium ore from the Stillwater 
complex /, 84-19524 

Planispheric astrolabes from the National 
Museum of American History /, 84- 
19798 

Planning faculty reduction /, 84-18918 

Planning for program discontinuance : from 
default to design /, 84-18909 

Plants as producers : a case study of ele- 
mentary science teaching /, 84-19008 

Plutonium recycle test reactor (PRTR) ac- 
cident : a final report on the investigation 
of fission product chemical forms /, 84- 
20011 


Pocket gophers in forest ecosystems /, 84- 
18451 

Pointe Coupee Pumping Station sump and 
outlet structure, Upper Pointe Coupee 
Loop Area, Louisiana ; hydraulic model 
investigation /, 84-18787 

A polarization diversity radar data proces- 
sor /, 84-18858 

Policy development keys to school 
boardsmanship : a program of continuing 
education for school board members., 
84-18899 

Porosity and thermal maturity of limestone 
bodies in Jurassic Swift Formation, Wil- 
liston Basin, North Dakota, 84-19459 

The Port of Boston, Massachusetts /, 84- 
18779 

The Port of Cincinnati, Ohio and ports on 
Ohio River, miles 317-560 /, 84-18784 
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18783 

The Port of Seattle, Washington /, 84- 
18782 

The Ports of Southern New England : 
Providence, RI, Fall River, MA, New 
London, New Haven, & Bridgeport, CT 
/, %4-18780 

The Ports of Tacoma, Grays Harbor, and 
Olympia, Washington /, 84-18781 

Porvenir formation (new name)—and other 
revisions of nomenclature of Mississippi- 
an, Pennsylvanian, and lower Permian 
rocks, southeastern Sangre de Cristo 
Mountains, New Mexico /, 84-19325 

Possible amendments to the Federal Water 
Pollution Control Act : hearings before 
the Subcommittee on Water Resources of 
the Committee on Public Works and 
Transportation, Ninety-eighth Congress, 
first session, February 23; August 2; Sep- 
tember 20, 22; October 18, 19, 20; No- 
vember 1, 2, 3, 9, 10, 15, 16, 17, 1983., 
84-20168 

Possible renewal of the generalized system 
of preferences : hearing before the Sub- 
committee on Trade of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion., 84-20182 

Posttraumatic stress disorder : January 1982 
through June 1984, 105 citations /, 84- 
19230 

Potassium chloride from East Germany, 
Israel, Spain, and the U.S.S.R. : determi- 
nations of the Commission in investiga- 
tions nos. 303-TA-15 and 701-TA-213 
(preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations : determina- 
tions of the Commission in investigations 
nos. 731-TA-184 through 187 (prelimi- 
nary) under the Tariff Act of 1930, to- 
gether with the information obtained in 
the investigation., 84-19610 

Potential climatic impacts of increasing at- 
mospheric CO.with emphasis on water 
availability and hydrology in the United 
States : report /, 84-19038 

Potential clogging of landfill drainage sys- 
tems /, 84-19049 

Potential human factors deficiencies in the 
design of local control stations and opera- 
tor interfaces in nuclear power plants /, 
84-20019 

Powder River basin regional coal lease 
sales : was fair market value received? : 
oversight hearing before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-eighth Congress, first session, on 
Powder River basin regional coal lease 
sales, was fair market value received?, 
hearing held in Washington, D.C., May 
16, 1983., 84-20146 

Power and diplomacy in the 1980s ; April 
3, 1984., 84-19762 
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Power factor controller laboratory perform- 
ance test report., 84-20055 

Pre-plant soaking of dormant populus hard- 
wood cuttings /, 84-18398 

Precipitated impurities in monoammonium 
phosphate and their effect on chemical 
and physical properties of suspension fer- 
tilizers /, 84-20059 

Predicting crown weight and bole volume 
of five western hardwoods /, 84-18457 

Prediction of total electron content using 
the international reference ionosphere /, 
84-18864 

Predictor model for seasonal variations in 
skid resistance., 84-19832 

A Preliminary appraisal of sediment sources 
and transport in Kings Bay and vicinity, 
Georgia and Florida /, 84-19342 

A preliminary evaluation of stream sedi- 
ment sampling for the detection of cobalt 
mineralization in the Bou Azzer district, 
Morocco, 84-19395 

Preliminary geologic map of the Spruce 
Mountain 4 quadrangle, Elko County, 
Nevada, 84-19393 

Preliminary geologic map of the west half 
of the Vancouver (Wa.-Ore.) 1°x 2°quad- 
rangle, Oregon, 84-19430 

Preliminary log-derived maps of the Bakken 
Formation, North Dakota and Montana 
portions of Williston basin, 84-19457 

Preliminary results of spectral induced po- 
larixation measurements, Wadi Bidah dis- 
trict, kingdom of Saudi Arabia, 84- 
19435 

Premenstrual syndrome, January 1982 
through May 1984 : 15 citations /, 84- 
19229 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Beryllium., 84-19529 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Calcium and calcium 
compounds., 84-19550 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Iron oxide pigments., 
84-19531 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Phosphate rock., 84- 
19533 

Preprint from the 
erals yearbook. 
84-19534 
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Arizona., 84-19536 
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erals yearbook. The mineral industry of 
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erals yearbook. The mineral industry of 
Indiana., 84-19540 
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Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Towa., 84-19541 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Japan., 84-19542 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Kansas., 84-19543 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Massachusetts., 84-19544 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Missouri., 84-19545 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Nebraska., 84-19546 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Ohio., 84-19547 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
other areas of the Far East and South 
Asia., 84-19538 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
other Near East countries., 84-19532 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
other west African countries., 84-19535 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Pennsylvania., 84-19548 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
South Carolina, 84-19549 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Texas., 84-19551 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
the Republic of South Africa., 84-19550 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
the U.S.S.R., 84-19552 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Utah., 84-19553 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Vermont., 84-19554 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Washington., 84-19555 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
West Virginia., 84-19556 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Wisconsin., 84-19557 

Preprint from the ... Bureau of Mines Min- 
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cinder, 84-19534 
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The Profit in safety belts : an introduction to 


other countries of the Near East, 84- 
19532 

Pressurized thermal shock : TEMPEST 
computer code simulation of thermal 
mixing in the cold leg and downcomer of 
a pressurized water reactor /, 84-19997 

Prevention profile : excerpted from Health, 
United States, 1983., 84-19208 

Preventive maintenance : basic program for 
owner/operators and owners of small 
fleets., 84-19835 

Primary forest products industry and timber 
use, Missouri, 1980 /, 84-18437 

Principal facts for 904 gravity stations in 
and near the Chemehuevi Mountains and 
Crossman Peak Wilderness Study Areas, 
San Bernardino County, California and 
Mohave County, Arizona, 84-19484 

Principals in rural Alaska : a descriptive 
profile /, 84-19004 

Printing and graphic arts., 84-19159 

Priorities in health statistics : proceedings of 
the 19th national meeting of the Public 
Health Conference on Records and Sta- 
tistics, August 1983., 84-19256 

Privacy act issuances ... compilation., 
19165 

Private sector investment in health mainte- 
nance organizations : a case study of hos- 
pital sponsorship., 84-19288 

Problems in applying discriminant analysis 
in credit scoring models /, 84-19130 

Problems of rising ground-water levels in 
urban areas with special reference to the 
Louisville, Kentucky area /, 84-19346 

Procedural handbook : 1981-1982 mathe- 
matics and citizenship/social studies as- 
sessments., 84-19017 

Proceedings : 1982 Southern Nursery Con- 
ferences : Western session-Oklahoma City 
August 9-12, Eastern session-Savannah 
July 12-15 ; cosponsors: Georgia Forestry 
Commission, Oklahoma Forestry Divi- 
sion, USDA Forest Service - Southern 
Region., 84-18484 

Proceedings, I1.U.F.R.O. Beech Bark Dis- 
ease Working Party Conference 
Hamden, Connecticut, September 26 - 
October 8, 1982 /, 84-18473 

Proceedings of conference XX : a work- 
shop on “the 1886 Charleston, South 
Carolina, Earthquake and its Implications 
for Today”, May 23-26, 1983, Charleston, 
South Carolina /, 84-19316 

Proceedings of conference XXI : a work- 
shop on “Continuing Actions to Reduce 
Potential Losses from Future Earth- 
quakes in the Northeastern United 
States”, June 13-15, 1983, Massachusetts 
Institute of Technology, Cambridge, 
Massachusetts /, 84-19317 

Proceedings of conference XXII : a work- 
shop on “Site-Specific Effects of Soil and 
Rock on Ground Motion and the Impli- 
cations for Earthquake-Resistant Design”, 
July 25-27, 1983, Santa Fe, New Mexico 
/, 84-19318 
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Proceedings of the behavioral medicine, ep- 
idemiology and _ biostatistics research 
training session., 84-19226 

Proceedings of the International Symposi- 
um on Acclimatization, Adaptation, and 
Tolerance to High Altitude /, 84-19233 

Proceedings of the National Bureau of 
Standards/National Security Agency 
Workshop on Standardization Issues for 
Optical Digital Data Disk (OD*) Tech- 
nology /, 84-18664 

Proceedings of the second biennial South- 
ern Silvicultural Research Conference, 
Atlanta, Georgia, November 4-5, 1982 /, 
84-18468 

Proceedings of the Symposium on Control 
of Respirable Coal Mine Dust, Beckley, 
West Virginia, October 4-6, 1983 /, 84- 
19650 

Proceedings of the 1982 International Mili- 
tary History Symposium : “The impact of 
unsuccessful military campaigns on mili- 
tary institutions, 1860-1980” /, 84-18811 

Proceedings of the 1982 Sugar Processing 
Research Conference, April 29-May 1, 
1982, Atlanta, Georgia /, 84-18524 

Proceedings of Workshop on Using Mirco- 
computers [i.e. Microcomputers] for Fi- 
nancial Managers, July 12, 1983., 84- 
19134 

Proceedings, research and management of 
bitterbrush and cliffrose in western North 
America, Salt Lake City, Utah, April 13- 
15, 1982 /, 84-18449 

Process gas chromatography study of a Se- 
lexol acid gas removal system /, 84- 
19074 

Procurement and allocation of human 
organs for transplantation hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-eighth Congress, 
first session, November 7, 9, 1983., 84- 
20175 

Procurement, supply cataloging, and classi- 
fication., 84-19160 

Productivity in managing human resources : 
annual meeting of the American Public 
Transit Association, Boston, Massachu- 
setts, October 1982., 84-19852 

Proficiency-oriented classroom testing /, 
84-18997 

A Profile of existing hazardous waste incin- 
eration facilities and manufacturers in the 
United States /, 84-19057 

Profile of financial aid applicants : hearing 
before the Subcommittee on Postsecond- 
ary Education of the Committee on Edu- 
cation and Labor, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, hearing held in Washington, D.C., 
on October 20, 1983., 84-20104 

The Profit in safety belts : an introduction 
to an employer’s program., 84-19857 
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Program evaluation : keys to school boards- 
manship : a program of continuing educa- 
tion for school board members., 84- 
18900 

Program Fraud Civil Penalties Act of 1983 
: hearing before the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-eighth Congress, first session, on 
S. 1566 ... November 15, 1983., 84-20142 

Programs and activities of the Economic 
Development Administration : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-eighth Con- 
gress, first session, November 30, 1983., 
84-20170 

Project A.B.C. : Bronx Academic Bilingual 
Career Program, 1981-1982 /, 84-19034 

Project BABS : Bilingual Academic and 
Business Skills, 1981-1982 /, 84-19033 

Project Impact technical report : phase I 
and II /, 84-18947 

Projects in progress /, 84-18890, 84- 
18916 

Projects in progress (Columbus, Ohio), 
18890 

Promoting peace in the Middle East : No- 
vember 19, 1983 /, 84-19754 

Promoting the free flow of information : 
November 30, 1983., 84-19755 

Properties of filter cloths for seepage con- 
trol in coal mine waste embankments /, 
84-19518 

Property custodian handbook /, 84-20039 

Proposed John Henry No. 1 mine, King 
County, Washington : draft environmen- 
tal impact statement /, 84-19311 

Proposed mining plan, East Gillette Federal 
Mine, Campbell County, Wyoming : draft 
environmental impact statement /, 84- 
19310 

Proposed Montco Mine, Rosebud County, 
Montana : draft environmental impact 
statement : OSM-EIS-14 ; prepared by 
Office of Surface Mining Reclamation 
and Enforcement., 84-19313 

The proposed Uinta National Forest plan., 
84-18481 

Protect your child., 84-19952 

Protocol for establishment of a ground 
water management and protection plan., 
84-19058 

Providing certain authority to reduce ero- 
sion within the Cuyahoga Valley Nation- 
al Recreation Area : report (to accompa- 
ny H.R. 3739) (including the cost esti- 
mate of the Congressional Budget 
Office)., 84-19937 

Providing food with care : a guide for 
homes in the child care food program.., 
84-18560 

Providing for the consideration of H.R. 
3457 : report (to accompany H. Res. 
493)., 84-19938 
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Providing for the consideration 
4275 : report (to accompany 
491)., 84-19934 

Providing for the consideration 
5167 : report (to accompany 
494)., 84-19939 

Providing for the consideration 
5244 : report (to accompany 
509)., 84-19947 

Providing for the consideration 
5290 : report (to accompany 
508)., 84-19946 

Providing for the consideration 
5580 : report (to accompany 
507)., 84-19945 

Providing for the consideration of S. 2570 : 
report (to accompany H. Res. 490)., 84- 
19933 

Providing for the disposition of certain un- 
distributed judgment funds awarded the 
Creek nation : report (to accompany S. 
1224)., 84-19889 

Providing for the statutory designation of 
the position of Assistant Secretary of the 
Interior for Indian Affairs, eliminate the 
position of Commissioner of Indian Af- 
fairs, make conforming amendments, 
repeal unnecessary provisions of laws re- 
ferring to the Commissioner of Indian Af- 
fairs, and for other purposes : report (to 
accompany S. 1999)., 84-19894 

Provisions for protecting and enhancing 
nontimber resources in northern region 
timber sales /, 84-18391 

Public Buildings Authorization Act of 1984 
: hearing before the Committee on Envi- 
ronment and Public Works, United States 
Senate, Ninety-eighth Congress, second 
session, on S. 2635 ... S. 2605 ... May 3, 
1984., 84-20164 

The public knows and cares about sodium / 
, 84-19242, 84-19243 

Public relations for foreign languages : 
Q&A /, 84-18949 

Public school enrollment, United States, 
Fall 1981 /, 84-18986 

Publications and patents of the Southern 
Utilization Research and Development 
Division, 84-18525, 84-18526 

Publications and patents with abstracts /, 
84-18525, 84-18526, 84-18527, 84- 
18528, 84-18529, 84-18530, 84-18531, 
84-18532, 84-18533, 84-18534 

Publications of the National Science Foun- 
dation., 84-19721 

Pueblo of Laguna : a project report /, 
19569 
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Puerto Rican passenger service : report to- 
gether with additional views (to accom- 
pany H.R. 89) (including cost estimate of 


the Congressional Budget Office)., 84- 


19940 
Pumice and pumicite, 84-19534 


Pumped-storage hydropower schemes /, 
84-20048 


Do not order from index; see indicated entry 





Title Index 


Q 


Quality and relevance of research and relat- 
ed activities at the Gorgas Memorial 
Laboratory., 84-20046 

Quality assurance in nuclear medicine : pro- 
ceedings of an International Symposium 
and Workshop held in Washington, D.C., 
April 27-29, 1981 /, 84-19254 

Quality of adhesive bonds in knife-planed 
and abrasive-planed flakeboard and 
yellow-poplar veneer /, 84-18436 

Quartz-molybdenite veins in the Priestly 
Lake granodiorite, north-central Maine, 
84-19481 


Radiological survey of the combustion engi- 
neering burial site, Hematite, Missouri /, 
84-19989 

Radionavigation systems., 84-19848 

Radon attenuation handbook for uranium 
mill tailings cover design /, 84-19993 

Raising academic standards : a guide to 
learning improvement /, 84-19000 

Ranking independent timber investments by 
alternative investment criteria /, 84- 
18404 

Rapid field method for the concentration of 
radioiodine from milk /, 84-19992 

REA specification for aerial and under- 
ground telephone cable, PE-22., 84- 
18523 

Reading Is Fundamental, Inc., book suppli- 
er profile., 84-19797 

Realism, strength, negotiation : key foreign 
policy statements of the Reagan adminis- 
tration., 84-19788 

Realistic simulation of severe accidents in 
BWRs : computer modeling requirements 
/, 84-19973 

Reauthorizations for hazardous materials 
transportation and pipeline safety : hear- 
ing before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on reauthorizations 
for hazardous materials transportation 
and pipeline safety, April 24, 1984., 84- 
20098 

Recent international antitrust developments 
/, 84-19616 

Recognition identification guide to ship as- 
sociated flags, ensigns, and aircraft rondel 
markings : RIG SAFEARM /, 84-18819 

Reconnaissance geology of the Ishash quad- 
rangle, sheet 26/39C, kingdom of Saudi 
Arabia, 84-19486 

Recovering lithium chloride from a geo- 
thermal brine /, 84-19522 

Recovery of oil by mining : hearing before 
the Subcommittee on Energy and Miner- 
al Resources of the Committee on 
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Energy and Natural Resources, United 
States Senate, Ninety-eighth Congress, 
second session, on the recovery of oil by 
mining, March 2, 1984., 84-20113 

Redwood River at Marshall, Minnesota : 
communication from the Assistant Secre- 
tary of the Army (Civil Works) transmit- 
ting a letter from the Chief of Engineers, 
Department of the Army, dated Novem- 
ber 16, 1981, submitting a report, togeth- 
er with accompanying papers and illustra- 
tions, on Redwood River at Marshall, 
Minnesota ....,  84-19910 

Refinancing the bond indebtedness of the 
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to have on the young people of this 
nation, April 6, 1984., 84-20156 

Routt National Forest, Land and Resource 
Management Plan., 84-18476 

Ruptured cesium-137 well-logging source at 
Shelwell Services, Inc., Hebron, Ohio., 
84-19966 

Rural rehabilitation : 
84-19003 

Rural teachers and community schools in 
Alaska /, 84-19005 


a state of the art /, 


S 


S. 1920, Small Business Computer Crime 
Prevention Act : hearing before the Com- 
mittee on Small Business, United States 
Senate, Ninety-eighth Congress, second 
session, on S. 1920, Small Business Com- 
puter Crime Prevention Act, March 7, 
1984., 84-20178 


Page I-344 





S. 2487, a bill to provide for a White House 
Conference on Small Business : hearing 
before the Committee on Small Business, 
United States Senate, Ninety-eighth Con- 
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cal data, 84-18685 

South Dakota monthly local climatological 
data, 84-18686 

Southern exports of wood products, 1967- 
1980 /, 84-18417 

Space travel /, 84-18855 

Special needs children in family day care : 
creating awareness /, 84-18920 

Special needs children in family day care : 
stimulating language /, 84-18919 

Special report of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-eighth Congress, second session 
identifying court proceedings and actions 
of vital interest to the Congress : the leg- 
islative veto, Immigration and Naturaliza- 
tion Service v. Chadha and related cases., 
84-20147 

Specifications for visual arts identifying ma- 
terial, 84-19659 

Spectrographic analyses of panned concen- 
trate from stream-sediment samples from 
the Mazatzal Wilderness and Mazatzal 
Wilderness Contiguous Roadless Area, 
Gila, Maricopa, and Yavapai Counties, 
Arizona, 84-19418 

Spectrum resource assessment in the 162- 
174 MHz frequency band /, 84-18743 

Speed listening : exploring an analogue of 
speed reading /, 84-18972 

Spill alert device for earth dam failure 
warning /, 84-19051 

St. Louis, Missouri-Illinois, metropolitan 
area, 84-19638 

Stabilization of the solvent methyl-n-amyl 
ketone (MAK) in vinyl paints /, 84- 
18798 

Staff reductions and performance evalua- 
tions : teacher views on the roles of ad- 
ministrators and colleagues /, 84-18935 

Stages in decline : how an educational orga- 
nization scales down /, 84-18981 

Starch gel electrophoresis of conifer seeds : 
a laboratory manual /, 84-18464 

START in a historical perspective., 
19764 

State forester directory : state forestry 
agencies cooperating with the United 
States Department of Agriculture Forest 
Service in administration of cooperative 
forestry programs., 84-18372 

State mining and mineral resources research 
institute program : hearing before the 
Subcommittee on Energy and Mineral 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-eighth Congress, second 
session, on S. 2186 ... February 10, 1984., 
84-20111 

The state of the art in long-term care insur- 
ance /, 84-19259 


84- 


Page I-345 





State planning, budgeting, and accountability : 


State planning, budgeting, and accountabil- 
ity : approaches for higher education /, 
84-18910 

State, regional, and national monthly and 
annual temperatures weighted by area /, 
84-18697 

State, regional, and national monthly and 
seasonal heating degree days weighted by 
population /, 84-18698 

Statement of Robert B. Shanks, Deputy As- 
sistant Attorney General, Office of Legal 
Counsel before the Committee on Energy 
and Natural Resources, Subcommittee on 
Energy Conservation and Supply, United 
States Senate concerning revised constitu- 
tion of American Samoa., 84-19618 

Statewide average climatic history. Ala- 
bama., 84-18699 

Statewide average climatic history. Califor- 
nia., 84-18700 

Statewide average climatic history. Colora- 
do., 84-18701 

Statewide average climatic history. Dela- 
ware., 84-18702 

Statewide average climatic history. Flori- 
da., 84-18703 

Statewide average climatic history. Geor- 
gia., 84-18704 

Statewide average climatic history. Idaho., 
84-18705 

Statewide average climatic history. Illinois., 
84-18706 

Statewide average climatic history. Indi- 
ana., 84-18707 

Statewide average climatic history. Iowa., 
84-18708 

Statewide average climatic history. Kansas., 
84-18709 

Statewide average climatic history. Ken- 
tucky., 84-18710 

Statewide average climatic history. Louisi- 
ana., 84-18711 

Statewide average climatic history. Maine., 
84-18712 

Statewide average climatic history. Mary- 
land, 84-18713 

Statewide average climatic history. Massa- 
chusetts., 84-18714 

Statewide average climatic history. Michi- 
gan., 84-18715 

Statewide average climatic history. Minne- 
sota., 84-18716 

Statewide average climatic history. Missis- 
sippi., 84-18717 

Statewide average climatic history. Missou- 
ri, 84-18718 

Statewide average climatic history. New 
Jersey., 84-18719 

Statewide average climatic history. New 
Mexico., 84-18720 

Statewide average climatic history. New 
York., 84-18721 

Statewide average climatic history. North 
Dakota., 84-18722 

Statewide average climatic history. Ohio., 
84-18723 


Page I-346 





Statewide average climatic history. Oklaho- 
ma., 84-18724 
Statewide average 
Oregon., 84-18725 

Statewide average climatic history. Penn- 
sylvania., 84-18726 

Statewide average climatic history. Rhode 
Island., 84-18727 

Statewide average climatic history. South 
Carolina., 84-18728 

Statewide average climatic history. South 
Dakota., 84-18729 

Statewide average climatic history. Tennes- 
see., 84-18730 

Statewide average climatic history. Texas., 
84-18731 

Statewide average climatic history. Utah., 
84-18732 

Statewide average climatic history. Ver- 
mont., 84-18733 

Statewide average climatic history. Virgin- 
ia., 84-18734 

Statewide average climatic history. Wash- 
ington., 84-18735 

Statewide average climatic history. West 
Virginia., 84-18736 

Statewide average climatic history. Wiscon- 
sin., 84-18737 

Statewide average climatic history. Wyo- 
ming., 84-18738 

A Statistical analysis of the Medicare hospi- 
tal routine nursing salary cost differential 
/, 84-19292 

Statistical parameters for resource evalua- 
tion of geochemical data from the Ajo 
1°x 2°quadrangle, Arizona, 84-19462 

A statistical technique for forecasting 
severe weather from vertical soundings 
by satellite and radiosonde /, 84-18672 

Status of inventory of uranium at Depart- 
ment of Energy Oak Ridge nuclear 
weapon production facility hearing 
before the Investigations Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-eighth 
Congress, second session, February 6, 
1984., 84-20082 

Steel fiber reinforced superplasticized con- 
cretes for rehabilitation of bridge decks 
and highway pavements., 84-19861 

STEREO, a computer program for project- 
ing and plotting stereograms, 84-19362 

Sterile medical devices : a GMP workshop 
manual /, 84-19252 

Strategies for and validity of noise monitor- 
ing in the vicinity of civilian airfields and 
Army installations /, 84-18806 

Strategy for reducing mountain pine beetle 
infestations with ponderosa pine trap logs 
/, 84-18422 

Stratigraphy, structure, and _palinspastic 
synthesis of the western Brooks Range, 
northwestern Alaska, 84-19475 

Strawberry Valley project : Utah, Utah and 
Wasatch Counties /, 84-19511 


climatic _ history. 


Do not order from index; see indicated entry 





Title Index 


Streamflow augmentation at Fosters Brook, 
Long Island, New York : a hydraulic fea- 
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1982 census of manufactures. Preliminary 
report. Industry series. Malt beverages 
(industry 2082)., 84-18574 

1982 census of manufactures. Preliminary 
report. Industry series. Measuring and 
dispensing pumps (industry 3586)., 84- 
18604 

1982 census of manufactures. Preliminary 
report. Industry series. Motorcycles, bi- 
cycles, and parts (industry 3751)., 84- 
18613 

1982 census of manufactures. Preliminary 
report. Industry series. Needles, pins, and 
fasteners (industry 3964)., 84-18616 

1982 census of manufactures. Preliminary 
report. Industry series. Paving mixtures 
and blocks (industry 2951)., 84-18579 

1982 census of manufactures. Preliminary 
report. Industry series. Plating and po- 
lishing (industry 3471)., 84-18590 

1982 census of manufactures. Preliminary 
report. Industry series. Plumbing fittings 
and brass goods (industry 3432). 84- 
18587 

1982 census of manufactures. Preliminary 
report. Industry series. Pottery products, 
N.E.C. (industry 3269)., 84-18581 

1982 census of manufactures. Preliminary 
report. Industry series. Power driven 
hand tools (industry 3546)., 84-18596 

1982 census of manufactures. Preliminary 
report. Industry series. Scales and bal- 
ances, except laboratory (industry 3576)., 
84-18601 

1982 census of manufactures. Preliminary 
report. Industry series. Service industry 
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machinery, N.E.C. (industry 3589)., 
18605 

1982 census of manufactures. Preliminary 
report. Industry series. Sheet metal work 
(industry 3444)., 84-18588 

1982 census of manufactures. Preliminary 
report. Industry series. Space vehicle 
equipment, N.E.C. (industry 3769)., 84- 
18612 

1982 census of manufactures. Preliminary 
report. Industry series. Speed changers, 
drives, and gears (industry 3566)., 84- 
18598 

1982 census of manufactures. Preliminary 
report. Industry series. Steel springs, 
except wire (industry 3493)., 84-18591 

1982 census of manufactures. Preliminary 
report. Industry series. Surface active 
agents (industry 2843)., 84-18578 


84- 


1983-84 miscellaneous tax bills, VIII : S. 499, 


1982 census of manufactures. Preliminary 
report. Industry series. Turbines and tur- 
bine generator sets (industry 3511)., 84- 
18593 

1982 census of manufactures. Preliminary 
report. Industry series. Wines, brandy, 
and brandy spirits (industry 2084)., 84- 
18575 

1982 census of manufactures. Preliminary 
report. Industry series. Wood tv and 
radio cabinets (industry 2517)., 84-18577 

1982 census of retail trade. Geographic area 
series. Wyoming., 84-18657 

1982 census of wholesale trade. Geographic 
area series. Wyoming., 84-18658 

1982 census of wholesale trade. Preliminary 
report. Industry series. Dairy products 
(industry 5143)., 84-18661 
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1982 census of wholesale trade. Preliminary 
report. Indus.. © series. General-line gro- 
ceries (industry 5141)., 84-18660 

1982 census of wholesale trade. Preliminary 
report. Industry series. Livestock (indus- 
try 5154)., 84-18662 

1982 census of wholesale trade. Preliminary 
report. Industry series. Women’s, chil- 
dren’s, and infants’ clothing and accesso- 
ries (industry 5137)., 84-18659 

The 1983 recession of Columbia Glacier, 
84-19498 

1983-84 miscellaneous tax bills, VIII : S. 
499, S. 831, S. 842, S. 1231, S. 1807, and 
S. 1914 : hearing before the Subcommit- 
tee on Taxation and Debt Management of 
the Committee on Finance, United States 
Senate, Ninety-eighth Congress, first ses- 
sion, on S. 499, S. 831, S. 842, S. 1231, S. 
1807, and S. 1914, October 28, 1983., 
84-20123 
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Ability — Testing. 

The economic benefits of personnel selec- 
tion using ability tests : a state of the 
art review including a detailed analysis 
of the dollar benefit of U.S. employ- 
ment service placements and a critique 


of the low-cutoff method of test use., 
84-19649 ‘ 


Accidents — Investigation — Handbooks, 
manuals, etc. 

Safety management information system : 
accident reporting codebook : exhibit 
X-18, safety management manual : MP- 
3, part III, appendix 3A /, 84-19202 


*Accidents, Occupational — classification 
Safety management information system : 
accident reporting codebook : exhibit 
X-18, safety management manual : MP- 
3, part III, appendix 3A /, 84-19202 


Acclimatization — Congresses. 

Proceedings of the International Sympo- 
sium on Acclimatization, Adaptation, 
and Tolerance to High Altitude /, 84- 
19233 


Accounting machines — Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Calculating and 
accounting machines (industry 3574)., 
84-18600 


Accreditation (Education) 
Accrediting occupational training pro- 
grams /, 84-18966 


Acid pollution of rivers, lakes, etc. — United 
States. 
Modeling the transport, speciation, and 
fate of heavy metals in aquatic systems 
/, %4-19066 


Acid rain — Environmental aspects. 
Acid rain : a survey of data and current 
analyses: a report /, 84-20114 


Acid rain — United States. 
Acid precipitation and drinking water 
quality in the eastern United States /, 
84-19059 


Adhesives — Testing. 
Quality of adhesive bonds in knife-planed 
and abrasive-planed flakeboard and 
yellow-poplar veneer /, 84-18436 
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Adlai E, Stevenson High School — 

Curricula. 

Adlai E. Stevenson High School Bilin- 
gual Academic and Technical Educa- 
tion for Youth Program (BATEY), 
1981-1982 /, 84-19032 


Administrative agencies — United States — 
Food — Directories. 
Government-wide food quality assurance 
program interagency functional direc- 
tory., 84-18538 


Administrative procedure — United States. 
Accelerated collection and deposit of 
payments to executive agencies : report 
(to accompany H.R. 5355) (including 
the cost estimate of the Congressional 
Budget Office)., 84-19928 


Financial interest and syndication rules : 
hearings before the Subcommittee on 
Telecommunications, Consumer Pro- 
tection, and Finance of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-eighth Con- 
gress, first session, on H.R. 2250 ... 
June 1 and August 1, 1983., 84-20117 


Adolescent psychology. 

To facilitate or impede? : the impact of 
selected organizational features of sec- 
ondary schools on adolescent develop- 
ment /, 84-18992 


Adoption. 
Single parent adoption /, 84-19297 


Adult education — Research grants — 
United States — Directories. 
Projects in progress /, 84-18890, 84- 
18916 


Adult education — United States. 
The cooperative extension service : a na- 
tionwide knowledge system /, 84- 
18360 


Advertising — Food — United States. 
Advertising and promotion in food mar- 
keting /, 84-18553 


Advertising — United States. 

Modernizing _ federal restrictions on 
gaming advertising : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-eighth Congress, 
first session, on S. 1876 ... November 
16, 1983., 84-20152 
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Aerial photography in submarine geology. 
Photogeology and evolution of the Juan 


de Fuca Ridge, 84-19407 


Aerial spraying and dusting in forestry. 
Herbicide spray drift predictions using 
the Forest Service FSCBG forest spray 
model : a report by H.E. Cramer Co., 

Salt Lake City, Utah., 84-18370 


Aerodynamics — Mathematical models. 
Development of MCAERO wing design 
panel method with interactive graphics 
module /, 84-19685 


Aeronautical instruments — Display systems. 
System description Aviation Wide- 
Angle Visual System (AWAVS) Com- 
puter Image Generator (CIG) visual 
system /, 84-18829 


Aeronautics — Accidents. 
Survey of NASA research on crash dy- 
namics /, 84-19704 


Aeronautics — Audio-visual aids — 
Catalogs. 


Video tape programs., 84-19676 


Aeronautics — United States — 
Bibliography — Catalogs. 
Guide to Federal Aviation Administra- 
tion publications., 84-19838 


Aeronautics — United States — 
Examinations. 
Aviation mechanic powerplant : question 
book., 84-19842 


Aeronautics — United States — History — 
Yearbooks. 


Astronautics and aeronautics., 84-19681 


Aeronautics — United States — Statistics — 
Periodicals. 

FAA statistical handbook of aviation., 
84-19839 


Aeronautics, Military — United States — 
Handbooks, manuals, etc. 
Air Force Academy cadet handbook, 
84-18876 
Contrails, Air Force Academy cadet 
handbook., 84-18876 


Aeronautics in meteorology — United States. 
Clear and cloud-free lines-of-sight from 
aircraft (addendum) /, 84-18856 
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Afforestation — United States. 
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Pre-plant soaking of dormant populus | 


hardwood cuttings /, 84-18398 


Africa — Famines. 

Hunger in Africa : hearing before the 
Subcommittee on African Affairs of 
the Committee on Foreign Relations, 
United States Senate, Ninety-eighth 
Congress, second session, March 1, 
1984., 84-20134 


African Development Bank. 

The multilateral development banks and 
health : hearing before the Subcommit- 
tee on International Development Insti- 
tutions and Finance of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, March 
21, 1984., 84-20088 


Afro-American students — United States. 
Math readiness and preparation for com- 
petitive college majors and careers : 
the case of black students /, 84-19011 


Afro-Americans — Education (Secondary) — 

United States. 
Math readiness and preparation for com- 
petitive college majors and careers : 
the case of black students /, 84-19011 


AFT Teacher Center Resource Exchange — 
Evaluation. 
A final report to the AFT Teacher 
Center Resource Exchange /, 84- 
18912 


Aged — Govenment policy — United States. 
Crisis in health care : the Pennsylvania 
perspective : hearing before the Sub- 
committee on Health and Long-Term 
Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 23, 1984, Philadelphia, Pa., 
84-20062 


Aged — Housing — United States. 

Section 8 rent adjustments, elderly hous- 
ing, and other assisted housing issues : 
hearing before the Subcommittee on 
Housing and Community Development 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, February 22, 1984., 
84-20085 


Aged — Medical care — Pennsylvania. 

Crisis in health care : the Pennsylvania 
perspective : hearing before the Sub- 
committee on Health and Long-Term 
Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 23, 1984, Philadelphia, Pa., 
84-20062 


Page 1-354 


| 


| 











Aged — Medical care — United States. 

Health care and the rural elderly : con- 
trolling costs and improving services : 
hearing before the Task Force on the 
Rural Elderly of the Select Committee 
on Aging, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, February 10, 1984, Muskogee, 
Okla., 84-20061 


The state of the art in long-term care 
insurance /, 84-19259 


Aged — New York (N.Y.) — Transportation. 

Easyride : specialized transportation serv- 

ice in New York City (phase II 
report)., 84-19853 


Aged — United States — Dwellings. 
Safety for older consumers : a consumer 
product safety commission pilot pro- 
gram., 84-19954 


Aged — United States — Transportation. 
Use of volunteers in the transportation of 
elderly and handicapped persons : final 
report /, 84-19821 


Aged volunteers in social service — United 
States — Handbooks, manuals, etc. 
Retired Senior Volunteer Program : op- 

erations handbook., 84-18569 


Aging — Physiological effect. 
Brain in aging and dementia /, 84-19212 


Agricultural assistance, American — Korea 

(South) 

Korean agricultural services : the invisi- 
ble hand in the iron glove : market and 
nonmarket forces in Korean rural de- 
velopment /, 84-19791 


Agricultural credit — Government policy — 

United States. 

Lending policies and administration of 
the economic emergency and disaster 
emergency loan programs (Farmers 
Home Administration) : hearing before 
the Subcommittee on Conservation, 
Credit, and Rural Development of the 
Committee on Agriculture, House of 
Representatives, Ninety-eighth Con- 
gress, first session, February 2, 1984., 
84-20065 


Agricultural development projects — 
Tennessee River Region. 
Nature and impact of TVA’s agricultural 


resource development program., 84- 
20060 


Agricultural education — United States. 
New directions for science, education, 
and agriculture., 84-18354 


Agricultural extension work — Tennessee 
River Region. 
Nature and impact of TVA’s agricultural 
resource development program., 84- 
20060 


Do not order from index; see indicated entry 








Subject Index 


Agricultural laws and legislation — United 
States — Periodicals. 
Agriculture, 84-19166, 84-19167 


CFR. 7, 84-19166, 
19167 


Code of federal regulation. 7, Agricul- 
ture., 84-19167 


Code of federal regulations. 7, Agricul- 
ture., 84-19166 


Agriculture, 84- 


Agricultural machinery — United States — 
Costs of operation. 
Cooperative farm machinery operations, 
1970-80., 84-18565 


Agricultural pests — United States. 
Pests not known to occur in the United 
States or of limited distribution., 84- 
18561 


Agricultural prices — United States — 
Statistics — Periodicals. 
Agricultural prices ... 

18540 


summary /, 84- 


Agricultural processing — Abstracts — 

Periodicals. 

Publications and patents with abstracts /, 
84-18525, 84-18526, 84-18527, 84- 
18528, 84-18529, 84-18530, 84- 
18531, 84-18532, 84-18533, 84- 
18534 


Agricultural processing — Patents — 

Periodicals. 

Publications and patents with abstracts /, 
84-18525, 84-18526, 84-18527, 84- 
18528, 84-18529, 84-18530, 84- 
18531, 84-18532, 84-18533, 84- 
18534 


Agricultural research — Government policy 
—- United States. 
New directions for science, education, 
and agriculture., 84-18354 


Agricultural research — Tennessee River 
Region. 
Nature and impact of TVA’s agricultural 
resource development program., 84- 
20060 


Agricultural resources — Michigan — 
Gladwin County — Maps. 
Important farmlands, Gladwin County, 
Michigan /, 84-18521 


Agricultural resources — Michigan — 
Kalamazoo County — Maps. 
Important farmland, Kalamazoo County, 
Michigan /, 84-18522 


Agriculture — Addresses, essays, lectures. 
Agricultural export promotion and trade : 
October 18, 1983., 84-19751 
Foreign policy, its impact on agricultural 
trade : March 7, 1984., 84-19758 
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Agriculture -— Economic aspects — Korea 

(South) 

Korean agricultural services : the invisi- 
ble hand in the iron glove : market and 
nonmarket forces in Korean rural de- 
velopment /, 84-19791 


Agriculture — Information services — 
United States. 
How to get information from the United 
States Department of Agriculture., 
84-18563 


Agriculture — Kentucky — Statistics. 

1982 census of agriculture. Volume 1, 
Geographic area series. Part 17, Ken- 
tucky, state and county data, 84- 
18618 


Agriculture — Nebraska — Statistics. 

1982 census of agriculture. Volume 1, 
Geographic area series. Part 27, Ne- 
braska, state and county data, 84- 
18619 


Agriculture — North Carolina — Statistics. 
1982 census of agriculture. Volume 1, 
Geographic area series. Part 33, North 
Carolina, state and county data, 84- 
18620 


Agriculture — South Dakota — Statistics. 
1982 census of agriculture. Volume 1, 
Geographic area series. Part 41, South 
Dakota, state and county data. 84- 
18621 


Agriculture — Taxation — United States. 
Combined effective income and property 
tax rates for farm capital /, 84-18555 


Agriculture — Texas — Statistics. 
1982 census of agriculture. Preliminary 
report. Texas., 84-18624 


Agriculture — United States — Statistics. 
1982 census of agriculture. Preliminary 
report. United States., 84-18623 


Agriculture — Vermont — Statistics. 

1982 census of agriculture. Volume 1, 
Geographic area series. Part 45, Ver- 
mont, state and county data, 84- 
18622 


Agriculture, Cooperative — Iowa. 
Iowa cooperative fertilizer retail outlets : 


farmers’ attitudes and _perceptions., 
84-18564 


Agriculture, Cooperative — United States. 
Cooperative farm machinery operations, 
1970-80., 84-18565 


Aids to navigation — United States. 
Radionavigation systems., 84-19848 


Air — Pollution — Law and legislation — 
United States. 
Clean Air Act Amendments of 1983 : 
hearings before the Committee on En- 
vironment and Public Works, United 








States Senate, Ninety-eighth Congress, 
first session, on S. 768 ...., 84-20159 


Air — Pollution — Measurement. 
Performance test results and comparative 
data for designated equivalent methods 
for sulphur dioxide /, 84-19069 


Air — Pollution — Standards — United 
States. 
Review of new source performance 
standards for nitric acid plants /, 84- 
19081 


Air — Pollution — United States. 
Control of criteria and non-criteria pol- 
lutants from coal/liquid mixture com- 
bustion /, 84-19073 


Design optimization and field verification 


of an integrated residential furnace /, 
84-19076 


Inspection and operating and mainte- 
nance guidelines for secondary lead 
smelter air pollution control /, 84- 
19054 


A review of recent applications of the 
SAI urban airshed model /, 84-19083 


Air — Pollution — United States — 
Physiological effect. 
A review and assessment of the effects of 
pollutant mixtures on vegetation : re- 
search recommendations /, 84-19043 


Air — Pollution — Virginia. 
Development of pilot inspection system 
for Virginia State Air Pollution Con- 
trol Board /, 84-19082 


Air pilots — Licenses — United States. 
Pilot examiner’s handbook., 84-19837 


Air quality — Colorado. 

Air quality, oil shale, and wilderness : a 
workshop to identify and protect air 
quality related values of the Flat Tops 
/, 84-18466 


Air quality — Measurement. 
Diesels in underground mining : a review 
and evaluation of an air quality moni- 
toring methodology /, 84-19523 


Field surveys of carbon monoxide in 
commercial settings using personal ex- 
posure monitors /, 84-19045 


Air quality management — Virginia. 
Development of pilot inspection system 
for Virginia State Air Pollution Con- 
trol Board /, 84-19082 


Air traffic control — United States — 
Handbooks, manuals, etc. 
Contractions., 84-19843 


Facility operation and administration /, 
84-19844 
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Aircraft gas-turbines. 
Analysis of a topping-cycle, aircraft, gas- 
turbine-engine system which uses cryo- 
genic fuel /, 84-19703 


Aircraft industry — United States — 

Equipment and supplies — Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Aircraft equip- 
ment, N.E.C. (industry 3728)., 84- 
18610 


Aircraft industry — United States — 
Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Aircraft (indus- 
try 3721)., 84-18609 


Airlift, Military. 
Tactical airlift /, 84-18874 


| Airplanes — Control systems — Congresses. 


NASA aircraft controls research 1983 : 
proceedings of a workshop held at 
NASA Langley Research Center, 
Hampton, Virginia, October 25-27, 
1983 /, 84-19693 


Airplanes — Ice prevention. 
Analysis of AFGL aircraft icing data /, 
84-18862 


Airplanes — Maintenance and repair — 
Examinations, questions, etc. 
Aviation mechanic powerplant : question 
book., 84-19842 


Airplanes — Piloting — Examinations, 
questions, etc. 

Airline transport pilot : airplane—FAR 
part 135, helicopter—VFR, helicop- 
ter—IFR, gyroplane—VFR : question 
book., 84-19841 

Flight instructor 
19840 


: question book., 84- 


Airplanes — Turbojet engines. 
Analysis of a topping-cycle, aircraft, gas- 
turbine-engine system which uses cryo- 
genic fuel /, 84-19703 


Airplanes — Wings — Design and 
construction — Mathematical models. 
Development of MCAERO wing design 

panel method with interactive graphics 
module /, 84-19685 


Airplanes, Military — Identification marks. 
Recognition identification guide to ship 
associated flags, ensigns, and aircraft 
rondel markings : RIG SAFEARM /, 
84-18819 


Airport noise — United States — 

Measurement. 

Strategies for and validity of noise moni- 
toring in the vicinity of civilian air- 
fields and Army installations /, 84- 
18806 


Page I-355 





Airports U.S. Management. 


Airports — United States — Management. 
Facility operation and administration /, 
84-19844 


Alaska — Sediments — Petersburg Region 

— Maps. 

Distribution and abundance of detectable 
gold, arsenic, bismuth, and antimony in 
the nonmagnetic fraction of heavy-min- 
eral concentrates and in the minus-80- 
mesh fraction from stream sediments, 
Petersburg area, southeast Alaska, 84- 
19402 


Alcoholism — Treatment — United States 

— Costs. 

Development of cost simulation study of 
alcoholism insurance benefit packages : 
documentation of the alcoholism treat- 
ment health insurance simulation model 
(ATHIS)., 84-19284 


Algae — Tennessee — Normandy Lake. 
Modeling taste and odor phytoplankton 
in Normandy Reservoir /, 84-20053 


Algeria — Description and travel. 
Algeria, post report., 84-19780 


Alluvium — Nevada. 

Mineralogy of fine grained alluvium from 
borehole U11IG, expl. 1, northern 
Frenchman Flat area, Nevada Test 
Site, 84-19363 


Altitude, Influence of — Congresses. 
Proceedings of the International Sympo- 
sium on Acclimatization, Adaptation, 
and Tolerance to High Altitude /, 84- 
19233 


Aluminum — Metallurgy. 
A basic chloride method for extracting 
aluminum from clay /, 84-19517 


American Folklife Center — Appropriations 
and expenditures. 

Authorizing appropriations for the Amer- 
ican Folklife Center for fiscal years 
1985 through 1989 : report (to accom- 
pany S. 2556)., 84-19892 


American Gold Star Mothers, Inc. 
American Gold Star Mothers, Inc. 


report (to accompany S. 2413)., 84- 
19884 


American Samoa — Constitution. 

Statement of Robert B. Shanks, Deputy 
Assistant Attorney General, Office of 
Legal Counsel before the Committee 
on Energy and Natural Resources, 
Subcommittee on Energy Conservation 
and Supply, United States Senate con- 
cerning revised constitution of Ameri- 
can Samoa., 84-19618 


American Veterans of World War II and 
Korea. 
Amending the charter of AMVETS : 
report (to accompany H.R. 4212) (in- 
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cluding cost estimate of the Congres- 
sional Budget Office)., 84-19932 


Amendment of the charters of AMVETS 
and the Disabled American Veterans : 
hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, on AMVETS and the Disabled 
American Veterans, February 1, 1984., 
84-20149 


Americans in foreign countries. 

China’s offshore oil development and the 
energy security of the Pacific rim : 
hearing before the Special Subcommit- 
tee on U.S. Trade with China of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 28, 1984., 84-20120 


Ammonium compounds — Testing. 
Precipitated impurities in monoammon- 
ium phosphate and their effect on 
chemical and physical properties of 
suspension fertilizers /, 84-20059 


Ammunition. 
Authorizing the sale of ammunition for 
avalanche control : report (to accom- 
pany S. 2100)., 84-19888 


Ammunition — Trade and manufacture — 
Environmental aspects — United States. 
Users guide : simulation model for ammu- 

nition plants : prediction of wastewater 
characteristics and impact of reuse/re- 
cycle /, 84-18803 


Analgesics. 
Aspirin vs. acetaminophen /, 84-19236 


Animal experimentation — United States — 
Bibliography. 
Laboratory animal welfare January 
1984, 85 selected citations /, 84-19232 


Animal industry — United States — 
Statistics. 
1982 census of wholesale trade. Prelimi- 
nary report. Industry series. Livestock 
(industry 5154)., 84-18662 


Antarctic regions — Bibliography — 
Periodicals. 
Antarctic bibliography /, 84-19666 


Antennas (Electronics) 
An error analysis for the use of presently 
available lunar radio flux data in broad- 


beam antenna-system measurements /, 
84-18667 


Anthracene. 
Disposition of anthracene in the water 
and aufwuchs matrices of a large out- 
door channel microcosm : a data set 


for mathematical simulation models /, 
84-19067 
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Antidepressants. 
Using drugs to lift that dark veil of de- 
pression /, 84-19238 


Antitrust law (International law) 
Recent international antitrust develop- 
ments /, 84-19616 


Apprentices — United States. 
Introduction to apprenticeship : appren- 
ticeship related training module /, 84- 
18877 


Aquatic biology — Arctic Ocean. 
A generic guide to the larvae of the 
Neararctic Tanytarsini, 84-19364 


Aquatic biology — United States. 
Habitat suitability information : walleye / 
, 84-19580 


Aquatic weeds — United States. 
Microbiological control of Eurasian wa- 
termilfoil /, 84-18790 


Aquifers — Kansas — Arkansas River 

Valley. 

Geohydrology and model analysis of 
stream-aquifer system along the Arkan- 
sas River in Kearny and Finney coun- 
ties, southwestern Kansas, 84-19382 


Aquifers — Kansas — Finney County. 
Geohydrology and model analysis of 
stream-aquifer system along the Arkan- 
sas River in Kearny and Finney coun- 
ties, southwestern Kansas, 84-19382 


Aquifers — Kansas — Kearny County. 
Geohydrology and model analysis of 
stream-aquifer system along the Arkan- 
sas River in Kearny and Finney coun- 
ties, southwestern Kansas, 84-19382 


Aquifers — Oklahoma. 
Protocol for establishment of a ground 
water management and protection 
plan., 84-19058 


Aquifers — South Carolina. 
Fluoride concentrations in water from 
four principal coastal plain aquifer sys- 
tems, South Carolina, 84-19353 


Archive of Folk Song (U.S.) — Bibliography 
— Catalogs. 

Rhymes of children : a select bibliogra- 

phy of English language materials., 
84-19653 


Archive of Folk Song (U.S.) — Discography. 
French folk music and song from the 
United States and Canada on the field 
recordings in the archive of folk song., 
84-19656 


Arctic regions. 

Arctic Research and Policy Act of 1983 : 
report (to accompany S. 373) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 84-19919 
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Arid regions ecology — United States. | 

An overview of potential methods for | 

maintaining training area environments 

in arid and semi-arid climates /, 84- 
18799 


Arithmetic. 

The role of semantic understanding in 
solving multiplication & division word 
problems : final report to the National 
Institute of Education /, 84-18886 


Arizona — Public lands. 
Arizona wilderness public opinion survey 
: descriptive report /, 84-19588 


Arkansas River Watershed. 
Sediment data for mid-Arkansas and 
upper-Red River basins through 1980, 
84-19448 


Arms control. 


Arms control : MBFR talks., 84-19785 


Arms control — Addresses, essays, lectures. 
Security policy and arms control : March 
22, 1984., 84-19759 


Arms control — Congresses. 
Arms Control in Space : 
ceedings., 84-20041 


workshop pro- 


Arson — Handbooks, manuals, etc. 
Juvenile firesetter handbook : dealing 
with children ages 7-14., 84-19096 


Art — Scholarships, fellowships, etc. — 
United States — Periodicals. 
Expansion arts /, 84-19713 


Expansion arts program, 84-19713 


Asian Americans — Statistics. 
1980 census of population. Supplementary 
report. Asian and Pacific Islander pop- 
ulation by state, 1980., 84-18652 


Asian Development Bank. 

The multilateral development banks and 
health : hearing before the Subcommit- 
tee on International Development Insti- 
tutions and Finance of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, March 
21, 1984., 84-20088 


Aspen — Colorado. 

Effects of commercial clearcutting of 
Aspen on understory vegetation and 
wildlife habitat values in southwestern 
Colorado /, 84-18410 


Aspen — Colorado — Tables. 
Volume tables and point-sampling factors 
for Aspen in Colorado /, 84-18407 


Aspen — Northwestern States — 
Mathematical models. 
Aspen succession in the Intermountain 
West : a deterministic model /, 84- 





18450 


Atmospheric temperature Kentucky Tables 


| Aspen — Northwestern States — Simulation 


methods. 

Aspen succession in the Intermountain 
West : a deterministic model /, 84- 
18450 


Aspen — Northwestern States — Simulation 
methods. 

Aspen succession in the Intermountain 

West : a deterministic model /, 84- 
18450 


Aspen — United States. 
Improved aspen mechanical pulp through 
coarse grinding and refining /, 84- 
18385 


Shearing restores full productivity to 
sparse aspen stands /, 84-18427 


Aspirin. 
Aspirin vs. acetaminophen /, 84-19236 


Assistance in emergencies — United States 
— Computer programs. 
Exercise evaluation and simulation facili- 
ty evacuation events models., 84- 
19087 


Astrolabes — Catalogs. 
Planispheric astrolabes from the National 
Museum of American History /, 84- 
19798 


Astronautics — Audio-visual aids — 
Catalogs. 


Video tape programs., 84-19676 


Astronautics — Optical communication 
systems — Congresses. 

Optical information processing for aero- 
space applications II : proceedings of a 
NASA conference held at Langley Re- 
search Center, Hampton, Virginia, 
August 30-31, 1983 /, 84-19695 


Astronautics — United States. 
Space travel /, 84-18855 


Astronautics — United States — History — 
Yearbooks, 


Astronautics and aeronautics., 84-19681 


Athletes — United States. 
Team up for drug prevention with Amer- 
ica’s young atheletes., 84-19623 


Atmosphere — Periodicals. 
A report to the President and the Con- 
gress /, 84-20040 


Atmospheric carbon dioxide — United States 

— Measurement — Testing. 

Potential climatic impacts of increasing 
atmospheric CO.with emphasis on 
water availability and hydrology in the 
United States: report. /, 84-19038 


Atmospheric ozone — United States. 
A review of recent applications of the 
SAI urban airshed model /, 84-19083 
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| Atmospheric radiation. 

Atmospheric transmittance/radiance 
computer code LOWTRAN 6 /, 
18863 


84- 


Atmospheric radiation — Computer 
programs, 

A Computer code to calculate emission 
and transmission of infrared radiation 
through non-equilibrium atmospheres / 
, 84-18865 


Atmospheric temperature — Alabama — 
Tables — Periodicals. 
Statewide average climatic history. Ala- 
bama., 84-18699 


Atmospheric temperature — California — 
Tables — Periodicals. 
Statewide average climatic history. Cali- 
fornia., 84-18700 


Atmospheric temperature — Colorado — 
Tables — Periodicals. 
Statewide average climatic history. Colo- 
rado., 84-18701 


Atmospheric temperature — Delaware — 
Tables — Periodicals. 
Statewide average climatic history. Dela- 
ware., 84-18702 


Atmospheric temperature — Florida — 
Tables — Periodicals. 
Statewide average climatic history. Flori- 
da., 84-18703 


Atmospheric temperature — Georgia — 
Tables — Periodicals. 
Statewide average climatic history. Geor- 
gia., 84-18704 


Atmospheric temperature — Idaho — Tables 
— Periodicals. 
Statewide average 

Idaho., 84-18705 


climatic _ history. 


Atmospheric temperature — Illinois — 
Tables — Periodicals. 
Statewide average climatic history. Illi- 
nois., 84-18706 


Atmospheric temperature — Indiana — 
Tables — Periodicals. 
Statewide average climatic history. Indi- 
ana., 84-12707 


Atmospheric temperature — Iowa — Tables 
— Periodicals. 
Statewide average 

Iowa., 84-18708 


climatic history. 


Atmospheric temperature — Kansas — 
Tables — Periodicals. 
Statewide average 

Kansas., 84-18709 


climatic history. 


Atmospheric temperature — Kentucky — 
Tables — Periodicals. 
Statewide average climatic history. Ken- 
tucky., 84-18710 
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Atmospheric temperature Louisiana 


Atmospheric temperature — Louisiana — 
Tables — Periodicals. 
Statewide average climatic history. Lou- 
isiana., 84-18711 


Atmospheric temperature — Maine — 
Tables — Periodicals. 
Statewide average 

Maine., 84-18712 


climatic _ history. 


Atmospheric temperature — Maryland — 
Tables — Periodicals. 
Statewide average climatic history. Mary- 
land, 84-18713 


Atmospheric temperature — Massachusetts 
— Tables — Periodicals. 
Statewide average climatic history. Mas- 
sachusetts., 84-18714 


Atmospheric temperature — Michigan — 
Tables — Periodicals. 
Statewide average 

Michigan., 84-18715 


climatic history. 


Atmospheric temperature — Minnesota — 
Tables — Periodicals. 
Statewide average climatic history. Min- 
nesota., 84-18716 


Atmospheric temperature — Mississippi — 
Tables — Periodicals. 
Statewide average climatic history. Mis- 
sissippi., 84-18717 


Atmospheric temperature — Missouri — 
Tables — Periodicals. 
Statewide average climatic history. Mis- 
souri., 84-18718 


Atmospheric temperature — New Jersey — 
Tables — Periodicals. 
Statewide average climatic history. New 
Jersey., 84-18719 


Atmospheric temperature — New Mexico — 
Tables — Periodicals. 

Statewide average climatic history. New 
Mexico., 84-18720 


Atmospheric temperature — New York 
(State) — Tables — Periodicals. 
Statewide average climatic history. New 

York., 84-18721 


Atmospheric temperature — North Dakota 
— Tables — Periodicals. 
Statewide average climatic history. North 
Dakota., 84-18722 


Atmospheric temperature — Ohio — Tables 
— Periodicals. 
Statewide average climatic history. Ohio., 
84-18723 


Atmospheric temperature — Oklahoma — 
Tables — Periodicals. 


Statewide average climatic history. Okla- | 


homa., 84-18724 
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| Atmospheric temperature — Oregon — 
Tables — Periodicals. 
Statewide average 

Oregon., 84-18725 


climatic history. 


| Atmospheric temperature — Pennsylvania — 

| Tables — Periodicals. 

Statewide average climatic history. Penn- 
sylvania., 84-18726 


Atmospheric temperature — Rhode Island — 
Tables — Periodicals. 
Statewide average climatic 

Rhode Island., 84-18727 


history. 


Atmospheric temperature — South Carolina 
— Tables — Periodicals. 
Statewide average climatic history. South 
Carolina., 84-18728 


Atmospheric temperature — South Dakota 
— Tables — Periodicals. 
Statewide average climatic history. South 
Dakota., 84-18729 


Atmospheric temperature — Tennessee — 
Tables — Periodicals. 
Statewide average climatic history. Ten- 
nessee., 84-18730 


Atmospheric temperature — Texas — Tables 
— Periodicals. 
Statewide average 

Texas., 84-18731 


climatic history. 


Atmospheric temperature — United States 
— Statistics — Periodicals. 
State, regional, and national monthly and 
annual temperatures weighted by area 
/, %84-18697 


State, regional, and national monthly and 
seasonal heating degree days weighted 
by population /, 84-18698 


Atmospheric temperature — Utah — Tables 
— Periodicals. 
Statewide average climatic history. Utah., 
84-18732 





| Atmospheric temperature — Vermont — 

Tables — Periodicals. 

Statewide average climatic history. Ver- 
mont., 84-18733 


Atmospheric temperature — Virginia — 
Tables — Periodicals. 
Statewide average climatic history. Vir- 
ginia., 84-18734 


| Atmospheric temperature — Washington 

(State) — Tables — Periodicals. 

Statewide average climatic 
‘Washington., 84-18735 


history. 





| Atmospheric temperature — West Virginia 
— Tables — Periodicals. 
Statewide average climatic history. West 


Virginia., 84-18736 
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Atmospheric temperature — Wisconsin — 
Tables — Periodicals. 
Statewide average climatic history. Wis- 
consin., 84-18737 


Atmospheric temperature — Wyoming — 
Tables — Periodicals. 
Statewide average climatic history. Wyo- 
ming., 84-18738 


Atomic energy industries — United States — 

Security measures. 

New and better equipment being made 
available for international nuclear safe- 
guards : report to the chairman, Sub- 
committee on Energy Research and 
Protection [i.e. Production], Committee 
on Science and Technology, House of 
Representatives /, 84-19146 


Atomic power — International control. 

Legislation to amend the Nuclear Non- 
proliferation Act of 1978 : hearings and 
markup before the Committee on For- 
eign Affairs and its Subcommittees on 
International Security and Scientific 
Affairs and on International Economic 
Policy and Trade of the House of Rep- 
resentatives, Ninety-seventh Congress, 
second session, on H.R. 6032 and H.R. 
6318, August 3, 10; September 8, 15; 
December 14, 1982., 84-20132 


New and better equipment being made 
available for international nuclear safe- 
guards : report to the chairman, Sub- 
committee on Energy Research and 
Protection [i.e. Production], Committee 
on Science and Technology, House of 
Representatives /, 84-19146 


Atomic power — Law and legislation — 

United States — Cases. 

Nuclear Regulatory Commission _ is- 
suances : opinions and decisions of the 
Nuclear Regulatory Commission with 
selected orders /, 84-19969 


Nuclear Regulatory Commission _ is- 
suances (1979), 84-19969 


Atomic power-plants — California — San 
Luis Obispo County — Safety measures. 
Safety evaluation report related to the 

operation of Diablo Canyon Nuclear 
Power Plant, Units 1 and 2 : docket 
nos. 50-275 and 50-323, Pacific Gas and 
Electric Company., 84-19962 


Atomic power-plants — Europe — Safety 
measures. 

Loose-part monitoring programs and 
recent operational experience in select- 
ed U.S. and Western European com- 
mercial nuclear power stations /, 84- 
20018 


Atomic power-plants — Illinois — Design 
and construction. 
Safety evaluation report related to the 
operation of Clinton Power Station, 





September 1984 


Unit no. 1, docket no. 50-461 : Illinois | 


Power Company, et al., 84-19964 


Atomic power-plants — Illinois — Safety 
measures. 
Safety evaluation report related to the 
operation of Clinton Power Station, 


Unit no. 1, docket no. 50-461 : Illinois | 


Power Company, et al., 84-19964 
Atomic power-plants — Licenses — United 

States. 

Comparison of implementation of select- 
ed TMI action plan requirements on 
operating plants designed by Babcock 
& Wilcox /, 84-19968 


Nuclear licensing reform hearings 
before the Subcommittee on Energy 
and the Environment of the Committee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, first session, on H.R. 2511 ... 
H.R. 2512 ... hearings held in Washing- 
ton, D.C., June 9 and 30, 1983., 84- 
20143 


Atomic power-plants — Louisiana — Safety 
measures. 

Safety evaluation report related to the 
operation of River Bend Station 
docket no. 50-458, Gulf States Utilities 
Company, Cajun Electric Power Coop- 
erative., 84-19965 


Atomic power-plants — Pennsylvania — 

Design and construction. 

Safety evaluation report related to the 
operation of Susquehanna Steam Elec- 
tric Station, Units 1 and 2, docket nos. 
50-387 and 50-388 Pennsylvania 
Power & Light Company, Allegheny 
Electric Cooperative, Inc., 84-19963 


Atomic power-plants — Pennsylvania — 

Safety measures, 

Safety evaluation report related to the 
operation of Susquehanna Steam Elec- 
tric Station, Units 1 and 2, docket nos. 
50-387 and 50-388 Pennsylvania 
Power & Light Company, Allegheny 
Electric Cooperative, Inc., 84-19963 


Atomic power-plants — Safety measures. 
Pressurized thermal shock : TEMPEST 
computer code simulation of thermal 
mixing in the cold leg and downcomer 
of a pressurized water reactor /, 84- 
19997 


Atomic power-plants — United States — 
Automatic control. 
Nuclear power plant control room crew 
task analysis database : SEEK system : 
users manual /, 84-20004 


Atomic power-plants — United States — 

Design and construction. 

Potential human factors deficiencies in 
the design of local control stations and 
Operator interfaces in nuclear power 
plants /, 84-20019 





Atomic power-plants — United States — 
Location. 


Nuclear licensing reform 


before the Subcommittee on Energy | 


and the Environment of the Committee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, first session, on H.R. 2511 ... 
H.R. 2512 ... hearings held in Washing- 
ton, D.C., June 9 and 30, 1983., 84- 
20143 


Atomic power-plants — United States — 
Safety measures. 
Alternative approaches to providing engi- 
neering expertise on shift /, 84-20034 


Criteria for safety-related nuclear power 
plant operator actions : 1982 pressur- 
ized water reactor (PWR) simulator ex- 
ercises /, 84-19979 


Loose-part monitoring programs and 
recent operational experience in select- 
ed U.S. and Western European com- 
mercial nuclear power stations /, 84- 
20018 


Nuclear Power Plant Alarm Prioritiza- 
tion (NPPAP) : program status report, 
January 1, 1983 to September 31, 1983 
/, %4-20017 


Reliability of emergency AC power sys- 
tems at nuclear power plants /, 84- 
19976 


Atomic workers — Training of — United 
States — Simulation methods — 
Abstracts, 

Simulator fidelity and training effective- 
ness : a comprehensive bibliography 
with selected annotations /, 84-20023 


Atomic workers — United States. 
Nuclear power plant simulators for oper- 
ator licensing and training /, 84-20022 


Atomic workers — United States — Safety 
measures, 
Alternative approaches to providing engi- 
neering expertise on shift /, 84-20034 


Criteria for safety-related nuclear power 
plant operator actions : 1982 pressur- 
ized water reactor (PWR) simulator ex- 
ercises /, 84-19979 


Atrophy, Muscular — Research — United 
States. 
Final report phase IV : research opportu- 
nities in muscle atrophy /, 84-19686 


Auditing, Internal — United States. 
Department of Commerce's first-year im- 
plementation of the Federal Managers’ 
Financial Integrity Act : report to the 
Secretary of Commerce /, 84-19156 


The Department of Energy's first-year 
implementation of the Federal Manag- 
ers’ Financial Integrity Act : report to 
the Secretary of Energy /, 84-19157 
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Automobiles, Electric Testing. 


Department of the Interior's first-year im- 
plementation of the Federal Managers’ 
Financial Integrity Act : report to the 
Secretary of the Interior /, 84-19158 


First-year implementation of the Federal 
Managers’ Financial Integrity Act in 
the Veterans Administration : report to 
the Administrator of Veterans Affairs / 
, 84-19145 


Small Business Administration's first-year 
implementation of the Federal Manag- 
ers’ Financial Integrity Act : report to 
the Administrator, Small Business Ad- 
ministration /, 84-19154 


Authority — Government policy — United 
States — Addresses, essays, lectures. 
Power and diplomacy in the 1980s : April 

3, 1984., 84-19762 


Autism — Teacher training — North 
Carolina. 
Comprehensive training for 
serving autistic children /, 


personnel 
84-18946 


Autoimmune diseases — Diagnosis — 
Laboratory manuals. 
Immunofluorescence detection of autoim- 
mune diseases /, 84-19277 


Automobile drivers’ licenses — United 

States. 

Safety study : deterrence of drunk driv- 
ing, the role of sobriety checkpoints 
and administrative license revocations., 
84-19826 


Automobile drivers’ licenses — United States 
— States. 
Alcohol and highway safety : profession- 
al papers on state and federal driver 
licensing programs., 84-19855 


Automobile driving in rain. 
Predictor model for seasonal variations in 
skid resistance., 84-19832 


Automobiles — Safety measures — 
Congresses. 
Ninth International Technical Conference 
on Experimental Safety Vehicles /, 
84-19860 


Automobiles — United States — 
Crashworthiness., 
Testing how well new cars perform in 
crashes., 84-19856 


Automobiles — United States — Seat belts. 
The Profit in safety belts : an introduc- 
tion to an employer's program., 84- 
19857 


Automobiles, Electric — Testing. 
Power factor controller laboratory per- 
formance test report., 84-20055 


Test and evaluation report for the USPS 
Commuta Van /, 84-20054 
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Avalanches U.S. States Control. 


Avalanches — United States — States — 
Control. 
Authorizing the sale of ammunition for 


avalanche control : report (to accom- | 


pany S. 2100)., 84-19888 


Aviation mechanics (Persons) — United 
States — Examinations, questions, etc. 


Aviation mechanic powerplant : question | 


book., 84-19842 
B 


Bacillus thuringiensis. 
Bacillus thuringiensis cultures available 


from the U.S. Department of Agricul- | 


ture /, 84-18535 


Bacteriological laboratories — Standards — 
Panama. 
Quality and relevance of research and re- 
lated activities at the Gorgas Memorial 
Laboratory., 84-20046 


Bacteriology — Cultures and culture media 
— Catalogs and collections. 
Bacillus thuringiensis cultures available 


from the U.S. Department of Agricul- | 


ture /, 84-18535 


Bacteriology, Medical. 


Isolation and identification of Enterobac- | 


Bank loans — United States. 
Problems in applying discriminant analy- 
sis in credit scoring models /, 84- 
19130 


Banking law — United States — Periodicals. 
Banks and banking, 84-19168 


CFR. 12, Banks and banking, 84-19168 


Code of federal regulations. 12, Banks 
and banking., 84-19168 


Bankruptcy. 
Guidelines for rescuing large failing firms 
and municipalities : report to the Con- 
gress /, 84-1914] 


Guidelines for rescuing large failing firms 
and municipalities : summary : report 
to the Congress /, 84-19142 


| Bankruptcy — United States. 
An Act to Continue the Transition Provi- 
sions of the Bankruptcy Act Until May 
26, 1984, and for Other Purposes., 84- 
19192 


| Banks and banking — United States. 

Competitive equity in the financial serv- 
ices industry : hearing before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
eighth Congress, first session, on S. 
2181 ... S. 2134 ....,  84-20090 


teriaceae in the clinical bacteriology | 


laboratory /, 84-19273 


Bail — United States. 


A federal prosecutor's guide to bond and 


sentencing issues : pretrial detention, 


sentence enhancement, parole eligibil- | 


| Basalt — United States — Juan de Fuca 

Ridge. 

Basalt samples and water-column samples 
from the southern Juan de Fuca Ridge 
: preliminary results of cruise L13-82- 
WF, 84-19487 


ity, and penal designation in federal | 


prosecutions /, 84-19620 


Balance of power — Addresses, essays, 
lectures. 
Power and diplomacy in the 1980s : April 
3, 1984., 84-19762 


Bald eagle. 
Identifying individual bald eagles with 


voiceprints : a feasibility study /, 84- 
18433 


Bank deposits — United States. 


Accelerated collection and deposit of | 


payments to executive agencies : report 
(to accompany H.R. 5355) (including 
the cost estimate of the Congressional 
Budget Office)., 84-19928 


Bank holding companies — United States. 
Competitive equity in the financial serv- 
ices industry : hearing before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 


eighth Congress, first session, on S. | 


2181 ... S. 2134 84-20090 
Foothold acquisitions and bank market 


structure /, 84-19131 
Greeley in perspective /, 84-19129 
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Basic education — United States. 
Building basic skills : results from voca- 
tional education /, 84-18943 


Bauxite substitutes. 
| Domestic saprolites as potential substi- 


tutes for refractory-grade bauxite /, 
84-19521 


Bayesian statistical decision theory. 

The application of Stein and related para- 
metric empirical Bayes estimators to 
the Nuclear Plant Reliability Data 
System /, 84-20007 


Beach erosion — North Carolina — Outer 
Banks. 
The ecological impact of beach nourish- 
ment with dredged materials on the in- 
tertidal zone at Bogue Banks, North 


Carolina /, 84-18791 


Bed load — Illinois — Measurement. 
Measurement of bedload discharge in 
nine Illinois streams with the Helley- 


Smith sampler /, 84-19343 


| Beech bark disease — Congresses. 
Proceedings, 1.U.F.R.O. Beech Bark Dis- 
ease Working Party Conference 


| 
| 
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Hamden, Connecticut, September 26 - 
October 8, 1982 /, 84-18473 


Beetles — Classification. 
Illustrated keys to adult and larval beetles 
(Coleoptera) found associated with 
wood at ports of entry., 84-18562 


Beetles — Larvae. 
Illustrated keys to adult and larval beetles 
(Coleoptera) found associated with 
wood at ports of entry., 84-18562 


Bering Sea — Maps. 
High-resolution seismic reflection profiles 
Navarin Basin province, northen 
Bering Sea, 1980, 84-19357 


Beryllium — Statistics — Periodicals. 
Beryllium, 84-19529 
Preprint from the ... 

Minerals yearbook. 
19529 


Bureau of Mines 
Beryllium., 84- 


Bicycle industry — United States — 

Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Motorcycles, bi- 
cycles, and parts (industry 3751)., 84- 
18613 


Bicycles and tricycles — Tires. 

Bicycle tires and tubes from Taiwan : 
determinations of the Commission in 
investigation no. 731-TA-166 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 84-19614 


Bile acids — Abstracts. 
Selected abstracts on the role of bile 
acids in the promotion of gastrointesti- 
nal carcinogenesis /, 84-19225 


Bills, Legislative — United States. 
Providing for the consideration 
3457 : report (to accompany 
493)., 84-19938 
Providing for the consideration 
4275 : report (to accompany 
491)., 84-19934 


Providing for the consideration 
5167 : report (to accompany 
494)., 84-19939 

Providing for the consideration 
5244 : report (to accompany 
509)., 84-19947 

Providing for the consideration 
5290 : report (to accompany 
508)., 84-19946 

Providing for the consideration 
5580 : report (to accompany 
507)., 84-19945 

Providing for the consideration of S. 


2570 : report (to accompany H. Res. 
490)., 84-19933 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 





September 1984 


Biomass energy. 
A Study of the steam gasification of or- 
ganic wastes /, 84-19075 


Biomass energy — Canada — Statistics. 
Allometric biomass equations for 98 spe- 
cies of herbs, shrubs, and small trees /, 
84-18429 


Biomass energy — United States — 
Statistics. 
Allometric biomass equations for 98 spe- 
cies of herbs, shrubs, and small trees /, 
84-18429 


Biometry. 
Proceedings of the behavioral medicine, 
epidemiology and biostatistics research 
training session., 84-19226 


Biotic communities — Environmental aspects 
— United States. 

Evaluation of an index of biotic integrity 

: temporal variability and regional ap- 

plication in the midwest /, 84-19037 


Birch — Weight. 
Green above-stump weights red oak, red 
maple, and white birch in northern 
Michigan /, 84-18393 


Birds — Southeastern States — 
Bibliography. 
A Partial bibliography on management of 
non-game birds in the southeast, 1960- 
1980 /, 84-18471 


Birds — United States — Eggs and nests — 

Congresses. 

Snag habitat management : proceedings 
of the symposium, June 7-9, 1983, 
Northern Arizona University, Flag- 
staff., 84-18467 


Bladder — Tumors — Research — 
Abstracts. 
Current cancer research on cancers of 
the urinary tract., 84-19221 


Blind — Education — United States. 
Cooperation for quality services in a 
period of declining resources : institute 
report /, 84-18906 


Blind, Libraries for the — United States — 
Directories. 
Library resources for the blind & phys- 
ically handicapped /, 84-19665 


Blind, Music for the — Directories. 
International directory of Braille music 
collections /, 84-19664 


Block grants —- United States. 
Deregulating community development /, 
84-19301 
Making cities green : a funding guide for 
the urban environment., 84-19303 


Block grants — United States — States. 
Food Stamp Optional Block Grant Act : 


hearing before the Committee on Agri- 





culture, Nutrition, and _ Forestry, 
United States Senate, Ninety-eighth 
Congress, second session, on S. 1279 ... 
February 1, 1984., 84-20070 


Blood — Agglutination — Testing. 
The Hemagglutination inhibition test for 
influenza viruses., 84-19274 


Boilers — Testing — Data processing. 
Wood-fired boiler test report 
burner)., 84-20058 


(stick 


Boiling water reactors. 
Evaluation of instrumentation for detec- 
tion of inadequate core cooling in boil- 
ing water reactors /, 84-20010 


Nodal analysis for reactor kinetics and 
stability : topical report /, 84-19986 


Boiling water reactors — Design and 
construction. 
Bolting applications /, 84-20003 


Boiling water reactors — Safety measures. 
Severe accident sequence analysis 
(SASA) program sequence event tree : 
boiling water reactor anticipated tran- 
sient without scram /, 84-20001 


Boiling water reactors — Safety measures — 
Data processing. 
Realistic simulation of severe accidents in 
BWRs : computer modeling require- 
ments /, 84-19973 


Boll weevil. 
Cotton insect management with special 
reference to the boll weevil /, 84- 

18364 


Bolts and nuts — Testing. 


Bolting applications /, 84-20003 


Bonds — United States. 

Refinancing the bond indebtedness of the 
John F. Kennedy Center for the Per- 
forming Arts : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2562 ... S. 2547 ... April 26, 1984., 84- 
20165 

United States of America, treasury bonds 
of 2008-2013., 84-19804 

United States of America, 11 7/s% treas- 
ury bonds of 2003., 84-19806 

50 preguntas y respuestas ?! sobre bonos 
de ahorro del gobierno., 84-19815 


Book industries and trade — United States. 
Reading Is Fundamental, Inc., book sup- 


plier profile., 84-19797 


Book selection. 
Reading Is Fundamental, Inc., book sup- 
plier profile., 84-19797 


Do not order from index; see indicated entry 








Bridges, Concrete U.S. 


BOOST (U.S.) 
The Navy's prep school for college 
scholarships and Naval Academy ap- 
pointments : BOOST., 84-18818 


Borehole mining — Environmental aspects 
— Rhode Island. 
Analysis of core samples from ground 
water boreholes in Rhode Island, 84- 
19500 


Boring. 
Marine geological and geophysical inves- 
tigations of the Antarctic continental 
margin, 1984 /, 84-19327 


Boulders — Idaho — McCall — Guide- 
books. 
Guidebook, 1983 Friends of the Pleisto- 
cene field trip, glacial sequence near 
McCall, Idaho, 84-19460 


Boy Scouts — United States. 
Two Boy Scout troops : the impact of 
the troop culture on what boys learn /, 
84-18960 


Boys — Societies and clubs — United 
States. 
Two Boy Scout troops : the impact of 
the troop culture on what boys learn /, 
84-18960 


Brain. 
Brain in aging and dementia /, 84-19212 


Brandy — United States — Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Wines, brandy, 
and brandy spirits (industry 2084)., 
84-18575 


Breast — Cancer — Prevention. 
Impress your patients—with your nurses., 
84-19213 


Breeder reactors — Tennessee — Finance. 

Alternative financing plan for the Clinch 
River Breeder Reactor : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-eighth Congress, first session, 
on the alternative financing plan for 
the Clinch River Breeder Reactor, 
September 22, 1983., 84-20110 


Breweries — United States — Directories. 
Beverage distilled spirits plants and brew- 
eries authorized to operate., 84-19816 


Bricks — United States — Abstracts. 
The weathering of brick : causes, assess- 
ment and measurement, 84-19389 


Bridges — Live loads. 


Bridge gross weight formula., 84-19828 


Bridges, Concrete — United States. 
Steel fiber reinforced superplasticized 
concretes for rehabilitation of bridge 
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Bridges, Concrete U.S. 


decks and highway pavements., 84- 


19861 


Bridges, Iron and steel — United States. 
Steel fiber reinforced superplasticized 
concretes for rehabilitation of bridge 
decks and highway pavements., 84- 
19861 


Budget — United States. 

Congressional budget process : hearings 
before the Task Force on the Budget 
Process of the Committee on Rules, 
House of Representatives, Ninety-sev- 
enth Congress, second session, to 
review the congressional budget proc- 
ess since the adoption of the Congres- 
sional Budget and Impoundment Con- 
trol Act of 1974 ...., 84-20172 


Fiscal year 1985 budget proposals affect- 
ing federal workers and retirees : hear- 
ing before the Subcommittee on Com- 
pensation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Repesentatives, 
Ninety-eighth Congress, second ses- 
sion, February 29, 1984., 84-20158 


Impact of proposed budget reductions on 
library services : hearing before the 
Subcommittee on Postsecondary Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, hearing held in Washington, D.C., 
on March 10, 1982., 84-20106 


Monetary policy and its relationship to 
deficits : hearing before the Committee 
on the Budget, House of Representa- 
tives, Ninety-eighth Congress, second 
session, March 1, 1984., 84-20093 


Views of budget proposals for fiscal year 
1985 : hearings before the Committee 
on the Budget, House of Representa- 
tives, Ninety-eighth Congress, second 
session, February 6, 7, 21, and 22, 
1984., 84-20092 


Welfare, social services, and unemploy- 


ment issues : impact of federal budget 
cuts : hearing before the Subcommittee 
on Public Assistance and Unemploy- 
ment Compensation of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, Atlanta, Georgia, November 
18, 1983., 84-20183 


Building — United States. 

Public Buildings Authorization Act of 
1984 : hearing before the Committee on 
Environment and Public Works, 
United States Senate, Ninety-eighth 
Congress, second session, on S. 2635 ... 
S. 2605 ... May 3, 1984., 84-20164 


Building — United States — Planning. 
Department of Medicine and Surgery 


construction, MEDIPP status and re- | 


source allocation planning and Puerto 
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Rico and Virgin Islands health care 
plans : hearing before the Subcommit- 
tee on Hospitals and Health Care of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 23, 1984., 84-20180 


Building leases — Washington (D.C.) 

Review of GSA’s lease management at 
Waterside Mall (the case of the missing 
cafeteria) : report of the Subcommittee 
on Investigations and Oversight of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives., 84-20171 


Buildings — Energy conservation. 
Analysis of energy conservation alterna- 
tives for standard Army buildings /, 
84-18796 


Buildings — United States — Energy 
conservation — Computer programs. 
Use of simplified input for BLAST 
energy analysis /, 84-18797 


Burglary — United States. 

Controlled Substance Registrant Protec- 
tion Act of 1984 : report together with 
additional views (to accompany H.R. 
5222)., 84-19922 


Burlington (Vt.) — Climate — Statistics — 
Periodicals. 
Vermont monthly local climatological 
data, 84-18690 


Business education — New York (N.Y.) 
Project BABS : Bilingual Academic and 
Business Skills, 1981-1982 /, 84-19033 


Business enterprises — Government policy 

— United States. 

Landsat commercialization hearing 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on S. 1855 ... S. 1861 ... S. 2292 ... 
March 22, 1984., 84-20095 


Butter — Statistics, 
1982 census of manufactures. Preliminary 
report. Industry series. Creamery 
butter (industry 2021)., 84-18571 


Cc 


Cabinet-work — United States — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Wood tv and 
radio cabinets (industry 2517)., 84- 
18577 


Cache Creek (Yolo County-Lake County, 
Calif.) 
Water-quality assessment of Cache Creek, 
Yolo, Lake, and Colusa Counties, Cali- 
fornia, 84-19355 
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Cache La Poudre River (Colo.) 
Cache La Poudre wild and scenic river : 
addendum to final environmental 


impact statement and study report., 
84-18474 


Calcite — United States — Analysis. 
Chemical and x-ray analyses of 175 cal- 
cite and marble samples from the col- 
lection of the National Museum of Nat- 


ural History, Smithsonian Institution, 
84-19491 


Calcium — Statistics — Periodicals. 
Calcium and calcium compounds, 
19530 


Preprint from the ... Bureau of Mines 
Minerals yearbook. Calcium and calci- 
um compounds., 84-19530 


84- 


lati. 





Calc g hines — Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Calculating and 
accounting machines (industry 3574)., 
84-18600 


California — Civil defense. 
Emergency _ preparedness 


19867 


plan., 84- 


California — Maps. 

Generalized geologic map of the southern 
Sierra Nevada, California, showing the 
location of basement samples for which 
whole rock 18/0 has been determined, 
84-19494 


Camp sites, facilities, etc. — Northwestern 
States — Directories. 
Camping and picnicking guide., 
18379 


Campaign funds — United States. 
Contributions., 84-19956 


84- 


Camping — Northwestern States — 
Directories. 
Camping and picnicking guide. 84- 
18379 


Cancer — Prevention — Research grants — 
United States. 
Grant guidelines for cancer control : 
areas of programmatic interest /, 84- 
19219 


Cancer — Research — Abstracts. 
Current cancer research on cancers of 
the urinary tract., 84-19221 


Current cancer research on development 
and application of in vitro techniques., 
84-19223 


Current cancer research on occupational 
and environmental _carcinogenesis., 
84-19222 


Current cancer research on _ tumor 
growth : kinetics differentiation, prolif- 
eration invasion, metastasis non- 
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immune host-tumor interactions., 
19224 


84- 


Cancer — United States — Prevention. 
Cancer prevention research summary : 
estrogens., 84-19214 


Cancer prevention research summary : 
tobacco., 84-19215 


Cancer prevention research summary : 


viruses., 84-19216 


Cancer regression, Spontaneous — United 
States — Congresses. 
Cancer treatment symposia : proceedings 
of the Workshop on Patterns of Failure 
After Cancer Treatment., 84-19217 


Capital investments. 
Ranking independent timber investments 
by alternative investment criteria /, 
84-18404 


Carbon monoxide — Measurement. 
Field surveys of carbon monoxide in 
commercial settings using personal ex- 

posure monitors /, 84-19045 


Carcinogens — Research — Abstracts. 
Current cancer research on occupational 
and environmental carcinogenesis., 
84-19222 


Cardiovascular system. 
Proceedings of the behavioral medicine, 
epidemiology and biostatistics research 
training session., 84-19226 


Career education — New York (N.Y.) 
Project A.B.C. : Bronx Academic Bilin- 
gual Career Program, 1981-1982 /, 
84-19034 


Career education — United States — 

Catalogs. 

Career education : proven programs and 
promising practices : a catalog of ex- 
emplary career education programs 
and practices /, 84-18878 


Career education — United States — 

Directories. 

Career education : proven programs and 
promising practices : a catalog of ex- 
emplary career education programs 
and practices /, 84-18878 


Cargo ships — United States. 


Transportation : dry cargo operations/ 
MSC tankers., 84-18854 


Carver, George Washington, 18647-1943 — 
Monuments, etc. 
George Washington Carver : George 
Washington Carver National Monu- 
ment, Missouri /, 84-19566 


Catalogs, Union — United States. 
Lafayette in America : a selective list of 
reading materials in English /, 84- 
19668 








Catfishes — Tennessee. 
Evaluation of liquid oxygen to increase 
channel catfish production in heated 
water raceways /, 84-20047 


Cats — Food. 
Food fit for Fido /, 84-19239 


Cattle-tick — Biological control — 
Computer programs, 
A Basic model for use in computer simu- 
lations of Boophilus tick biology and 
control., 84-18536 


Centers for Disease Control (U.S.). Epidemic 
Intelligence Service. 


EIS Epidemic Intelligence Service., 
84-19260 


Central America. 
Central America : democracy, peace, and 
development initiative., 84-19749 


Central America — Foreign relations — 
United States — Addresses, essays, 
lectures. 

A national response to the crisis in Cen- 
tral America : March 27, 1984., 84- 
19760 


U.S. Central American policy at a cross- 
roads : May 2, 1984., 84-19768 


U.S. efforts to achieve peace in Central 
America : March 15, 1984., 84-19786 


Central Valley Project (Calif.) 
Central Valley Project (general over- 
view) : California, 36 counties /, 84- 
19503 


Central Valley Project (Calif.), Auburn- 

Folsom South Unit. 

Central Valley Project : Auburn-Folsom 
South Unit, American River division : 
California, El Dorado, Placer, Sacra- 
mento, and San Joaquin Counties /, 
84-19502 


Cesium — Effect of radiation on. 
Ruptured cesium-137 well-logging source 
at Shelwell Services, Inc., Hebron, 
Ohio., 84-19966 


Channel Islands National Park (Calif.) — 
Maps. 
Channel Islands National Park, California 
/, 84-19564 


Channels (Hydraulic engineering) 

Functional design of control structures 
for Oregon Inlet, North Carolina : hy- 
draulic model investigation /, 84- 
18788 


Charleston (S.C.) — Earthquake, 1886 — 

Congresses, 

Proceedings of conference XX : a work- 
shop on “the 1886 Charleston, South 
Carolina, Earthquake and its Implica- 
tions for Today”, May 23-26, 1983, 
Charleston, South Carolina /, 84- 
19316 
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Child support U.S. 


Charters. 

Amendment of the charters of AMVETS 
and the Disabled American Veterans : 
hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, on AMVETS and the Disabled 


American Veterans, February 1, 1984., 
84-20149 


Chattahoochee National Forest (Ga.) 
Anna Ruby Falls scenic area : Chattahoo- 


chee National Forest, 84- 
18374 


Georgia., 


Chelan (Wash.) — Public lands. 


Land sale : one parcel near Chelan, 
Washington., 84-19595 


Chemical industries — Japan. 

Calcium hypochlorite from Japan : deter- 
mination of the Commission in investi- 
gation no. 731-TA-189 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 84-19615 


Chemical industries — United States. 
Calcium hypochlorite from Japan : deter- 
mination of the Commission in investi- 
gation no. 731-TA-189 (preliminary) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 84-19615 


Chemical warfare. 
U.S. proposes banning chemical weapons 
/, %4-19766 


Chemicals — Safety measures. 
Toxic Substances Control Act amend- 
ments : report (to accompany S. 2704)., 
84-19902 


Chemicals — United States. 

Toxicity testing of chemicals : hearing 
before the Subcommittee on Toxic 
Substances and Environmental Over- 
sight of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-eighth Congress, second 
session, April 10, 1984., 84-20163 


Cherokee National Forest (Tenn. and N.C.) 
Designating certain lands in the Cherokee 
National Forest, Tenn., as wilderness 
areas, and to allow management of cer- 
tain lands for uses other than wilder- 
ness report (to accompany H.R. 
4263)., 84-19936 


Child support — United States. 
The Central registry, clearinghouse: a 
tool for improving the child support 
enforcement program., 84-19298 
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Child welfare U.S. 


Child welfare — United States. 
The Central registry, clearinghouse: a 
tool for improving the child support 
enforcement program., 84-19298 


Children — Care and hygiene — United 

States. 

Children, youth, and families : 1983, a 
year-end report on the activities of the 
Select Committee on Children, Youth, 
and Families, House of Representa- 
tives, Ninety-eighth Congress, second 
session, with minority views and addi- 
tional views., 84-20094 


Protect your child., 84-19952 


Children — Folklore — Bibliography. 
Rhymes of children : a select bibliogra- 
phy of English language materials., 
84-19653 


Children — Nutrition. 
Providing food with care : a guide for 
homes in the child care food program., 
84-18560 


Children — United States — Conduct of life. 
Characteristics of children’s play., 84- 
18958 


Children — United States — Nutrition. 
Child nutrition labeling for meat and 
poultry products /, 84-18559 


The Child nutrition labeling program : an 
overview /, 84-18558 


Children — United States — Writing. 
Research on the composing process : 
methodology, results, and limitations /, 
84-18887 


Children, Deaf — United States — 
Language 


Teaching hearing-impaired children in 
regular classrooms /, 84-18998 


Children of military personnel — Education 
— United States. 
DoDDS local educational advisory com- 
mittees., 84-18756 


Children of single-parents — United States. 
Single parents, working mothers and the 
educational achievement of secondary 
school age children /, 84-19029 


Working draft : single parents, working 
mothers and the educational achieve- 
ment of elementary school age children 
/, 84-19028 


Children of working mothers — United 

States. 

Single parents, working mothers and the 
educational achievement of secondary 
school age children /, 84-19029 

Working draft : single parents, working 
mothers and the educational achieve- 


ment of elementary school age children 
/, %84-19028 
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Children’s accidents — United States — 

Prevention. 

“It’s no accident” : a consumer product 
safety education curriculum resource 
guide for teachers of grades 3 through 
6., 84-19955 


China — Climate. 
Clothing recommendations for travel in 
China., 84-19742 


China — Description and travel. 
Background notes, China., 84-19774 


China — Foreign relations — United States 
— Addresses, essays, lectures. 
A historic opportunity for the U.S. and 
China : April 27, 1984., 84-19770 


The U.S. and China : building a lasting 
friendship : April 30, 1984., 84-19771 


China — Maps, Tourist. 
Clothing recommendations for travel in 
China., 84-19742 


Chinese Americans — Education — United 
States. 
Bilingual education in a Chinese commu- 
nity : final research report /, 84-18917 


Chippewa National Forest (Wis.) 
Diversity of vertebrates in wildlife water- 
impoundments on the Chippewa Na- 
tional Forest /, 84-18396 


Chlorides. 
A basic chloride method for extracting 
aluminum from clay /, 84-19517 


Christianity — Central America. 

Marxism and Christianity in revolution- 
ary Central America : hearings before 
the Subcommittee on Security and Ter- 
rorism of the Committee on the Judici- 
ary, United States Senate, Ninety- 
eighth Congress, first session on Marx- 
ism and Christianity in Revolutionary 
Central America, October 18 and 19, 
1983., 84-20153 


Christmas Valley (Or.) 
Land sale : four parcels near Christmas 
Valley, Oregon., 84-19597 


Land sale : seven parcels near Christmas 
Valley, Oregon., 84-19598 


Cincinnati (Ohio) — Harbor. 
The Port of Cincinnati, Ohio and ports 
on Ohio River, miles 317-560 /, 84- 
18784 


Cities and towns — Canada — Maps — 

Bibliography — Catalogs. 

Panoramic maps of cities in the United 
States and Canada : a checklist of maps 
in the collections of the Library of 
Congress, Geography and Map Divi- 
sion /, 84-19660 
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Cities and towns — Louisiana. 

Building and sustaining the economic re- 
covery : credit conditions, employ- 
ment, and economic prospects : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety- 
eighth Congress, first session ...., 84- 
20083 


Cities and towns — United States. 

Building and sustaining the economic re- 
covery : credit conditions, employ- 
ment, and economic prospects : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety- 
eighth Congress, first session ...., 84- 
20084 


Cities and towns — United States — Maps 

— Bibliography — Catalogs. 

Panoramic maps of cities in the United 
States and Canada : a checklist of maps 
in the collections of the Library of 
Congress, Geography and Map Divi- 
sion /, 84-19660 


Citizenship — Study and teaching — United 
States. 
Citizenship and social studies : released 
exercises from the 1981-82 assessment., 
84-19016 


Citizenship and social studies objectives : 
1981-82 assessment /, 84-19206 


City planning and redevelopment law — 
United States — Periodicals. 
CFR. 24, Housing and urban develop- 
ment, 84-19179, 84-19180 


Code of federal regulations. 24, Housing 
and urban development., 84-19179, 
84-19180 


Housing and urban development, 
19179, 84-19180 


84- 


Civil defense. 
Emergency 
19867 


preparedness plan., 84- 


Civil defense — Study and teaching. 
Catalog of resident and field training ac- 
tivities, 84-19086 


Civil engineering — New York. 
A Guide to services., 84-18778 


Civil engineering — United States. 
Civilian career opportunities with Navy 
engineers & scientists, 84-18817 
The Naval intelligence challenge : civil- 


ian careers for engineers & scientists., 
84-18816 
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Civil rights — Baltic States — Addresses, 
essays, lectures. 
The Baltic states’ struggle for freedom : 
March 17, 1984., 84-19761 


Civil rights — Cuba — Addresses, essays, 
lectures, 
The Cuban revolution and its impact on 
human rights : October 6, 1983., 84- 
19750 


Civil rights — United States. 

Rehabilitation amendments of 1983 
hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-eighth Congress, 
first session, on S. 1340 ... June 25, 
1983, Midvale, Utah., 84-20155 


Civil service — United States. 
Overseas secretarial/clerical opportunities 
for DEA employees., 84-19622 


Civil service — United States — Cases. 
Study of M.S.P.B. appeals decisions for 
FY ..., 84-19673 


Study of MSPB appeals decisions for FY 
wy 84-19673 


Civil service — United States — Periodicals. 
Study of M.S.P.B. appeals decisions for 
FY ..., 84-19673 


Study of MSPB appeals decisions for FY 
wey 84-19673 


Claims, 


Harvey E. Ward : report (to accompany 
S. 1126)., 84-19883 


Classroom management. 
Classroom management : a review of 
practice-oriented research., 84-18956 
Student discipline and motivation 
search synthesis /, 84-18903 


: Fe- 


Clay — New York (State) — Retsof. 

Notes on the clay mineralogy of the 
Retsof salt bed, International Salt Cum- 
pany mine, Retsof, New York, 84- 
19458 


Clay soils — Washington. 
Influence of red alder on chemical prop- 
erties of a clay loam soil in western 
Washington /, 84-18403 


Clear-cutting — Colorado. 

Effects of commercial clearcutting of 
Aspen on understory vegetation and 
wildlife habitat values in southwestern 
Colorado /, 84-18410 


Cliff-dwellings — Arizona, 
Navajo National Monument;: Arizona /, 
84-19567 


Climatic changes. 


Glaciers : clues to future climate? /, 84- 
19320 
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Coal mines and mining Environmental aspects 


+Clinch River Breeder Reactor 
Demonstration Power Plant (Tenn.) 


Alternative financing plan for the Clinch | 


River Breeder Reactor : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-eighth Congress, first session, 
on the alternative financing plan for 
the Clinch River Breeder Reactor, 
September 22, 1983., 84-20110 


Clothes dryers. 
Washers and dryers : 
tips., 84-20056 


buying and use 


Clothespins. 

Clothespins from the People’s Republic 
of China, the Polish People’s Republic, 
and the Socialist Republic of Romania : 
report to the President on investiga- 
tions nos. TA-406-2, TA 406-3, and 
TA-406-4, under section 406 of the 
Trade Act of 1974., 84-19817 


Clothing and dress — Maps. 
Clothing recommendations for travel in 
China., 84-19742 


Clothing trade — United States — Statistics. 
1982 census of wholesale trade. Prelimi- 
nary report. Industry series. Women’s, 
children’s, and infants’ clothing and ac- 
cessories (industry 5137)., 84-18659 


Clouds — United States — Observations. 
Clear and cloud-free lines-of-sight from 
aircraft (addendum) /, 84-18856 


Coal — Alabama — Reserves. 
Assessment of hydrologic conditions in 
potential coal-lease tracts in the Warri- 
or coal field, Alabama, 84-19354 


Coal — Geology. 
World coal exploration and develop- 
ments, 84-19465 


Coal — United States — Pipe lines . 

Water resource aspects of S. 267 : hear- 
ing before the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-eighth Congress, first 
session, on section 5 of S. 267, May 17, 
1983., 84-20160 


Coal — United States — Reserves. 

Map showing coal deposits, oil and gas 
wells and seeps, and tar sandstone oc- 
currences in the basin and range prov- 
ince /, 84-19422 


Coal — United States — Sulphur content. 
Variability and correlation in raw and 


clean coal : measurement and analysis / 
, 84-19072 


Coal — United States — Testing. 
Variability and correlation in raw and 


clean coal : measurement and analysis / 
, 84-19072 
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| Coal gasification — Analysis. 

Process gas chromatography study of a 
Selexol acid gas removal system /, 
84-19074 


| 
| Coal gasification — United States. 
| Coal gasification/gas cleanup test facility 
/, 84-19070 

| 

| 

} 


Fluidized-bed gasification of peat, lignite, 
subbituminous, and pretreated bitumi- 


nous coal /, 84-19077 


Coal leases — Powder River Watershed 

(Wyo. and Mont.) 

Powder River basin regional coal lease 
sales : was fair market value received? : 
oversight hearing before the Subcom- 
mittee on Oversight and Investigations 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
Ninety-eighth Congress, first session, 
on Powder River basin regional coal 
lease sales, was fair market value re- 
ceived?, hearing held in Washington, 
D.C., May 16, 1983., 84-20146 


Coal mine waste. 
Properties of filter cloths for seepage 
control in coal mine waste embank- 
ments /, 84-19518 


Coal-miners — United States — History. 
Technology, productivity, and labor in 
the bituminous coal industry, 1950-79., 
84-19629 


Coal mines and mining — Environmental 
aspects — Kansas. 
Hydrologic responses of streams to 
mining of the Mulberry coal reserves 
in eastern Kansas /, 84-19350 


Coal mines and mining — Environmental 
aspects — North Dakota. 
Ground-water data for selected coal areas 
in western North Dakota, 84-19381 


Coal mines and mining — Environmental 
aspects — United States. 

An assessment of the hydrologic informa- 
tion required for the U.S. Bureau of 
Land Management-U.S. Geological 
Survey Coal-Hydrology program in 
the west /, 84-19372 


Coal mines and mining — Environmental 
aspects — Washington (State) 
Data supplement to : quality of coal mine 
drainage in Washington, 1975-77, 84- 
19380 


Coal mines and mining — Environmental 
aspects — Washington (State) — King 
County. 

Proposed John Henry No. | mine, King 
County, Washington : draft environ- 
mental impact statement /, 84-19311 
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Coal mines and mining Environmental aspects 


Coal mines and mining — Environmental 
aspects — Wyoming — Campbell County. 
Proposed mining plan, East Gillette Fed- 

eral Mine, Campbell County, Wyoming 


: draft environmental impact statement | 


/, 84-19310 


Coal mines and mining — Equipment and 
supplies — Safety measures. 
Diesels in underground mining : a review 
and evaluation of an air quality moni- 
toring methodology /, 84-19523 


Coal mines and mining — United States — 
Dust control — Congresses. 


Proceedings of the Symposium on Con- | 
trol of Respirable Coal Mine Dust, | 
Beckley, West Virginia, October 4-6, | 


1983 /, 84-19650 


Coal mines and mining — United States — 
History. 
Technology, productivity, and labor in 
the bituminous coal industry, 1950-79., 
84-19629 


Coal mines and mining — United States — 
Safety measures — Congresses. 
Proceedings of the Symposium on Con- 

trol of Respirable Coal Mine Dust, 


Beckley, West Virginia, October 4-6, | 


1983 /, 84-19650 


Coast changes — Southeastern States. 
Coastal erosion and archeological re- 


sources on national wildlife refuges in | 


the Southeast /, 84-19570 


Coast changes — United States — 
Mathematical models. 
A numerical model to simulate sediment 
transport in the vicinity of coastal 
structures /, 84-18793 


Coasts — United States — Periodicals. 
A report to the President and the Con- 
gress /, 84-20040 


Coastwise shipping — Puerto Rico. 


Puerto Rican passenger service : report 


together with additional views (to ac- | 


company H.R. 89) (including cost esti- 
mate of the Congressional 
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Employment (Economic theory) 
Jobs and prices in a recovering economy 
/, 84-19640 


Encephalitis — Prevention. 
Control of western equine encephalitis., 
84-19276 


Energy conservation — United States. 
TVA Home Insulation Program energy 
saving /, 84-20050 
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Puerto Rican students, 

Adlai E. Stevenson High School Bilin- 
gual Academic and Technical Educa- 
tion for Youth Program (BATEY), 
1981-1982 /, 84-19032 


English language — Study and teaching 
(Secondary) — New York (N.Y.) — 
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teriaceae in the clinical bacteriology 
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on U.S. industries, phase II : the Euro- 
pean Community and member states : 
report to the Subcommittee on Trade, 
Committee on Ways and Means, U.S. 
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Legislation to amend the Nuclear Non- 
proliferation Act of 1978 : hearings and 
markup before the Committee on For- 
eign Affairs and its Subcommittees on 
International Security and Scientific 
Affairs and on International Economic 
Policy and Trade of the House of Rep- 
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tional views., 84-20094 
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S. 2281)., 84-19885 


Federal aid to nursing education — United 
States. 
Nurse Education Amendments of 1984 : 
report (to accompany S. 2574)., 84- 
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before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-eighth Congress, second 
session, on H.R. 3960 ... January 25, 
1984., 84-20068 


Forest reserves — Northwestern States — 
Directories. 
Camping and picnicking guide., 
18379 


84- 


Forest reserves — United States. 

Federal timber contract extensions : hear- 
ing before the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, Ninety-eighth Con- 
gress, second session, February 28, 
1984., 84-20066 


Forest reserves — United States — 

Directories. 

State forester directory : state forestry 
agencies cooperating with the United 
States Department of Agriculture 
Forest Service in administration of co- 
operative forestry programs., 84- 
18372 


Forest reserves — United States — 

Recreational use. 

Providing certain authority to reduce 
erosion within the Cuyahoga Valley 
National Recreation Area : report (to 
accompany H.R. 3739) (including the 
cost estimate of the Congressional 
Budget Office)., 84-19937 


Forest reserves — Vermont. 

Vermont wilderness areas hearing 
before the Subcommittee on Soil and 
Water Conservation, Forestry, and En- 
vironment of the Committee on Agri- 
culture, Nutrition, and _ Forestry, 
United States Senate, Ninety-eighth 
Congress, second session, on H.R. 4198 
... February 1, 1984., 84-20067 
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Forest site quality — Alabama. 
Classification and evaluation of forest 
sites on the Eastern Highland Rim and 

Pennyroyal /, 84-18470 


Forest site quality — Alaska. 
Classification, description, and dynamics 
of plant communities after fire in the 
taiga of interior Alaska /, 84-18402 


Forest site quality — Eastern Highland Rim. 

Classification and evaluation of forest 

sites on the Eastern Highland Rim and 
Pennyroyal /, 84-18470 


Forest site quality — Hawaii. 
Growth of 11 introduced tree species on 
selected forest sites in Hawaii /, 84- 
18406 


Forest site quality —- Kentucky. 
Classification and evaluation of forest 
sites on the Eastern Highland Rim and 
Pennyroyal /, 84-18470 


Forest site quality — Pennyroyal Region 
(Ky. and Tenn.) 
Classification and evaluation of forest 
sites on the Eastern Highland Rim and 
Pennyroyal /, 84-18470 


Forest site quality — Tennessee. 
Classification and evaluation of forest 
sites on the Eastern Highland Rim and 
Pennyroyal /, 84-18470 


Forest site quality — United States — 
Mathematical models. 
An evaluation of the STEMS. tree 
growth projection system /, 84-18395 


Foresters — United States — Directories. 
State forester directory : state forestry 
agencies cooperating with the United 
States Department of Agriculture 
Forest Service in administration of co- 
operative forestry programs. 84- 
18372 


Forestry engineering — Contracts and 
specifications — Study and teaching — 
United States. 

Mentor : self-study course /, 84-18445 


Forests and forestry — Alabama — 
Statistics, 
Forest statistics for north central Ala- 
bama counties /, 84-18444 


Forests and forestry — Alaska — Statistics. 

Timber resource statistics for the Peters- 

burg/Wrangell inventory unit, Alaska, 
1972 /, 84-18440 


Timber resource statistics for the upper 
Tanana block, Tanana inventory unit, 
Alaska, 1974 /, 84-18439 


Timber resource statistics for the Yakutat 
inventory unit, Alaska, 1975 /, 84- 
18441 
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Forests and forestry — Colorado — Tables. 
Volume tables and point-sampling factors 
for Aspen in Colorado /, 84-18407 


Forests and forestry — Environmental 
aspects — United States. 
Draft environmental impact statement : 
1985-2030 resources planning act pro- 
gram., 84-18480 


Forests and forestry — Kansas — 
Mensuration. 
Forest area in Kansas, 1981 /, 84-18428 


Forests and forestry — Louisiana — 
Mensuration. 
Aboveground weight and volume 
unthinned, planted longleaf pine 
West Gulf forest sites /, 84-18416 


Forests and forestry — Louisiana — 
Statistics. 
Aboveground weight and volume 
unthinned, planted longleaf pine 
West Gulf forest sites /, 84-18416 


Forests and forestry — Mensuration — 

Computer programs. 

Timber volume determination with multi- 
stage sampling : the application of 3-P 
sampling and the STXMOD program / 

84-18485 


Forests and forestry — Michigan — 
Mensuration. 
Green above-stump weights red oak, red 
maple, and white birch in northern 
Michigan /, 84-18393 


Forests and forestry — Texas — 
Mensuration. 
Aboveground weight and volume of 
unthinned, planted longleaf pine on 
West Gulf forest sites /, 84-18416 


Forests and forestry — Texas — Statistics. 
Aboveground weight and volume of 
unthinned, planted longleaf pine on 
West Gulf forest sites /, 84-18416 


Forests and forestry — United States. 
Draft environmental impact statement : 
1985-2030 resources planning act pro- 
gram., 84-18480 


Forests and forestry — United States — 
Directories. 
Forest Service organizational directory /, 
84-18380 


Organizational directory, 84-18380 


Forests and forestry — United States — 
Occupations. 

From challenge to opportunity 

Forest Service in 1983., 


: the 
84-18369 


Forests and forestry — Utah — Uinta 
National Forest. 
The proposed Uinta National Forest 
plan., 84-18481 
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Forests and forestry, Cooperative — United 

States — Directories. 

State forester directory : state forestry 
agencies cooperating with the United 
States Department of Agriculture 
Forest Service in administration of co- 
operative forestry programs., 84- 
18372 


Forgery — United States. 

Credit and Debit Card Counterfeiting 
and Fraud Act of 1983 : report with 
additional views (to accompany S. 
1870)., 84-19882 


Fort Hamilton High School — Curricula. 
Fort Hamilton High School Project 
ELITES : Education for Life Through 
Extended Services, 1981-1982 /, 84- 
19035 


Fort Hood (Tex.) 
Fort Hood geographic information 
system : pilot system development and 
user instructions /, 84-18804 


Fort Larned National Historic Site (Larned, 
Kan.) 
Fort Larned : Fort Larned National His- 
toric Site, Kansas., 84-19563 


Foster Grandparent Program (U.S.) — 
Directories. 
Older American volunteer programs : 
Foster Grandparent Program directo- 
ry., 84-18570 


Fractions — Study and teaching 
(Elementary) — United States. 
The development of the concept of “frac- 
tion” from grade two through grade 
twelve /, 84-19012 


Fractions — Study and teaching (Secondary) 
— United States. 
The development of the concept of “frac- 
tion” from grade two through grade 
twelve /, 84-19012 


Fracture mechanics. 

An examination of the size effects and 
data scatter observed in small-specimen 
cleavage fracture toughness testing /, 
84-20012 


The impact of nondestructive examina- 
tion unreliability on pressure vessel 
fracture predictions /, 84-20026 


Shear-lag analysis of notched laminates 
with interlaminar debonding /, 84- 
19688 


Fraud — United States. 

Credit and Debit Card Counterfeiting 
and Fraud Act of 1983 : report with 
additional views (to accompany S. 
1870)., 84-19882 


Program Fraud Civil Penalties Act of 
1983 : hearing before the Committee on 
Governmental Affairs, United States 
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Senate, Ninety-eighth Congress, first 
session, on S. 1566 ... November 15, 
1983., 84-20142 


Friction. 

Tribology in the 80's : proceedings of an 
international conference held at NASA 
Lewis Research Center, Cleveland, 
Ohio, April 18-21, 1983., 84-19694 


Friends of the Pleistocene. 
Guidebook, 1983 Friends of the Pleisto- 
cene field trip, glacial sequence near 
McCall, Idaho, 84-19460 


Frost heaving. 
Shear strength characteristics of soils sub- 
jected to frost action., 84-19863 


Frozen ground — United States. 
Shear strength characteristics of soils sub- 
jected to frost action., 84-19863 


Fruit — Economic aspects — United States 
_— y. 

Bibliography of economic reports on the 
production and marketing of fruits and 
vegetables, 1976-80 /, 84-18359 


Fruit — United States — Marketing — 


Bibliography. 

Bibliography of economic reports on the 
production and marketing of fruits and 
vegetables, 1976-80 /, 84-18359 


Fuel — Montana. 
Fire ecology of Montana forest habitat 
types east of the Continental Divide /, 
84-18446 


Fuel — United States — Analysis. 
Group-type hydrocarbon standards for 
high-performance liquid chromatogra- 
phic analysis of middistillate fuels /, 
84-19708 


Fuelwood — United States. 
Wood-fired boiler test 
burner)., 84-20058 


report (stick 


Fundamental education — United States. 
Minimum competency testing : a curricu- 
lar debate /, 84-19026 


Fungous diseases of plants — Utah. 
A severe epidemic of Marssonina leaf 
blight on quaking aspen in northern 
Utah /, 84-18423 


Furnaces — Environmental aspects — 
United States. 
Design optimization and field verification 
of an integrated residential furnace /, 
84-19076 


Furnaces — Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Industrial fur- 
naces and ovens (industry 3567)., 84- 
18599 
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Fused salts. 
Methods for producing platinum-group 
metal coatings from molten alkali cyan- 
ides /, 84-19526 


G 


Gamma rays — Measurement. 
Measurements of gamma-ray dose from a 
moderated 252Cf source /, 84-19975 


Gamma rays — Scattering. 

The development of a gamma-ray scatter- 
ing densitometer and its application to 
the measurement of two-phase density 
distribution in an annular test section /, 
84-19985 


Gas, Natural — Pennsylvania — Rates. 

Federal response to rising natural gas 
prices in northwestern Pennsylvania : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 13, 1984. ., 84-20137 


Gas, Natural — United States — Reserves. 
U.S. natural gas availability : convention- 
al gas supply through the year 2000., 
84-20045 


Gas chromatography. 
Process gas chromatography study of a 
Selexol acid gas removal system /, 
84-19074 


Gas companies — United States — Rates. 

Residential conservation service : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, first session, Septem- 
ber 26, 1983., 84-20116 


Gas manufacture and works — United States 
— Pilot plants. 

Coal gasification/gas cleanup test facility 
/, 84-19070 


Gas-turbines — Blades. 
Review and status of heat-transfer tech- 
nology for internal passages of air- 
cooled turbine blades /, 84-19699 


Gas well drilling — Computer programs. 
WELLMAP, a FORTRAN computer 
program for the generation of maps of 
specified geographic areas with a varie- 
ty of well symbols available to depict 
the current status of given oil and gas 
drilling, 84-19378 


Gas well drilling — Safety measures. 
Comprehensive safety recommendations 
for land-based oil and gas well drilling., 
84-19272 
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Gas wells — United States. 

Map showing coal deposits, oil and gas 
wells and seeps, and tar sandstone oc- 
currences in the basin and range prov- 
ince /, 84-19422 


Gases — Cleaning. 
Coal gasification/gas cleanup test facility 
/, 84-19070 


Gasoline. 
Unleaded gasoline : 
19041 


the only way., 84- 


Gaussian measures. 
Variation of planetary boundary layer 
dispersion properties with height in un- 
stable conditions /, 84-20033 


Gear industry — United States — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Speed changers, 
drives, and gears (industry 3566)., 84- 
18598 


Geiger-Muller counters — Calibration. 
Calibration sources for the G-M counter 
used with the BNL air sampler /, 84- 
19978 


General aptitude test battery. 

The economic benefits of personnel selec- 
tion using ability tests : a state of the 
art review including a detailed analysis 
of the dollar benefit of U.S. employ- 
ment service placements and a critique 
of the low-cutoff method of test use., 
84-19649 


Genetics — Research — Abstracts. 
Current cancer research on development 
and application of in vitro techniques., 
84-19223 


Geochemical prospecting — Alaska — 

Petersburg Region — Maps. 

Distribution and abundance of detectable 
gold, arsenic, bismuth, and antimony in 
the nonmagnetic fraction of heavy-min- 
eral concentrates and in the minus-80- 
mesh fraction from stream sediments, 
Petersburg area, southeast Alaska, 84- 
19402 


Geochemical prospecting — Arizona. 
Statistical parameters for resource evalua- 
tion of geochemical data from the Ajo 
1°x 2°quadrangle, Arizona, 84-19462 


Geochemical prospecting — California — El 

Dorado County. 

Chemica! analyses and statistical summa- 
ries for samples of rock, minus-60-mesh 
(0.25-mm) stream sediment, and non- 
magnetic heavy-mineral concentrate, 
Pyramid Roadless Area, El Dorado 
County, California, 84-19437 
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Geochemical prospecting — California — 

Inyo County. 

Geochemical data for samples of rock, 
stream sediment, and nonmagnetic 
dense-mineral concentrate in the An- 
drews Mountain, Mazourka, and Paiute 
Roadless Areas, Inyo County, Califor- 
nia, 84-19398 


Geochemical prospecting — Colorado — 

Clear Creek County. 

Geochemical and mineralogical data for 
altered rocks and soils collected in and 
near the William Fork and St. Louis 
Peak Roadless Areas Clear Creek, 
Grand, and Summit Counties, Colora- 
do, 84-19438 


Geochemical prospecting — Colorado — 

Grand County. 

Geochemical and mineralogical data for 
altered rocks and soils collected in and 
near the William Fork and St. Louis 
Peak Roadless Areas Clear Creek, 
Grand, and Summit Counties, Colora- 
do, 84-19438 


Geochemical prospecting — Colorado — 

Summit County. 

Geochemical and mineralogical data for 
altered rocks and soils collected in and 
near the William Fork and St. Louis 
Peak Roadless Areas Clear Creek, 
Grand, and Summit Counties, Colora- 
do, 84-19438 


Geochemical prospecting — Idaho — Blaine 
County. 
Analyses of samples from the Lava Creek 
mining district, Blaine and Butte Coun- 
ties, Idaho, 84-19452 


Geochemical prospecting — Idaho — Butte 
County. 
Analyses of samples from the Lava Creek 
mining district, Blaine and Butte Coun- 
ties, Idaho, 84-19452 


Geochemical prospecting — Nevada — 

Douglas County. 

Chemical analyses and statistical summa- 
ries for samples of rock, minus-60-mesh 
(0.25-mm) stream sediment, and non- 
magnetic heavy-mineral concentrate, 
Lincoln Creek Roadless Area, Douglas 
County, Nevada, 84-19440 


Geochemistry — New Mexico. 
Analytical results for 26 water samples 
from southern New Mexico, 84-19474 


Geochemistry — New Mexico — Grant 

County. 

Geochemical halos in the Silver City 
mining region and adjacent areas, 
Grant County, New Mexico /, 84- 
19324 








Geography — Texas — Fort Hood — Data 
processing. 
Fort Hood geographic information 
system : pilot system development and 
user instructions /, 84-18804 


Geological Survey (U.S.) 
The U.S. Geological Survey’s water re- 
sources program in New York, 84- 
19387 


Water-resources investigations of the U.S. 
Geological Survey in Wyoming, fiscal 
year 1983, 84-19472 


Water-resources studies in Utah by the 
U.S. Geological Survey, July 1, 1982, 
to June 30, 1983, 84-19419 


Geological Survey (U.S.). Water Resources 
Division. Oklahoma District. 
Oklahoma : a summary of activities of the 
U.S. Geological Survey Water Re- 
sources Division for 1983, 84-19471 


Geological time. 

Compilation of revised ages of volcanic 
units in the San Juan Mountains, Colo- 
rado : recalculated K-Ar age determi- 
nations using IUGS constants, 84- 
19441 


Geology — Alaska — Alaska, Gulf of. 
Geotechnical framework, northeast Gulf 
of Alaska, 84-19411 


Geology — California — Maps. 

Generalized geologic map of the southern 
Sierra Nevada, California, showing the 
location of basement samples for which 
whole rock 18/0 has been determined, 
84-19494 


Geology — Colorado — Mesa County. 
Geology and mineral resource potential 
of the Palisade Wilderness study area, 
Mesa County, Colorado (GEM, phase 
2), 84-19479 


Geology — Nevada — Elko County — 
Maps. 
Preliminary geologic map of the Spruce 
Mountain 4 quadrangle, Elko County, 
Nevada, 84-19393 


Geology — Northwestern States. 

Geologic and hydrologic characterization 
and evaluation of the Basin and Range 
Province relative to the disposal of 
high-level radioactive waste, 84-19450 


Geology — Oregon — Maps. 
Preliminary geologic map of the west 
half of the Vancouver (Wa.-Ore.) 1°x 
2°quadrangle, Oregon, 84-19430 


Geology — Periodicals. 


Geological Survey research., 84-19333 


Geology — Saudi Arabia. 
Reconnaissance geology of the Ishash 
quadrangle, sheet 26/39C, kingdom of 
Saudi Arabia, 84-19486 


Do not order from index; see indicated entry 








Geology, Structural. 


Geology — United States — Periodicals. 
Geological Survey research., 84-19333 


Geology — West (U.S.) 

Selected geologic and hydrologic charac- 
teristics of the basin and range prov- 
ince, western United States : Pleisto- 
cene lakes and marshes, 84-19469 


Geology, Economic — Saudi Arabia. 
Preliminary results of spectral induced 
polarixation measurements, Wadi Bidah 
district, kingdom of Saudi Arabia, 84- 
19435 


Geology, Economic — United States. 
The exclusive economic zone : an excit- 
ing new frontier /, 84-19319 


Geology, Stratigraphic. 

Preliminary log-derived maps of the 
Bakken Formation, North Dakota and 
Montana portions of Williston basin, 
84-19457 


Stratigraphy, structure, and palinspastic 
synthesis of the western Brooks Range, 
northwestern Alaska, 84-19475 


Geology, Stratigraphic — Cenozoic. 
Cenozoic volcanic rocks of Saudi Arabia, 
84-19477 


Geology, Stratigraphic — Cretaceous. 
Engineering geology and design of slopes 
for cretaceous Potomac deposits in 
Fairfax County, Virginia, and vicinity 
/, %84-19326 


Geology, Stratigraphic — Nomenclature — 
Sangre de Cristo Mountains (Colo. and 
N.M.) 

Porvenir formation (new name)—and 
other revisions of nomenclature of Mis- 
sissippian, Pennsylvanian, and lower 
Permian rocks, southeastern Sangre de 
Cristo Mountains, New Mexico /, 84- 
19325 


Geology, Stratigraphic — Paleozoic. 
Porvenir formation (new name)—and 
other revisions of nomenclature of Mis- 
sissippian, Pennsylvanian, and lower 
Permian rocks, southeastern Sangre de 
Cristo Mountains, New Mexico /, 84- 
19325 


Geology, Stratigraphic — Pleistocene. 
Guidebook for 1983 friends of the Pleis- 
tocene field trip to the Sanpoil River 
Valley, northeastern Washington, 84- 
19406 


Tens of successive, colossal Missoula 
floods at north and east margins of 
channeled scabland, 84-19442 


Geology, Structural. 
The exclusive economic zone : an excit- 
ing new frontier /, 84-19319 
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Geometry, Descriptive. 
Development of structured regression hy- 
potheses/interactive descriptive geome- 
try through five dimensions /, 84- 
18389 


Geophysical Monitoring for Climatic Change 
— Periodicals. 
Geophysical Monitoring for Climatic 
Change. Summary report., 84-18742 


Geophysics — Research — Antarctic 
regions. 
Marine geological and geophysical inves- 
tigations of the Antarctic continental 
margin, 1984 /, 84-19327 


George Washington Carver National 
Monument (Mo.) 
George Washington Carver : George 
Washington Carver National Monu- 
ment, Missouri /, 84-19566 


Geothermal brines. 
Recovering lithium chloride from a geo- 
thermal brine /, 84-19522 


Glacial epoch — Idaho — McCall. 
Guidebook, 1983 Friends of the Pleisto- 
cene field trip, glacial sequence near 
McCall, Idaho, 84-19460 


Glacial erosion — Idaho. 
Tens of successive, colossal Missoula 
floods at north and east margins of 
channeled scabland, 84-19442 


Glacial erosion — Washington (State) 
Tens of successive, colossal Missoula 
floods at north and east margins of 

channeled scabland, 84-19442 


Glacier Bay National Park and Preserve 
(Alaska) 
Glacier Bay National Park and Preserve, 
Alaska /, 84-19560 


Glacier Bay National Park and Preserve 
(Alaska) — Guide-books. 
Glacier Bay : a guide to Glacier Bay 
National Park and Preserve, Alaska /, 
84-19565 


Glaciers. 
Glaciers : clues to future climate? /, 84- 
19320 


Glaciers — Alaska. 
The 1983 recession of Columbia Glacier, 
84-19498 


books. 

Guidebook, 1983 Friends of the Pleisto- 
cene field trip, glacial sequence near 
McCall, Idaho, 84-19460 


— Idaho — McCall — Guide- 


Gladwin County (Mich.) — Maps. 
Important farmlands, Gladwin County, 
Michigan /, 84-18521 
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Glomar Challenger (Ship) 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES). Volume 
LXXIl, covering Leg 72 of the cruises 
of the drilling vessel Glomar Challeng- 
er, Santos, Brazil, to Santos, Brazil, 
February-April, 1980 /, 84-19723, 
84-19724, 84-19725, 84-19726, 84- 
19727 


Gneiss — British Columbia. 

Geophysical interpretation of the gneiss 
terrane of northern Washington and 
southern British Columbia, and its im- 
plications for uranium exploration /, 
84-19331 


Gneiss — Washington (State) 

Geophysical interpretation of the gneiss 
terrane of northern Washington and 
southern British Columbia, and its im- 
plications for uranium exploration /, 
84-19331 


Golden Dolphin (Ship) 

Marine casualty report : SS Golden Dol- 
phin, explosion and fire in the Atlantic 
Ocean on 6 March 1982 and subse- 
quent sinking on 7 March 1982 with 
loss of life /, 84-19850 


Gorgas Memorial Laboratory. 
Quality and relevance of research and re- 
lated activities at the Gorgas Memorial 
Laboratory., 84-20046 


Government business enterprises — United 
States — Finance — Data processing — 
Congresses. 

Proceedings of Workshop on Using Mir- 
cocomputers [i.e. Microcomputers] for 
Financial Managers, July 12, 1983., 
84-19134 


Government information. 
Sources of information from abroad., 
84-19810 


Government lending — United States. 

Lending policies and administration of 
the economic emergency and disaster 
emergency loan programs (Farmers 
Home Administration) : hearing before 
the Subcommittee on Conservation, 
Credit, and Rural Development of the 
Committee on Agriculture, House of 
Representatives, Ninety-eighth Con- 
gress, first session, February 2, 1984., 
84-20065 


Government property — Handbooks, 
manuals, etc. 
Property custodian handbook /, 84- 
20039 


Government publications — Bibliography — 
Catalogs. 


Printing and graphic arts., 84-19159 
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Procurement, supply cataloging, and clas- 
sification., 84-19160 


Government purchasing — United States. 

Contractual arrangements with the Ten- 
nessee Valley Authority for the pur- 
chase of electric power hearing 
before the Subcommittee on Regional 
and Community Development of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
eighth Congress, first session, Novem- 
ber 14, 1983., 84-20161 


Guide to—specifications, standards and 
commercial item descriptions of the 
federal government, February 1984., 
84-19163 


Program Fraud Civil Penalties Act of 
1983 : hearing before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-eighth Congress, first 
session, on S. 1566 ... November 15, 
1983., 84-20142 


Government purchasing of real property — 
United States. 
When a public agency acquires your 
property., 84-19302 


Government securities — United States. 
Competitive equity in the financial serv- 
ices industry : hearing before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
eighth Congress, first session, on S. 
2181 ... S. 2134...., 84-20090 


Control improvements needed in ac- 
counting for Treasury securities at the 
Federal Reserve Bank of New York : 
report /, 84-19137 


Government spending policy — United 

States. 

Grace Commission recommendations : 
hearing before the Committee on Fi- 
nance, United States Senate, Ninety- 
eighth Congress, second session, Febru- 
ary 8, 1984., 84-20124 


Guidelines for rescuing large failing firms 
and municipalities : report to the Con- 
gress /, 84-19141 


Guidelines for rescuing large failing firms 
and municipalities : summary : report 
to the Congress /, 84-19142 


Government spending policy — United States 

— States. 

Census Bureau’s report on federal ex- 
penditures for fiscal year 1983 : hearing 
before the Subcommittee on Energy, 
Nuclear Proliferation, and Government 
Processes of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-eighth Congress, second 
session, March 28, 1984., 84-20141 
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Governmental investigations — United 
States. 


Oversight hearing on profits on defense 


contracts : hearing before the Subcom- | 
mittee on General Oversight and Re- | 
negotiation of the Committee on Bank- | 
Affairs, | 
Ninety-eighth Congress, second ses- | 


ing, Finance, and Urban 


sion, March 21, 1984., 84-20087 


Grading and marking (Students) 
A descriptive multimethod study of 
teacher judgment during the marking 
process /, 84-19025 


Grain — Argentina — Marketing. 
Argentina’s grain marketing system /, 
84-18552 


Grain — Computer programs. 
Computer programs to support the world 
grain, oilseeds, and livestock (GOL) 
model /, 84-18551 


Grain — United States — Storage. 
Global stocks of grain : implications for 
U.S. policy /, 84-18556 


Grain — United States — Storage — Rates. 

Continued investigation of USDA’s guar- 

anteed grain storage program : hearing 

before a subcommittee of the Commit- 

tee on Government Operations, House 

of Representatives, Ninety-eighth Con- 

gress, second session, March 1, 1984., 
84-20138 


Grain elevators — United States. 

Continued investigation of USDA’s guar- 
anteed grain storage program : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-eighth Con- 
gress, second session, March 1, 1984., 
84-20138 


Grain trade — Argentina. 
Argentina’s grain marketing system /, 
84-18552 


Grain trade — United States. 
Global stocks of grain : implications for 
U.S. policy /, 84-18556 


Grandparent and child — United States. 
Foster Grandparent Program handbook., 
84-18568 


Graphic arts — United States — 
Bibliography — Catalogs. 


Printing and graphic arts., 84-19159 


Gravity — Bering Sea. 
Digital gravity and magnetic data collect- 
ed in 1980 in the northern Bering Sea, 
84-19415 


Gravity — California — San Francisco Bay. 
Underwater gravity meter survey of San 
Francisco and San Pablo Bays, Califor- 

nia, 1982, 84-19496 





| Gravity — California — San Pablo Bay. 


Underwater gravity meter survey of San 
Francisco and San Pablo Bays, Califor- 
nia, 1982, 84-19496 


Gravity — Tennessee — Reelfoot Lake 
Region — Measurement. 


Description and significance of the gravi- 
ty field in the Reelfoot Lake region of | 
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84-18746 


Investments, Foreign — United States, 
Return to cash rented farmland and 


stocks : a social perspective /, 84- 
18546 


Iodine — Isotopes. 
Rapid field method for the concentration 
of radioiodine from milk /, 84-19992 


Ionizing radiation. 
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Irrigation and AID’s experience : a con- 
sideration based on evaluations /, 84- 
19792 


Irrigation efficiency — Washington (State) 
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On-farm improvements to reduce sedi- 
ment and nutrients in irrigation return 
flow /, 84-19055 


Isopoda. 

Exposure of creosote-naive and creosote- 
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the government of the United States of 
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Ecological perspectives for successful 
schooling practice : Bridging Meeting 
report, November 15-17, 1981 /, 84- 
18928 





Juniper. 
Broadcast seeding success in eight 
pinyon-juniper stands after wildfire /, 
84-18420 


Jurisdiction — United States. 
An Act to Continue the Transition Provi- 
sions of the Bankruptcy Act Until May 
26, 1984, and for Other Purposes., 84- 
19192 


K 


| Kalamazoo County (Mich.) — Maps. 
Important farmland, Kalamazoo County, 
Michigan /, 84-18522 


from the President of the United States | 
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Labor supply — United States — Statistics. 
Employment projections for 1995 /, 84- 
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and Baja California : Propeamussiidae 
and Pectinidae /, 84-19330 


Laminated materials — Testing. 
Shear-lag analysis of notched laminates 
with interlaminar debonding /, 84- 
19688 


Land capability for agriculture — Michigan 
— Gladwin County — Maps. 
Important farmlands, Gladwin County, 
Michigan /, 84-18521 
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cluding cost estimate of the Congres- 
sional Budget Office)., 84-19942 


Legislative oversight — United States. 
Federal response to rising natural gas 
prices in northwestern Pennsylvania : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 


ary 13, 1984.., 84-20137 


South Africa divestment : hearing and 
markups before the Subcommittee on 
Fiscal Affairs and Health of the Com- 
mittee on the District of Columbia, 
House of Representatives, Ninety- 
eighth Congress, second session, on H. 
Con. Res. 216 and H. Res. 372 ... Janu- 
ary 31 and February 7, 1984., 84- 
20100 


U.S. military involvement in hostilities in 
Central America : markup before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, on H. Res. 484, 
May 9, 1984., 84-20131 


Legislative veto — United States. 

Special report of the Committee on the 
Judiciary, House of Representatives, 
Ninety-eighth Congress, second session 
identifying court proceedings and ac- 
tions of vital interest to the Congress : 
the legislative veto, Immigration and 
Naturalization Service v. Chadha and 
related cases., 84-20147 


Libraries — United States. 

Oversight hearings on the reauthorization 
of the Library Services and Construc- 
tion Act : hearings before the Subcom- 
mittee on Postsecondary Education of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-eighth Congress, first session, 
hearings held in Washington, D.C. on 
March 15, 16, 17, 1983., 84-20107 


Libraries and the physically handicapped — 
United States — Directories. 
Library resources for the blind & phys- 
ically handicapped /, 84-19665 


Library administration — United States. 
Oversight hearings on the reauthorization 
of the Library Services and Construc- 
tion Act : hearings before the Subcom- 
mittee on Postsecondary Education of 


Liquid metal fast breeder reactors Safety 


Education and 
of Representatives, 
Ninety-eighth Congress, first session, 
| hearmgs held in Washington, D.C. on 
March 15, 16, 17, 1983., 84-20107 


the Committee on 


Labor, House 


| Library finance — Government policy — 


| United States. 

| Impact of proposed budget reductions on 

| library services : hearing before the 

Subcommittee on Postsecondary Edu- 

| cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, hearing held in Washington, D.C., 
on March 10, 1982., 84-20106 


Library of Congress. Geography and Map 

Division — Catalogs. 

Panoramic maps of cities in the United 
States and Canada : a checklist of maps 
in the collections of the Library of 
Congress, Geography and Map Divi- 
sion /, 84-19660 


Library of Congress. Hispanic Division. 
The Hispanic room in the Library of 
Congress., 84-19652 


Library of Congress — Periodicals. 
The Library of Congress., 84-19651 


Library science — United States — Audio- 
visual aids — Catalogs. 
A list of audiovisual materials produced 
by the United States Government for 


library and information science., 84- 
19164 


Life expectancy — United States. 


An alternative definition of “risk age” /, 
84-19263 


Life sciences — Research — United States. 
Life sciences investigations in space, 


1986-1991, 84-19691 


Light. 
Studying light in the fifth-grade : a case 
study of text-based science teaching /, 
84-19009 
Transparencies on _ light 


manual /, %&4-19010 


teacher’s 


Light — Transmission. 
Determining light transmittance charac- 
teristics of wood and bark chips /, 84- 
18426 


Light, Colored — Testing. 
Visual fatigue in sonar control rooms 
lighted by red, white, or blue illumina- 
tion /, 84-18838 


Light water reactors. 

The Temperature dependence of fatigue 
crack growth rates of A 351 CF8A 
cast stainlss steel in LWR environment 
/, 84-19996 
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Light water reactors — Safety measures. 
Large break LOCA analyses for two- 
loop PWRS with upper-plenum injec- 
tion /, 84-20008 
RELAPS assessment : LOFT large break 
L2-5 /, 84-20005 


Light water reactors — United States — 

Accidents, 

LOCA simulation in the national research 
universal reactor program : postirradia- 
tion examination results for the third 
materials experiment (MT-3) /, 84- 
19984 


Light water reactors — United States — 
Safety measures. 
Impact of containment building leakage 
on LWR accident risk /, 84-19995 
Nuclear fuel cycle risk assessment 


review and evaluation of existing 
records /, 84-20016 


Light water reactors — United States — 
Safety measures — Computer programs. 
TRAC-PF1 : an advanced best-estimate 

computer program for pressurized 
water reactor analysis /, 84-19998 


Lightning — United States — Observations. 
Lightning strike density for the contigu- 
ous United States from thunderstorm 
duration records /, 84-20030 


Lightweight construction — Computer 
programs, 
Light-frame wall systems : performance 


and predictability /, 84-18384 


Lignite. 
Fluidized-bed gasification of peat, lignite, 
subbituminous, and pretreated bitumi- 


nous coal /, 84-19077 


Limestone — United States. 


Limestone scrubber slurry automatic con- 
trol systems /, 84-19053 


Limestone — Williston Basin. 

Porosity and thermal maturity of lime- 
stone bodies in Jurassic Swift Forma- 
tion, Williston Basin, North Dakota, 
84-19459 


Liquid chromatography. 

Group-type hydrocarbon standards for 
high-performance liquid chromatogra- 
phic -analysis of middistillate fuels /, 
84-19708 


Liquid fuels — Environmental aspects — 
United States. 
Control of criteria and non-criteria pol- 
lutants from coal/liquid mixture com- 
bustion /, 84-19073 


Liquid metal fast breeder reactors — Safety 
measures, 
Review of proposed failure criteria for 
ductile materials /, 84-20009 
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Liquid oxygen. 
Evaluation of liquid oxygen to increase 


channel catfish production in heated | 


water raceways /, 84-20047 


Liquid sodium. 
SLAM : a sodium-limestaiic “oncrete ab- 
lation model /, 84-19987 


Lithium chloride. 


Recovering lithium chloride from a geo- | 


thermal brine /, 84-19522 


Livestock — Computer programs. 
Computer programs to support the world 
grain, oilseeds, and livestock (GOL) 
model /, 84-18551 


Livestock — United States — Housing. 
On-farm demonstration of solar heating 
of livestock shelters : final report /, 
84-18488 


Loam soils. 
Influence of red alder on chemical prop- 
erties of a clay loam soil in western 
Washington /, 84-18403 


Loans — United States — Government 


Oversight hearing on the Grace report : 
operation of the VA home loan guar- 
anty program : hearing before the Sub- 
committee on Housing and Memorial 
Affairs of the Committee on Veterans’ 
Afairs, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 15, 1984., 84-20181 


Loans, American — Developing countries. 
AID’s management of the housing guar- 
anty program : report to the adminis- 
trator, Agency for International Devel- 
opment /, 84-19148 


Lobbying — Law and legislation — United 

States. 

No strong indication that restrictions on 
executive branch lobbying should be 
expanded : report to the Chairman, 
Committee on Government Operations, 
House of Representatives /, 84-19143 


Loblolly-pine. 

Merchantable and sawtimber volumes for 
natural even-aged stands of loblolly 
pine in the West Gulf region /, 84- 
18418 


Local finance — Law and legislation — 

Washington (D.C.) 

Amending the District of Columbia Self- 
Government and Governmental Reor- 
ganization Act : report (to accompany 
H.R. 3547)., 84-19897 


Local transit — United States — Finance — 
Case studies. 
Alternative financing for urban transpor- 
tation : state-of-the-art case analyses : 
final report /, 84-19818 
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Local transit — United States — Labor 
productivity — Congresses. 

Productivity in managing human _ re- 
sources : 
Massachusetts, October 

19852 


1982., 


The locust borer /, 84-18381 


Lodge-pole pine — Congresses. 

Lodgepole pine : regeneration and man- 
agement : the proceedings of a fourth 
international workshop sponsored by 
the Canadian Forest Service with the 


assistance of School of Agriculture and | 


Land Resources Management, Univer- 


sity of Alaska, August 17-19, 1982, | 


Hinton, Alberta, Canada /, 84-18460 


LOFT (Nuclear reactor safety test facility) 
— Experiments. 
RELAPS assessment : LOFT large break 
L2-5 /, 84-20005 


Log transportation — Southern States — 
Statistics. 
Interstate movement of round pulpwood 
in the Southeast, 1976-1980 /, 84- 
18435 


Logging. 
How to reduce injuries to residual trees 
during stand management activities /, 
84-18459 


Longleaf pine. 
Aboveground weight and volume of 
unthinned, planted longleaf pine on 
West Gulf forest sites /, 84-18416 


Chemical stimulation of lightwood in 
southern pines /, 84-18469 


Direct seeding of southern pines : a re- 
generation alternative /, 84-18483 


Longleaf pine — Testing. 
Mechanical properties of longleaf pine 
treated with waterborne salt preserva- 
tives /, 84-18382 


Lotteries — United States. 

Modernizing federal restrictions on 
gaming advertising : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-eighth Congress, 
first session, on S. 1876 ... November 
16, 1983., 84-20152 


Louisiana — Economic conditions — 1981- 

Building and sustaining the economic re- 
covery credit conditions, employ- 
ment, and economic prospects : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety- 
eighth Congress, first session ...., 84- 
20083 
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Lubrication and lubricants. 

Tribology in the 80's : proceedings of an 
international conference held at NASA 
Lewis Research Center, Cleveland, 
Ohio, April 18-21, 1983., 84-19694 


Air drying of chunkwood and chips /, 
84-18424 


Dielectric properties of lumber loads in a 
dry kiln /, 84-18383 


Lumber — Mensuration. 
Multivariate regression model for predict- 
ing lumber grade volumes of northern 
red oak sawlogs /, 84-18401 


Lumber trade — Missouri — Statistics. 
Primary forest products industry and 
timber use, Missouri, 1980 /, 84-18437 


Lumber trade — Rocky Mountains Region. 
Wood product flows and market struc- 
ture in the Rocky Mountain states /, 
84-18442 


M 


Machine-tools — Trade and manufacture — 
Portugal. 
Machine tools, Portugal., 84-18753 
Magnetic anomalies — Arizona — Maps. 
Residual aeromagnetic map of the Hat 
Mountain quadrangle, Arizona, 84- 
19392 


Magnetic anomalies — Paradox Basin (Colo. 
and Utah) 
Regional magnetic and gravity features of 
the Gibson Dome area and surrounding 
region, Paradox Basin, Utah, 84-19394 


Magnetic fields — Physiological effect. 
Electrical parameters in 60-Hz biological 
exposure systems and their measure- 
ment: a primer /, 84-18668 


Magnetic recorders and recording — 

Standards — United States. 

NIJ standard for continuous-recording 
voice-logging tape recorders : a volun- 
tary national standard promulgated by 
the National Institute of Justice. 84- 
19626 


Magnetism, Terrestrial — Arizona — Maps. 

Residual aeromagnetic map of the Hat 

Mountain quadrangle, Arizona, 84- 
19392 


Mail preparation — Automation. 
A Guide to business mail preparation., 
84-19735 


Mailing lists — United States. 

Modernizing federal restrictions on 
gaming advertising : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
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States Senate, Ninety-eighth Congress, 
first session, on S. 1876 ... November 
16, 1983., 84-20152 


Mainstreaming in education — United 

States. 

Perspectives on the integration of regular 
and special education : eliminating the 
knowledge dichotomy at the university 
level /, 84-18996 


Project Impact technical report : phase I 
and II /, 84-18947 


Makah Indians — Land tenure. 

An Act to Declare that the United States 
Holds Certain Lands in Trust for the 
Makah Indian Tribe, Washington., 84- 
19198 


Mali — Description and travel. 
Background notes, Mali., 84-19775 


Malt liquors — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Malt beverages 
(industry 2082)., 84-18574 


Management information systems. 
Implementing the NIMH prototype in a 
mental health agency., 84-19278 


An Introduction to automated mental 
health information systems and their 
acquisition., 84-19279 


Microcomputer selection guide for con- 
struction field offices /, 84-18807 


Understanding the NIMH _ prototype 
management information system., 84- 
19280 


Manganese industry. 
Manganese availability—market economy 
countries : a minerals availability pro- 
gram appraisal /, 84-19528 


Manganese mines and mining. 
Manganese availability—market economy 
countries : a minerals availability pro- 
gram appraisal /, 84-19528 


Maps — Catalogs. 
World, United States and historical maps 
/, 84-18739 


Marathi language — Conversation and phase 
books, 
Marathi conversational situations /, 84- 
18923 


Marathi structural patterns : book one /, 
84-18925 


Marathi language — Glossaries, 
vocabularies, etc. 
Marathi illustrated vocabulary /, 84- 
18921, 84-18922 


Marathi language — Readers. 
Marathi readings /, 84-18924 





Mathematics U.S. Problems, exercises, etc. 


Marathi language — Study and teaching. 
Marathi conversational situations /, 84- 
18923 


Marathi illustrated vocabulary /, 84- 
18921, 84-18922 


Marathi readings /, 84-18924 


Marathi structural patterns : book one /, 
84-18925 


Marble — United States — Analysis. 
Chemical and x-ray analyses of 175 cai- 
cite and marble samples from the col- 
lection of the National Museum of Nat- 
ural History, Smithsonian Institution, 
84-19491 


Margulies, Irving P. 
Nominations—Department of Commerce 
: hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on 
nominations of Sidney Jones, to be 
Under Secretary of Commerce for 
Economic Affairs and Irving Phillip 
Margulies, to be General Counsel, De- 
partment of Commerce, March 6, 

1984., 84-20097 


Marine accidents. 

Marine accident report : collision of the 
U.S. Coast Guard cutter Polar Sea and 
barges, Seattle, Washington, September 
10, 1983., 84-19825 


Marine casualty report : SS Golden Dol- 
phin, explosion and fire in the Atlantic 
Ocean on 6 March 1982 and subse- 
quent sinking on 7 March 1982 with 
loss of life /, 84-19850 


Marine casualty report : SS Ogden Wil- 
lamette, major engine room flooding in 
the Caribbean Sea, off of the southeast 
coast of Jamaica on 16 June 1982 with 
personnel injury /, 84-19851 


Marine ecology — Bering Sea — 

Mathematical models. 

A numerical simulation model of the pop- 
ulation dynamics of walleye pollock, 
Theragra chalcogramma (Pallas 1811), 
in a simplified ecosystem /, 84-18674 


Marine sediments, 

Mineralogical and sedimentological data 
collected on the shelf and upper slope 
adjacent to the Russian River, northern 
California, 84-19414 


Marine sediments — Analysis. 

Methods for the determination of organic 
substances in water and fluvial sedi- 
ments : U.S. Geological Survey tech- 
niques of water-resources investiga- 
tions, book 5, laboratory analysis, chap- 
ter A3, 84-19371 
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Marketing (Home economics) — Handbooks, 
manuals, etc. 
Food purchasing guide for group feeding 
/, 84-18363 


Markov processes. 
Time lapse simulation of interrelated 
weather conditions /, 84-18859 


Martinique — Description and travel. 
Martinique, post report., 84-19782 


Mass media — Political aspects — United 
States. 
Reporting Lebanon the Christian way : 
the media in the United States on Leb- 
anon /, 84-18938 


Mass media — United States — Moral and 
religious aspects. 
Reporting Lebanon the Christian way : 
the media in the United States on Leb- 
anon /, 84-18938 


Mass media — United States — Objectivity. 

Reporting Lebanon the Christian way : 

the media in the United States on Leb- 
anon /, 84-18938 


Materials — Dynamic testing. 
Design of a large force biaxial test frame 
/, 84-19515 


Materials — Fatigue. 
Shear-lag analysis of notched laminates 
with interlaminar debonding /, 84- 
19688 


Mathematical ability — Testing. 

National assessment of educational 
progress : mathematics : released exer- 
cises from the 1981-82 assessment., 
84-19007 


Mathematics — Study and teaching 
(Elementary) — United States. 
An International review of applications in 
school mathematics : the elusive El 
Dorado /, 84-18926 


Mathematics — Study and teaching 
(Secondary) — United States. 
An International review of applications in 
school mathematics : the elusive El 
Dorado /, 84-18926 


Mathematics — United States — 
Examinations. 
Procedural handbook : 1981-1982 mathe- 
matics and citizenship/social studies as- 
sessments., 84-19017 


Mathematics — United States — Problems, 
exercises, etc. 

National assessment of educational 
progress : mathematics : released exer- 
cises from the 1981-82 assessment., 
84-19007 
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Maximum principles (Mathematics) 
On a relation between maximum-likeli- 
hood classification and minimum-cross- 
entropy classification /, 84-18845 


Maxwell equations. 
Dual Maxwellian space plasma modeling 
by the logarithmic method /, 84- 
18861 


Mazatzal Wilderness (Ariz.) 

Spectrographic analyses of panned con- 
centrate from stream-sediment samples 
from the Mazatzal Wilderness and Ma- 
zatzal Wilderness Contiguous Roadless 
Area, Gila, Maricopa, and Yavapai 
Counties, Arizona, 84-19418 


Meat — Labeling. 
Meat & poultry labels wrap it up /, 84- 
18365 


Meat — Labeling — United States. 
Child nutrition labeling for meat and 
poultry products /, 84-18559 


Mechanical pulping process. 
Determining light transmittance charac- 
teristics of wood and bark chips /, 84- 
18426 


Improved aspen mechanical pulp through 
coarse grinding and refining /, 84- 
18385 


Medals — Law and legislation — United 

States. 

An Act to Authorize the President of the 
United States to Present on Behalf of 
Congress a Specially Struck Medal to 
the Widow of Roy Wilkins., 84-19200 


Gold medals to the daughter of Harry S. 
Truman, Lady Bird Johnson, and the 
widow of Roy Wilkins : hearing before 
the Subcommittee on Consumer Affairs 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
Ninety-eighth Congress, second ses- 
sion, on H.R. 3614 ... HJ. Res. 394 ... 
H.R. 3240 ... March 6, 1984, 84- 
20086 


Media programs (Education) 

Role of the media in drug abuse preven- 
tion and education : hearing before the 
Subcommittee on Alcoholism and 
Drug Abuse of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-eighth Congress, 
second session, on examining the role 
which the media could play in helping 
to put an end to the ravaging effects 
which drugs have come to have on the 
young people of this nation, April 6, 
1984., 84-20156 


Medicaid. 
Community and family living amend- 
ments of 1983 : hearing before the Sub- 


committee on Health of the Committee 
on Finance, United States Senate, 
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Ninety-eighth Congress, second ses- 
S. 2053, February 27, , 1984., 


sion, on 
84-20125 


Medical care — United States — Statistics. 
Prevention _ profile excerpted from 
Health, United States, 1983., 84-19208 


Medical care, Cost of — Pennsylvania. 

Crisis in health care : the Pennsylvania 
perspective : hearing before the Sub- 
committee on Health and Long-Term 
Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 23, 1984, Philadelphia, Pa., 
84-20062 


Medical care, Cost of — United States. 

Health care and the rural elderly : con- 
trolling costs and improving services : 
hearing before the Task Force on the 
Rural Elderly of the Select Committee 
on Aging, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, February 10, 1984, Muskogee, 
Okla., 84-20061 


Medical care recovery amendments 
report (to accompany H.R. 4666) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-19931 


Procurement and allocation of human 
organs for transplantation : hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, US. 
House of Representatives, Ninety- 
eighth Congress, first session, Novem- 
ber 7, 9, 1983., 84-20175 


Medical innovations — United States — 
Decision making. 
Impact of randomized clinical trials on 
health policy and medical practice., 
84-20042 


Medical instruments and apparatus. 
Everything you always wanted to know 
about the medical device amendments 
.. and weren’t afraid to ask., 84-19246 


Sterile medical devices : a GMP work- 
shop manual /, 84-19252 


Medical instruments and apparatus — Safety 
measures. 
Regulatory requirements for medical de- 
vices : a workshop manual /, 84- 
19250 


Medical instruments and apparatus — Safety 

regulations. 

Import/export : regulatory requirements 
for medical devices /, 84-19248 

Investigational device exemptions : regu- 
latory requirements for medical devices 
/, 84-19249 

Registration and listing : regulatory re- 


quirements for medical devices /, 84- 
19251 
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Medical instruments and apparatus — 
United States — Forms, blanks, etc. 
Medical device listing : information and 

instruction /, 84-19244 


Medical laws and legislation — United 
States. 
Everything you always wanted to know 
about the medical device amendments 
... and weren’t afraid to ask., 84-19246 


Medical personnel — United States. 

Health professions and services amend- 
ments of 1984 : report together with 
minority and additional views (to ac- 
company H.R. 5602) (including cost es- 
timate and comparison of the Congres- 
sional Budget Office)., 84-19948 


Medical research — International 
cooperation. 
The International research fellowship 
program application, review, and 
award procedures., 84-19234 


Medical research — Research grants — 
United States. 
The International research fellowship 
program application, review, and 
award procedures., 84-19234 


Medical research personnel — Training of — 
United States. 
Report of 1982 : a review of the activities 
of the last ten years and recommenda- 
tions for the next five years., 84-19227 


Medical statistics — Congresses. 

Priorities in health statistics : proceedings 
of the 19th national meeting of the 
Public Health Conference on Records 
and Statistics, August 1983., 84-19256 


Medical technology — Audio-visual aids — 
Catalogs. 
Laboratory training and consultation di- 
vision : audio-visual training aids., 84- 
19268 


Medicare. 
Medicare benefits and financing : report 
of the 1982 Advisory Council on 
Social Security., 84-19950 


Medicare reform : the national and New 
Mexico impact : hearing before the 
Committee on the Budget, United 
States Senate, Ninety-eighth Congress, 
second session, Albuquerque, N. Mex., 
February 15, 1984., 84-20091 


Medicare — Costs. 

Options for change under medicare : 
impact of a cap on catastrophic illness 
expense /, 84-19293 

A statistical analysis of the Medicare hos- 


pital routine nursing salary cost differ- 
ential /, 84-19292 
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Medicare — Pennsylvania. 

Crisis in health care : the Pennsylvania 
perspective : hearing before the Sub- 
committee on Health and Long-Term 
Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 23, 1984, Philadelphia, Pa., 
84-20062 


Medicine — Scholarships, fellowships, etc. 
The International research fellowship 
program : application, review, and 
award procedures., 84-19234 


Medicine, Clinical — Research — United 
States. 
Impact of randomized clinical trials on 
health policy and medical practice., 
84-20042 


Medicine, Clinical — Study and teaching — 
United States. 
Current clinical studies and patient refer- 
ral procedure., 84-19211 


Medicine, Preventive — United States. 
Health promotion & disease prevention : 
an assessment guide for BHCDA 
projects., 84-19287 


Melanconiaceae. 
A severe epidemic of Marssonina leaf 
blight on quaking aspen in northern 
Utah /, 84-18423 


Mental health services — Administration. 
Implementing the NIMH prototype in a 
mental health agency., 84-19278 


An Introduction to automated mental 
health information systems and their 
acquisition., 84-19279 


Understanding the NIMH prototype 
management information system., 84- 
19280 


Mentally handicapped — Education — 
United States. 
The Future of university affiliated facili- 
ties for the developmentally disabled : 
a report of the Ad Hoc Workshop on 
the University Affiliated Facility 
(UAF) Program., 84-19296 


Merchant marine — Officers — Education 

— United States. 

Simulators for mariner training and li- 
ceasing : functional specifications and 
training program guidelines for a mari- 
time cadet simulator /, 84-19849 


Merchant ships — Recognition. 

Recognition identification guide to ship 
associated flags, ensigns, and aircraft 
rondel markings : RIG SAFEARM /, 
84-18819 


Meredith Corporation. 
Case history : Meredith Corporation : in- 
dustry : publishing., 84-19730 
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Mesa Verde National Park (Colo.) — Maps. 
San Juan National Forest, Colorado, 1974 
/, %4-18376 


Metal stamping — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Automotive 
stampings (industry 3465)., 84-18589 


Metals — Inclusions. 

A compilation of fluid inclusion and 
stable isotope data on selected pre- 
cious-and base-metal epithermal depos- 
its /, 84-19404 


Data on stretching of fluid inclusions in 
fluorite and sphalerite, 84-19478 


Meteorological satellites. 
A statistical technique for forecasting 
severe weather from vertical soundings 
by satellite and radiosonde /, 84- 
18672 


Meteorological satellites — Data processing. 

Satellite observations of variations in 

Southern Hemisphere snow cover /, 
84-18671 


Meteorological satellites — Simulation 
methods. 

A SEASAT SASS simulation experiment 
to quantify the errors related to a 3- 
hour intermittent assimilation technique 
/, %4-19689 


Meteorological services — United States. 
Center Weather Service Unit (CWSU)., 
84-19836 


Meteorology — American Samoa — Pago 
Pago — Statistics — Periodicals. 
Pacific Islands monthly local climatologi- 
cal data, 84-18682 


Meteorology — Delaware — Wilmington — 
Statistics — Periodicals. 
Delaware monthly local climatological 
data, 84-18676 


Meteorology — Guam — Statistics — 
Periodicals. 
Pacific Islands monthly local climatologi- 
cal data, 84-18682 


Meteorology — North Carolina — Statistics 
— Periodicals. 
North Carolina monthly local climatolog- 
ical data, 84-18677 


Meteorology — North Dakota — Statistics 
— Periodicals, 
North Dakota monthly local climatologi- 
cal data, 84-18678 


Meteorology — Ohio — Statistics — 
Periodicals, 
Ohio monthly local climatological data, 
84-18679 
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Meteorology — Oklahoma — Statistics — 
Periodicals. 
Oklahoma monthly local climatological 
data, 84-18680 


Meteorology — Oregon — Statistics — 
Periodicals. 
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Mexico-United States Interparliamentary 
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To establish a state mining and mineral 
resources research institute program : 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
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and Mineral Resources of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-eighth 
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84-19481 


Monetary policy — United States. 
The Effect of deficits on prices of finan- 
cial assets : theory and evidence., 84- 
19799 


Monetary policy and its relationship to 
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barges, Seattle, Washington, September 
10, 1983., 84-19825 


Mortgage loans — United States. 

Oversight hearing on the Grace report : 
operation of the VA home loan guar- 
anty program : hearing before the Sub- 
committee on Housing and Memorial 
Affairs of the Committee on Veterans’ 
Afairs, House of Representatives, 
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Paleomagnetism and suspect terranes of 
the North American Cordillera, 84- 
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Paleomagnetism — North Carolina. 
Paleomagnetic results from seven Middle 
Paleozoic plutons in the Appalachian 
Piedmont of North and South Caroli- 
na, 84-19497 


Paleomagnetism — South Carolina. 
Paleomagnetic results from seven Middle 
Paleozoic plutons in the Appalachian 
Piedmont of North and South Caroli- 
na, 84-19497 


Paleontology — California. 
Tertiary marine pelecypods of California 
and Baja California : Propeamussiidae 
and Pectinidae /, 84-19330 


Paleontology — Mexico — Baja California 
Peninsula. 
Tertiary marine pelecypods of California 
and Baja California : Propeamussiidae 
and Pectinidae /, 84-19330 
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Paleontology — Tertiary. | 

Tertiary marine pelecypods of California | 

and Baja California : Propeamussiidae 
and Pectinidae /, 84-19330 


Panama — Foreign relations — United 

States. 

The Panama Canal Treaty—constitution- 
al and legal aspects of the ratification 
process : hearing before the Subcom- 
mittee on Separation of Powers of the 
Committee on the Judiciary, United 
States Senate, Ninety-eighth Congress, 
first session, on the Panama Canal 
Treaty, constitutional and legal aspects 
of the ratification process, June 28, 
1983., 84-20150 


Panama Canal (Panama) 

The Panama Canal Treaty—constitution- 
al and legal aspects of the ratification 
process : hearing before the Subcom- 
mittee on Separation of Powers of the 
Committee on the Judiciary, United 
States Senate, Ninety-eighth Congress, 
first session, on the Panama Canal 
Treaty, constitutional and legal aspects 
of the ratification process, June 28, 
1983., 84-20150 
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A FORTRAN computer program to 
compute the radiation pattern of an 
array-fed paraboloid reflector /, 84- 
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Chemical stimulation of lightwood in 
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Parent-teacher relationships. 

Parent involvement : a practical guide 
about how to involve parents of chil- 
dren with disabilities in the public 
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Parks — United States — Maintenance. 
Overall impact of the Urban Park and 
Recreation Recovery Program : report 
to Congress, December 31, 1983., 84- 
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Parole — Washington (D.C.) 

Parole transfer : hearing and markups 
before the Subcommittee on Judiciary 
and Education and the Committee on 
the District of Columbia, House of 
Representatives, Ninety-eighth Con- 
gress, first session, on H.R. 2319 and 
H.R. 3369 ... May 3, June 23, and July 
19, 1983., 84-20099 
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Land sale : two parcels near Pasco, 
Washington., 84-19600 


Pasture, Right of — United States. 
Department of the Interior digest of graz- 
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Patient education or health care delivery | 


: list of resources., 84-19267 


Pattern-making — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Industrial pat- 
terns (industry 3565)., 84-18597 


Pavements — Skid resistance — 
Mathematical models. 
Predictor model for seasonal variations in 
skid resistance., 84-19832 
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Pavement friction measurements on non- 
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Pavements — United States — Statistics. 
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report. Industry series. Paving mixtures 
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Peace — International cooperation. 
Promoting peace in the Middle East : 
November 19, 1983 /, 84-19754 
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unteer handbook., 84-19736 
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cal data, 84-18683 
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84-18635 


Pennyroyal Region (Ky. and Tenn.) 
Classification and evaluation of forest 
sites on the Eastern Highland Rim and 
Pennyroyal /, 84-18470 


Penobscot River (Me.) 
A Water quality success story : Penob- 
scot River, Maine., 84-19085 


Pensions — United States. 

Retirement Equity Act of 1984 : report 
together with an individual view (to 
accompany H.R. 4280 which on No- 
vember 2, 1983, was referred jointly to 
the Committee on Education and 
Labor and Committee on Ways and 
Means) (including cost estimate of the 
Congressional Budget Office)., 84- 
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Veterans’ benefits as amended through 
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Personal injuries — United States. 

Labor needs to adjust compensation ben- 
efits it pays injured federal employees 
to levels appropriate to their disabilities 
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Personnel service in higher education — 
United States — Administration. 
The management of student affairs pro- 
grams in community colleges : revamp- 
ing processes and structures /, 84- 
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Pest control — United States. 
Pests not known to occur in the United 
States or of limited distribution., 84- 
18561 


Pesticides — Toxicology — United States. 

Contamination from ethylene dibromide 
(EDB) : hearing before the Subcom- 
mittee on Toxic Substances and Envi- 
ronmental Oversight of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-eighth 
Congress, second session, January 27, 
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Pesticides — United States. 
Regulating pesticides., 84-19042 


Pesticides — United States — Controlled 
release. 
Pesticide use on fall potatoes in the 
United States, 1979 /, 84-18547 
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of environmental chemicals /, 84- 
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Pests not known to occur in the United 
States or of limited distribution., 84- 
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Assessment of undiscovered convention- 
ally recoverable petroleum resources of 
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nisia, Mauritania, Mali, Niger, eastern 
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lic, Sudan, Ethiopia, Somalia, and 
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Assessment of undiscovered convention- 
ally recoverable petroleum resources of 
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Petroleum reserve storage in New Eng- 
land : hearing before the Subcommittee 
on Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, first session, Decem- 
ber 15, 1983., 84-20121 


Petroleum — New England — Storage. 

Petroleum reserve storage in New Eng- 
land : hearing before the Subcommittee 
on Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, first session, Decem- 
ber 15, 1983., 84-20121 


Petroleum — Prices — United States. 

Regulatory reform of the oil pipeline in- 
dustry : hearings before the Subcom- 
mittee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, H.R. 2677 ... November 9 and 10, 
1983., 84-20167 


Petroleum — Reserves. 
Distribution and quantitative assessment 
of world crude oil reserves and re- 
sources /, 84-19323 


World finding-rate studies : 
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Petroleum — Taxation — United States. 
IRS’ administration of the Crude Oil 
Windfall Profit Tax Act of 1980 : 
report to the chairman, Subcommittee 
on Commerce, Consumer, and Mone- 
tary Affairs, House Committee on 
Government Operations /, 84-19139 


IRS’ administration of the Crude Oil 
Windfall Profit Tax Act of 1980 : sum- 
mary : report to the chairman, Sub- 
committee on Commerce, Consumer, 
and Monetary Affairs, House Commit- 
tee on Government Operations /, 84- 
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Petroleum — United States — Data 
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DEPTH : a system for the display of 
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Regulatory reform of the oil pipeline in- 
dustry : hearings before the Subcom- 
mittee on Surface Transportation of the 
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Preprint from the ... Bureau of Mines 
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Precipitated impurities in monoammon- 
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generation alternative /, 84-18483 


Pins and needles — Trade and manufacture 

— Statistics. 
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report. Industry series. Needles, pins, 
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J-integral tearing instability analyses for 
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report. Industry series. Fabricated pipe 
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Pipe industry — United States — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Fabricated pipe 
and fittings (industry 3498)., 84-18592 


Pipe lines — United States — Safety 
measures. 

Reauthorizations for hazardous materials 
transportation and pipeline safety 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-eighth Congress, second __ ses- 
sion, on reauthorizations for hazardous 
materials transportation and _ pipeline 
safety, April 24, 1984., 84-20098 


Planetary boundary layer. 
Variation of planetary boundary layer 
dispersion properties with height in un- 
stable conditions /, 84-20033 
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Pre-plant soaking of dormant populus 
hardwood cuttings /, 84-18398 


Plants, Effect of air pollution on. 
A review and assessment of the effects of 
pollutant mixtures on vegetation : re- 
search recommendations /, 84-19043 


Plating — Statistics. 
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report. Industry series. Plating and po- 
lishing (industry 3471)., 84-18590 


Platinum group. 
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ides /, 84-19526 
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Pilot mill flotation of serpentinized plati- 
num-palladium ore from the Stillwater 
complex /, 84-19524 


Platinum ores — Montana. 
Pilot mill flotation of serpentinized plati- 
num-palladium ore from the Stillwater 

complex /, 84-19524 


Play — United States. 
Characteristics of children’s play., 
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Plumbing — Equipment and supplies — 

Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Plumbing fit- 
tings and brass goods (industry 3432)., 
84-18587 


Plutonium. 

Plutonium recycle test reactor (PRTR) 
accident : a final report on the investi- 
gation of fission product chemical 
forms /, 84-20011 


Plywood industry — United States. 
Economic feasibility of manufacturing 
COM-PLY floor joists /, 84-18415 
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Poisons — Analysis. 

Toxicity testing of chemicals : hearing 
before the Subcommittee on Toxic 
Substances and Environmental Over- 
sight of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-eighth Congress, second 
session, April 10, 1984., 84-20163 


Poisons — Safety measures, 
U.S. Consumer Product Safety Commis- 
sion poison lookout checklist., 84- 
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Low-income home energy assistance 
amendments of 1984 : report together 
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al views (to accompany H.R. 2439 ... 
referred jointly to the Committee on 
Energy and Commerce and the Com- 
mittee on Education and Labor) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-19918 
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blight on quaking aspen in northern 
Utah /, 84-18423 
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1930, together with the information ob- 
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report (to accompany H.R. 4307) (in- | 


cluding cost estimate of the Congres- 
sional Budget Office)., 84-19942 


Rivers — New York (State) — Long Island 
— Regulation. 
Streamflow augmentation at 


draulic feasibility study /, 84-19328 


Road construction — New York (N.Y.) — 

Finance. 

Westway project : a study of abuses in 
federal/state relations : hearings before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-eighth Con- 
gress, first session, September 13, 14; 
October 19; and November 16, 1983., 
84-20139 


Road construction — United States — 
States. 
Designated priority primary routes., 
20166 
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Road drainage — Mathematical models. 
Drainage of highway pavements., 
19833 


84- 


Road meters. 
Pavement friction measurements on non- 


tangent sections of roadways., 84- 
19831 


Roads — Idaho — Embankments. 
Construction cost and erosion control ef- 
fectiveness of filter windrows on fill 
slopes /, 84-18421 


Roads — United States — Finance. 

An Act to Apportion Certain Funds for 
Construction of the National System of 
Interstate and Defense Highways for 
Fiscal Year 1985, and to Increase the 
Amount Authorized to be Expended 
for Emergency Relief Under Title 23, 
United States Code, and for Other Pur- 
poses.. 84-19187 


Revised table S—estimated federal-aid 
and state matching funds to complete 
the national system of interstate and 
defense highways and apportionment 
factors for distribution of fiscal years 
1985 and 1986 authorizations., 
20169 
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Roads — United States — Finance — Case 
studies. 
Alternative financing for urban transpor- 
tation : state-of-the-art case analyses : 
final report /, 84-19818 


Roads — United States — Finance — 
Congresses. 
Highway programming issues and prac- 
tices : proceedings of two conferences 
/, 84-19822 
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Self-restoring barrier (SERB) guardrail : 
an interim report on its installation in 
four states., 84-19834 


Designated priority primary routes., 84- 
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Controlled Substance Registrant Protec- 
tion Act of 1984 : report together with 
additional views (to accompany H.R. 
5222)., 84-19922 


Rock mechanics — Research — United 
States. 
In situ geomechanics of crystalline 
sedimentary rocks, 84-19468 


Rocks, Crystalline — United States. 
In situ geomechanics of crystalline 
sedimentary rocks, 84-19468 


Rocks, Sedimentary. 
In situ geomechanics of crystalline 
sedimentary rocks, 84-19468 


Rotors — Noise. 
Broadband rotor noise analyses /, 
19687 


Rotors — Testing. 
Lewis Research Center spin rig and its 
use in vibration analysis of rotating sys- 
tems /, 84-19705 


Performance of a tandem-rotor/tandem- 
stator conical-flow compressor de- 
signed for a pressure ratio of 3 /, 84- 
19698 


Routt National Forest (Colo.) 
Final environmental impact statement, 
Routt National Forest., 84-18477 
Routt National Forest, Land and Re- 
source Management Plan., 84-18476 


Runoff — Colerado. 
Use of rainfall-simulator data in precipita- 
tion-runoff modeling studies /, 84- 
19344 


Runoff — Tennessee — Normandy Lake. 
Effects of a runoff event on Normandy 
Reservoir water quality /, 84-20052 
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Rural electrification — United States. 
REA specification for aerial and under- 
ground telephone cable, PE-22., 84- 
18523 


Rural health services — United States. 

Health care and the rural elderly : con- 
trolling costs and improving services : 
hearing before the Task Force on the 
Rural Elderly of the Select Committee 
on Aging, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, February 10, 1984, Muskogee, 
Okla., 84-20061 


Rural population — Statistics. 
Farm population trends by farm charac- 
teristics, 1975-1980 /, 84-18543 


Russian River (Calif.) 

Mineralogical and sedimentological data 
collected on the sheif and upper slope 
adjacent to the Russian River, northern 
California, 84-19414 
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Safety education — United States. 

“It’s no accident” : a consumer product 
safety education curriculum resource 
guide for teachers of grades 3 through 
6., 84-19955 


Safety for older consumers : a consumer 
product safety commission pilot pro- 
gram., 84-19954 


Safety goggles. 
Effectiveness of the Mark V Chemical- 
Biological Mask worn over spectacles 
/, 84-18839 


Saint Helens, Mount (Wash.) — Eruption, 

1980. 

Mount St. Helens eruptions of 1980 : at- 
mospheric effects and potential climatic 
impact : a workshop report /, 84- 
19680 


Saint Helens, Mount, (Wash.) Region — 

Climate. 

Mount St. Helens eruptions of 1980 : at- 
mospheric effects and potential climatic 
impact : a workshop report /, 84- 
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Sales promotion. 
Land sale : five parcels near Chelan, 
Washington /, 84-19596 


Land sale : three parcels in Douglas 
County, Oregon /, 84-19599 


Salt domes — Louisiana. 
Identification of characteristics which in- 
fluence repository design : domal salt / 
, 84-19972 
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fluence repository design : domal salt / 
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Salt-free diet. 
The public knows 
sodium /, 84-19242, 


and cares about 
84-19243 


Salt mines and mining — New York (State) 

— Retsof. 

Notes on the clay mineralogy of the 
Retsof salt bed, International Salt Com- 
pany mine, Retsof, New York, 84- 
19458 


San Juan National Forest (Colo.) 

Final environmental impact statement for 
the San Juan National Forest land and 
resource management plan, Archuleta, 
San Juan, La Plata, Montezuma, Dolo- 
res, Mineral, Hinsdale, Conejos, San 
Miguel and Rio Grande Counties, Col- 
orado., 84-18478 


San Juan National Forest (Colo.) — Maps. 
San Juan National Forest, Colorado, 1974 
/, %84-18376 


San Juan (P.R.) — Climate — Statistics — 
Periodicals. 
West Indies monthly local climatological 
data, 84-18693 


Sand and gravel plants — Noise control. 
Retrofit noise control modifications for 
crushing and screening equipment in 
the nonmetallic mining industry : an 
applications manual /, 84-19527 


Sand-dunes — Saudi Arabia. 
The environmental history and present 
condition of Saudi Arabia’s northern 
sand seas, 84-19467 


Sanpoil River Region (Wash.) 

Guidebook for 1983 friends of the Pleis- 
tocene field trip to the Sanpoil River 
Valley, northeastern Washington, 84- 
19406 


Saprolites — Southern States. 
Domestic saprolites as potential substi- 


tutes for refractory-grade bauxite /, 
84-19521 


Saws — Trade and manufacture — United 
States — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Hand saws and 
saw blades (industry 3425)., 84-18586 


Scales (Weighing instruments) — United 

States — Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Scales and bal- 
ances, except laboratory (industry 
3576)., 84-18601 
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Neighborhood schools : the new (?) legal 
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Stages in decline : how an educational 
organization scales down /, 84-18981 


Why communities protest school closings | 


/, 84-18983 


School attendance — United States — 
Statistics. 
Public school enrollment, United States, 
Fall 1981 7, 84-18986 


School board-Superintendent relationships. 
Board/administrator relations : keys to 
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continuing education for school board 
members., 84-18893 


Conflict management : keys to school 
boardsmanship : a program of continu- 
ing education for school board mem- 
bers., 84-18896 


School boards — Political aspects — United 
States — Handbooks, manuals, etc. 
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manship, a program of continuing edu- 
cation for school board members., 84- 
18894 


School boards — United States. 
Board/administrator relations : keys to 
school boardsmanship : a program of 
continuing education for school board 
members., 84-18893 


Conflict management : keys to school 
boardsmanship : a program of continu- 
ing education for school board mem- 
bers., 84-18896 


Effective meetings keys to school 
boardsmanship : a program of continu- 
ing education for school board mem- 
bers., 84-18897 


Policy development : keys to school 
boardsmanship : a program of continu- 
ing education for school board mem- 
bers., 84-18899 


Program evaluation keys to school 
boardsmanship : a program of continu- 
ing education for school board mem- 
bers., 84-18900 


School improvement : a critical function 
of school boards : a manual for work- 
shop leaders., 84-18987 


What do school boards do? : keys to 
school boardmanship : a program of 
continuing education for school board 
members., 84-18901 


School boards — United States — 

Handbooks, manuals, etc. 

Building bridges : keys to school boards- 
manship, a program of continuing edu- 
cation for school board members., 84- 
18894 
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Communicating with the community 
keys to school boardsmanship, a pro- 
gram of continuing education for 
school board members., 84-18895 


School census — United States. 
Managing enrollment decline : current 
knowledge and future applications /, 
84-18978 


Studying enrollment decline (and other 
timely issues) via the case survey /, 
84-18982 


School discipline — United States. 
Classroom management : a review of 
practice-oriented research., 84-18956 


Student discipline and motivation : re- 
search synthesis /, 84-18903 


School district size — United States. 
Retrenchment policies and their organiza- 
tional consequences /, 84-18980 


School districts — United States — 
Evaluation. 
Stages in decline : how an educational 
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School districts — United States — 
Management. 
Retrenchment policies and their organiza- 
tional consequences /, 84-18980 


School integration — United States. 
Neighborhood schools : the new (?) legal 
response to enrollment decline and de- 
segregation /, 84-18979 


School management and organization — 
California — Case studies. 
Five principals in action : perspectives on 
instructional management /, 84-18936 


School management and organization — 
United States. 
Two paradoxes in managing decline : 
comprehensive planning and participa- 
tion /, 84-18977 


School management and organization — 
United States — Case studies. 
Administrator’s guide to computers in the 

classroom /, 84-18984 


School management and organization — 
United States — Decision making. 
Leadership and decision making for effec- 

tive educational change /, 84-18985 
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School management teams — Handbooks, 
manuals, etc. 
The educational management team : keys 
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continuing education for school board 
members., 84-18898 


School superintendents and principals — 
Alaska. 
Principals in rural Alaska 
profile /, 84-19004 


: a descriptive 


School superintendents and principals — 
California — Case studies. 
Five principals in action : perspectives on 
instructional management /, 84-18936 


School superintendents and principals, 
Training of — United States. 
Effective principals : what do we know 
from various educational literatures? /, 
84-18904 


Science — International cooperation. 
The International research fellowship 
program application, review, and 

award procedures., 84-19234 


Science — Research grants — United States 
— Periodicals. 
Federal funds for research and develop- 
ment., 84-19722 


Science — Study and teaching (Elementary) 
— United States. 
Plants as producers : a case study of ele- 
mentary science teaching /, 84-19008 


Transparencies on light teacher's 


manual /, 84-19010 


Science — Study and teaching (Elementary) 
— United States — Case studies. 
Studying light in the fifth-grade : a case 

study of text-based science teaching /, 
84-19009 


Science — United States — Bibliography — 
Catalogs. 
Publications of 

Foundation., 


the National 
84-19721 


Science 


Science and state — United States — 
Congresses. 
Symposium on Minorities and Women in 
Science and Technology 
84-20173 


Science and state — United States — 
Periodicals. 


Grants and awards for fiscal year... 
84-19720 
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Science teachers — United States — Supply 
and demand. 
Science teacher supply and demand /, 
84-18961 


Scientific apparatus and instruments. 
Studies of U.S. universities’ research 
equipment needs inconclusive : report / 
, 84-19153 


Scientists — United States. 
Civilian career opportunities with Navy 
engineers & scientists., 84-18817 


The Naval intelligence challenge : civil- 
ian careers for engineers & scientists., 
84-18816 


Screens (Mining) — Noise. 

Retrofit noise control modifications for 
crushing and screening equipment in 
the nonmetallic mining industry : an 
applications manual /, 84-19527 


Scrubber (Chemical technology) 
Limestone scrubber slurry automatic con- 
trol systems /, 84-19053 


Sea ice — Beaufort Sea. 

Ice gouge data sets from the Alaskan 
Beaufort Sea : magnetic tape and docu- 
mentation for computer assisted analy- 
ses and correlation, 84-19453 


Sea level — Mathematical models. 
Time series analysis of Cenozoic era sea 


level and paleotemperature data, 84- 
19425 


Sea-water — Analysis. 
Basalt samples and water-column samples 
from the southern Juan de Fuca Ridge 
: preliminary results of cruise L13-82- 
WF, 84-19487 
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United States of America, treasury bonds 
of 2008-2013., 84-19804 


United States of America, treasury notes 
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84-19802 
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of February 28, 1986, series R-1986., 
84-19805 


United States of America, treasury notes 
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84-19801 


United States of America, 11 °/.4% treas- 
ury notes of November 15, 1993, series 
D-1993., 84-19803 

United States of America, 11 7/s% treas- 
ury bonds of 2003., 84-19806 


Security, International. 


International security and development 
cooperation program., 84-19787 
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Sediment, Suspended — Utah — Jordan 
River. 
Turbidity and suspended sediment in the 
Jordan River, Salt Lake County, Utah 
/, %84-19348 


Sediment, Suspended — Venezuela — 
Orinoco River. 
Data from sediment studies of the Rio 
Orinoco, Venezuela, August 15-25, 
1982, 84-19444 


Sediment transport — Florida. 

A Preliminary appraisal of sediment 
sources and transport in Kings Bay and 
vicinity, Georgia and Florida /, 84- 
19342 


Sediment transport — Georgia. 

A Preliminary appraisal of sediment 
sources and transport in Kings Bay and 
vicinity, Georgia and Florida /, 84- 
19342 


Sediment transport — Illinois. 
Measurement of bedload discharge in 
nine Illinois streams with the Helley- 
Smith sampler /, 84-19343 


Sediment transport — United States. 
Interaction of waves and currents /, 
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Sediment transport — United States — 
Mathematical models. 
A numerical model to simulate sediment 
transport in the vicinity of coastal 
structures /, 84-18793 


Sedimentary structures — Oregon — Baker 

County. 

Analytical results for stream sediments, 
pan concentrates from stream sedi- 
ments, and rock samples from the 
Homestead, Lake Fork, and Lick 
Creek Roadless Areas, Baker and 
Wallowa Counties, Oregon, 84-19417 


Sedimentary structures — Oregon — 

Wallowa County. 

Analytical results for stream sediments, 
pan concentrates from stream sedi- 
ments, and rock samples from the 
Homestead, Lake Fork, and Lick 
Creek Roadless Areas, Baker and 
Wallowa Counties, Oregon, 84-19417 


Sedimentation analysis. 

A preliminary evaluation of stream sedi- 
ment sampling for the detection of 
cobalt mineralization in the Bou Azzer 
district, Morocco, 84-19395 


Sedimentation and deposition. 

Analytical results for stream sediments, 
pan concentrates from stream sedi- 
ments, and rock samples from the 
Homestead, Lake Fork, and _ Lick 
Creek Roadless Areas, Baker and 
Wallowa Counties, Oregon, 84-19417 
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Sediment: data for mid-Arkansas and 


upper-Red River basins through 1980, | 


84-19448 


Sedimentation and deposition — Alaska — 
Susitna River Basin. 
Sediment discharge data for selected sites 
in the Susitna River Basin, Alaska, 
1981-82, 84-19492 


Sedimentation and deposition — Economic 
aspects — United States. 
Economics of agricultural erosion and 
sedimentation : a selected literature 
review /, 84-18550 


Sedimentation and deposition — United 
States — Handbooks, manuals, etc. 
National engineering handbook. Section 

3, Sedimentation., 84-18490 


Sediments (Geology) — Oregon. 

Analyses of elutriates, native water, and 
bottom material in selected rivers and 
estuaries in western Oregon and Wash- 
ington, 84-19369 


Sediments (Geology) — Washington (State) 
Analyses of elutriates, native water, and 
bottom material in selected rivers and 
estuaries in western Oregon and Wash- 
ington, 84-19369 


Seed industry and trade — Law and 
legislation — United States. 
Federal Seed Act regulations (part 201) : 
certified seed regulations., 84-18539 


Seed orchards — Oregon. 
Dennie Ahl, providing for the 21st centu- 
ry., 84-18375 


Seed orchards — United States. 
Tree shaking machine aids cone collec- 
tion in a Douglas-fir seed orchard /, 
84-18432 


Seed orchards — Washington. 
Dennie Ahl, providing for the 21st centu- 
ry., 84-18375 


Seedlings — United States — Congresses. 
Proceedings : 1982 Southern Nursery 
Conferences : Western session-Oklaho- 
ma City August 9-12, Eastern session- 
Savannah July 12-15 ; cosponsors: 
Georgia Forestry Commission, Oklaho- 
ma Forestry Division, USDA Forest 
Service - Southern Region., 84-18484 


Seeds — Testing — Law and legislation — 
United States. 
Federal Seed Act regulations (part 201) : 
certified seed regulations., 84-18539 


Seepage. 
Properties of filter cloths for seepage 
control in coal mine waste embank- 
ments /, 84-19518 ‘ 
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Seismic prospecting — Bering Sea — Maps. 
High-resolution seismic reflection profiles 
Navarin Basin province, northen 
Bering Sea, 1980, 84-19357 


Seismic prospecting — California. 
Multichannel 
collected in 1979 in the eastern Pacific 
Ocean off the California coast south of 

Pt. Conception, 84-19431 


Seismic reflection method. 
Common-depth-point _ seismic-reflection 
survey on the Mississippi River in the 
vicinity of Alton, Illinois, 84-19499 


Marine geological and geophysical inves- 
tigations of the Antarctic continental 
margin, 1984 /, 84-19327 


Seismic refraction method. 

Data report for the August 1982 seismic- 
refraction experiment in the Mono Cra- 
ters-Long Valley region, California, 
84-19454 


Seismic refraction method — Computer 
programs. 

Computer program modifications of 
Open-file report 82-1065 : a compre- 
hensive system for interpreting seismic- 
refraction and arrival-time data using 
interactive computer methods, 84- 
19433 


Seismological research — Missouri — New 
Madrid. 
New Madrid Seismotectonic Study : ac- 
tivities during fiscal year 1982 /, 84- 
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Seismological research — United States — 
Finance. 


An Act to Authorize Appropriations for 


the Earthquake Hazards Reduction Act | 
of 1977 and the Federal Fire Preven- | 
tion and Contol Act of 1974 for Fiscal | 


Year 1984 and Fiscal Year 1985, and 
for Other Purposes., 84-19188 


Seismology — Bering Sea — Maps. 
High-resolution seismic reflection profiles 
Navarin Basin province, northen 
Bering Sea, 1980, 84-19357 
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Data report for the August 1982 seismic- 
refraction experiment in the Mono Cra- 
ters-Long Valley region, California, 
84-19454 


Seismology — Congresses. 

Proceedings of conference XXII : a 
workshop on “Site-Specific Effects of 
Soil and Rock on Ground Motion and 
the Implications for Earthquake-Resist- 
ant Design”, July 25-27, 1983, Santa 
Fe, New Mexico /, 84-19318 
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Seismology — United States — Computer 
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AGRAM : a series of computer programs 
for processing digitized strong-motion 
accelerograms (version 1.0) /, 84- 
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STEREO, a computer program for pro- 
jecting and plotting stereograms, 84- 
19362 


Self-culture — Bibliography. 
Guide to spoken-word recordings : edu- 
cational, professional, and self-develop- 
ment materials., 84-19663 


Semiconductors. 

Copyright protection for semiconductor 
chips : hearings before the Subcommit- 
tee on Courts, Civil Liberties, and the 
Administration of Justice of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-eighth Congress, 
first session, on H.R. 1028 ... August 3 
and December 1, 1983., 84-20148 


Semiconductors — Thermal properties. 
TXYZ, a program for semiconductor IC 
thermal analysis /, 84-18663 


Semiconductors — Trade-marks. 
The Semiconductor Chip Protection Act 
of 1984 : report (to accompany S. 
1201)., 84-19890 





Sentences (Criminal procedure) — United 

States. 

A federal prosecutor’s guide to bond and 
sentencing issues : pretrial detention, 
sentence enhancement, parole eligibil- 
ity, and penal designation in federal 
prosecutions /, 84-19620 


Service industries — United States — 

Equipment and supplies — Statistics. 

1982 census of manufactures. Preliminary 
report. Industry series. Service industry 
machinery, N.E.C. (industry 3589)., 
84-18605 


Severe Accident Sequence Analysis Program 

(EG&G Idaho) 

Severe accident sequence analysis 
(SASA) program sequence event tree : 
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Screening methods for PAH priority pol- 
lutants in wastewater /, 84-19068 





Page 1-429 





Sewage sludge as fertilizer U.S. 
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Effects of using sewage sludge on agri- | 
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States — Statistics. 
The female-male earnings gap 
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Sheet-metal work — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Sheet metal 
work (industry 3444)., 84-18588 


Ship handling — Simulation methods. 
Simulators for mariner training and li- 
censing : functional specifications and 
training program guidelines for a mari- 
time cadet simulator /, 84-19849 


Shrimp fisheries — Southeastern States. 
A report on the available economic data 
for the shrimp fisheries in the south- 
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Allometric biomass equations for 98 spe- 
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Shrubs — United States. 
Allometric biomass equations for 98 spe- 
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84-18429 


Proceedings, research and management of 
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Sierra Nevada Mountains Region (Calif. and 
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Sierra Nevada, California, showing the 
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Single parent adoption /, 84-19297 
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catalog /, 84-18860 
Skylab Program. 
Living and working in space : 
of Skylab /, 84-19682 
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Sling safety... 84-19644 
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Conference., 84-19795 
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ness : report (to accompany H.R. 5298) 
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Computer-assisted instruction. 
Using microcomputers in the social stud- 
ies classroom /, 84-19018 


Social sciences — United States — 
Examinations. 
Procedural handbook : 1981-1982 mathe- 
matics and citizenship/social studies as- 
sessments., 84-19017 


Social security — Law and legislation — 
United States. 
Amendments to the Social Security Act, 
1969-1972., 84-19204 


Social security — Ohio. 

Social security disability process : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, March 19, 1984, 
Springfield, Ohio., 84-20063 


Social security courts — United States. 
Vermont’s response to the federal social 
security disability review program : 
hearing before the Subcommittee on 
Retirement Income and Employment 
of the Select Committee on Aging, 
House of Representatives, Ninety- 
eighth Congress, first session, July 22, 
1983, Burlington, Vermont., 84-20064 


Social service — United States. 

Welfare, social services, and unemploy- 
ment issues : impact of federal budget 
cuts : hearing before the Subcommittee 
on Public Assistance and Unemploy- 
ment Compensation of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, Atlanta, Georgia, November 
18, 1983., 84-20183 


Sodium. 
The public knows and cares about 
sodium /, 84-19242, 84-19243 


Soil conservation — Cuyahoga Valley 
National Recreation Area (Ohio) 
Providing certain authority to reduce 

erosion within the Cuyahoga Valley 
National Recreation Area : report (to 
accompany H.R. 3739) (including the 
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cost estimate of the Congressional 
Budget Office)., 84-19937 


Soil conservation — Idaho. 
Construction cost and erosion control ef- 
fectiveness of filter windrows on fill 
slopes /, 84-18421 


Soil conservation — Law and legislation — 

United States. 

National Topsoil Preservation Act of 
1983 : hearing before the Subcommittee 
on Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, first session, on H.R. 
19 ... hearing held in Washington, 
D.C., July 19, 1923., 84-20144 


Soil conservation — United States. 
A comparison of tillage systems : for re- 
ducing soil erosion and water pollution 
/, 84-18368 


Soil erosion — Economic aspects — United 
States. 
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sedimentation : a selected literature 
review /, 84-18550 
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BDEN : a timesaving computer program 
for calculating soil bulk density and 
water content /, 84-18458 
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84-18493 
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Soil survey of Dallas County, Iowa /, 
84-18498 
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84-18499 
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Soil survey of Marion County, Kansas /, 
84-18511 


Soil-surveys — Nebraska — Box Butte 
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Soil survey of Box Butte County, Nebras- 
ka /, 84-18494 
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Soil survey of Sullivan County, New 
Hampshire /, 84-18519 
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National soils handbook., 84-18491 
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Classification and evaluation of forest 
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Soil survey of Carroll County, Arkansas 
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Maps. 
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/, 84-18496 
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Arkansas /, 84-18502 


Soils — Density — Computer programs. 
BDEN : a timesaving computer program 
for calculating soil bulk density and 
water content /, 84-18458 
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Pennyroyal /, 84-18470 
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Maps. 
Soil survey of Broward County, Florida, 
eastern part /, 84-18495 
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Soil survey of Dooly and Macon Coun- 
ties, Georgia /, 84-18500 


Soils — Georgia — Macon County — Maps. 
Soil survey of Dooly and Macon Coun- 
ties, Georgia /, 84-18500 


Soils — Illinois — Bond County. 
Soil survey of Bond County, Illinois /, 
84-18493 


Soils — Illinois — Bond County — Maps. 
Soil survey of Bond County, Illinois /, 
84-18493 
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Soil survey of Orange County, Indiana /, 
84-18513 
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84-18513 


| Soils — Iowa — Dallas County. 
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Soils — Iowa — Dallas County — Maps. 
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Soil survey of Jewell County, Kansas /, 
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Soil survey of Jewell County, Kansas /, 
84-18506 
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Soil survey of Marion County, Kansas /, 
84-18511 


Soils — Kansas — Marion County — Maps. 
Soil survey of Marion County, Kansas /, 
84-18511 


Soils — Kansas — Sheridan County. 
Soil survey of Sheridan County, Kansas / 
, 84-18516 


Soils — Kansas — Sheridan County — 
Maps. 
Soil survey of Sheridan County, Kansas / 
84-18516 
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sites on the Eastern Highland Rim and 
Pennyroyal /, 84-18470 
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Soil survey of Jessamine and Woodford 
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Soils — Kentucky — Jessamine County — 
Maps. 
Soil survey of Jessamine and Woodford 
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| Soils — Kentucky — Woodford County. 


Soil survey of Jessamine and Woodford 
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Maps. 
Soil survey of Pennington County, Min- 
nesota /, 84-18514 
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Maps. 
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Soil survey of Box Butte County, Nebras- 
ka /, 84-18494 
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Maps. 
Soil survey of Box Butte County, Nebras- 
ka /, 84-18494 
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Soil survey of Cass County, Nebraska /, 
84-18497 


Soils — Nebraska — Cass County — Maps. 
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84-18497 


Soils — Nebraska — Madison County. 
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Soils — New Hampshire — Sullivan County 
— Maps. 
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Soil survey of LeFlore County, a Os eee 
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Maps. 
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ma /, 84-18508 
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84-18503 
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vania /, 84-18517 
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— Maps. 
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vania /, 84-18517 
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Classification and evaluation of forest 
sites on the Eastern Highland Rim and 
Pennyroyal /, 84-18470 


Soils — South Dakota — Faulk County. 
Soil survey of Faulk County, South 
Dakota /, 84-18501 


Soils — South Dakota — Faulk County — 
Maps. 
Soil survey of Faulk County, 
Dakota /, 84-18501 


South 


Soils — Tennessee — Classification. 
Classification and evaluation of forest 
sites Gn the Eastern Highland Rim and 
Pennyroyal /, 84-18470 


Soils — Texas — Austin County. 
Soil survey cf Austin and Waller Coun- 
ties, Texas /, 84-18492 


Soils — Texas — Austin County — Maps. 
Soil survey of Austin and Waller Coun- 
ties, Texas /, 84-18492 


Soils — Texas — Waller County. 
Soil survey of Austin and Waller Coun- 
ties, Texas /, 84-18492 


Soils — Texas — Waller County — Maps. 
Soil survey of Austin and Waller Coun- 
ties, Texas /, 84-18492 


Soils — Virginia — Warren County. 
Soil survey of Warren County, Virginia / 
, 84-18520 


Maps. 
Soil survey of Warren County, Virginia / 
, 84-18520 


Soils — Washington (State) — Grant 
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Soil survey of Grant County, Washington 
/, 84-18504 


| Soils — Washington (State) — Grant County 
Soils — Oregon — Gilliam County — Maps. | 


Soil survey of Gilliam County, Oregon /, | 


— Maps. 
Soil survey of Grant County, Washington 
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| Soils — Wyoming — Laramie County. 
Soil survey of Laramie County, Wyo- 


ming, eastern part /, 84-18507 
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Maps. 
Soil survey of Laramie County, Wyo- 


ming, eastern part /, 84-18507 


Solar energy — United States. 
Intensity and absorbed-power distribution 
in a cylindrical solar-pumped dye laser 


/, 84-19709 


Solar energy research — United States. 
OAST-1., 84-19674 


Solar heating. 
On-farm demonstration of solar heating 
of livestock shelters : final report /, 

84-18488 


Solution (Chemistry) 
Valence effects on the sorption of nu- 


clides on rocks and minerals /, 84- 
19990 





Solvents. 
Stabilization of the solvent methyl-n-amyl 
ketone (MAK) in vinyl paints /, 84- 
18798 


Sorbitol. 

Sorbitol from France : determination of 
the Commission in investigation no. 
731-TA-44 (final) under the Tariff Act 
of 1930, together with the information 
obtained in the investigation. 84- 
19613 


Sound — Measurement. 
Sound power measurements on the MIE1 
engine and total power pack /, 84- 
18802 


Sound — Transmission. 
Optimum depth propagation in shallow 
water /, 84-18850 


Transverse horizontal coherence and 


low-frequency array gain limits in the 
deep ocean /, 84-18843 


Sound recordings — Bibliography. 
Guide to spoken-word recordings : edu- 
cational, professional, and self-develop- 
ment materials., 84-19663 


Sound waves. 


A treatise on acoustic radiation /, 84- 
18841 


Sound-waves — Scattering. 
Transverse horizontal coherence and 
low-frequency array gain limits in the 
deep ocean /, 84-18843 


South Carolina — Climate — Statistics — 
Periodicals. 
| South Carolina monthly local climatolog- 
ical data, 84-18685 
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South Dakota — Climate — Statistics — 
Periodicals. 
South Dakota monthly local climatologi- 
cal data, 84-18686 


South Dakota — Industries — Periodicals. 


County business patterns, South Dakota., | 


84-18644 


Soviet Union — Foreign relations —- United 
States — Addresses, essays, lectures. 
Challenges of U.S.-Soviet relations at the 

50-year mark : October 31, 1983., 84- 
19753 


Sowing. 
Broadcast seeding success in eight 


pinyon-juniper stands after wildfire /, 
84-18420 


Space flight. 


Space travel /, 84-18855 


Space shuttles. 

Effect of aerodynamic and angle-of- 
attack uncertainties on the blended 
entry flight control system of the space 
shuttle from Mach 10 to 2.5 /, 84- 
19700 


Space vehicles — Atmospheric entry. 

Effect of aerodynamic and angle-of- 
attack uncertainties on the blended 
entry flight control system of the space 
shuttle from Mach 10 to 2.5 /, 84- 
19700 


Space vehicles — Attitude control systems. 
Automatic rendezvous and docking : a 
parametric study /, 84-19707 


Space vehicles — Control systems. 
Effect of aerodynamic and angle-of- 
attack uncertainties on the blended 
entry flight control system of the space 


shuttle from Mach 10 to 2.5 /, 84- 


19700 


Space vehicles — Equipment and supplies — 
Trade and manufacture — Statistics. 

1982 census of manufactures. Preliminary 

report. Industry series. Space vehicle 


equipment, N.E.C. (industry 3769)., 
84-18612 


Space vehicles — Mathematical models. 
Dual Maxwellian space plasma modeling 


by the logarithmic method /, 84- 
18861 


Space vehicles — Optical equipment — 

Congresses. 

Optical information processing for aero- 
space applications II : proceedings of a 
NASA conference held at Langley Re- 
search Center, Hampton, Virginia, 
August 30-31, 1983 /, 84-19695 


Space vehicles — Trade and manufacture — 
Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Guided missiles 
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and space vehicles (industry 3761)., | 


84-18611 


Spain — Library resources — Washington 
(D.C.) 
The Hispanic room in the Library of 
Congress., 84-19652 


Species. 
Growth of 11 introduced tree species on 
selected forest sites in Hawaii /, 84- 
18406 


Measuring species diversity on revegetat- 
ed surface mines : an evaluation of 
techniques /, 84-18388 


Spectrum analysis. 
Multisignal minimum-cross-entropy spec- 
trum analysis with weighted priors /, 
84-18848 


Which is the better entropy expression 
for speech processing : -S log S or log 
S/, 84-18844 


Sphalerite — United States. 
Data on stretching of fluid inclusions in 
fluorite and sphalerite, 84-19478 


Spirit Lake (Wash.) 
Filling of Spirit Lake, Washington, May 
18, 1980 to July 31, 1982, 84-19366 


Spraying and dusting residues in agriculture. 
Contamination from ethylene dibromide 
(EDB) : hearing before the Subcom- 
mittee on Toxic Substances and Envi- 
ronmental Oversight of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-eighth 
Congress, second session, January 27, 
1984., 84-20162 


Spraying and dusting residues in agriculture 
— Environmental aspects — United 
States. 

Residue avoidance program : a coopera- 
tive effort with the Food Safety and 
Inspection Service., 84-18486 


Spraying equipment. 

Herbicide spray drift predictions using 
the Forest Service FSCBG forest spray 
model : a report by H.E. Cramer Co., 
Salt Lake City, Utah., 84-18370 


Springs (Mechanism) industry — United 
States — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Steel springs, 
except wire (industry 3493)., 84-18591 


Standards, Military. 
Recognition identification guide to ship 
associated flags, ensigns, and aircraft 


rondel markings : RIG SAFEARM /, 
84-18819 


| Statistical hypothesis testing. 
Development of structured regression hy- 
potheses/interactive descriptive geome- 
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try through five dimensions /, 
18389 


84- 


Statistical weather forecasting. 
A statistical technique for forecasting 
severe weather from vertical soundings 
by satellite and radiosonde /, 84- 
18672 


STATPAC (Computer program) 

Multics STATPAC user handbook : part 
2, a guide with examples to basic statis- 
tical programs and more advanced gen- 
eral operation, 84-19464 


Steam-boilers — Corrosion, 
Evaluation of tubewall corrosion rates on 
a coal-fired utility boiler using staged 
combustion for NOx reduction /, 84- 
19071 


Steam-boilers — Valuation. 
Evaluation of method 5B at a coal-fired 
boiler., 84-19080 


Steam-pipes — Testing — Periodicals. 
Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending ... /, 84- 
19981 


Steel — Fracture. 

An examination of the size effects and 
data scatter observed in small-specimen 
cleavage fracture toughness testing /, 
84-20012 


Heavy-Section Steel Technology Pro- 
gram : five-year plan, FY 1983-1987 ; 
prepared by the staff of the Heavy- 
Section Steel Technology Program, 
Oak Ridge National Laboratory ; pre- 
pared by the U.S. Nuclear Regulatory 
Commission, Office of Nuclear Regula- 
tory Research under interagency agree- 
ments DOE 40-551-75 and 40-552-75 ; 
prepared by the Oak Ridge National 
Laboratory., 84-20000 


Steel, Stainless — Fatigue. 
Fracture toughness and flaw growth in 
nitronic 40 at cryogenic temperatures / 
, 84-19706 


The Temperature dependence of fatigue 
crack growth rates of A 351 CF8A 


cast stainlss steel in LWR environment 
/, 84-19996 


Steel, Stainless — Thermal properties. 
The Temperature dependence of fatigue 
crack growth rates of A 351 CF8A 
cast stainlss steel in LWR environment 


/, %84-19996 


Stereoscopic views — Computer programs. 
STEREO, a computer program for pro- 
jecting and plotting stereograms, 84- 
19362 
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Sterilization. 
Sterile medical devices : a GMP work- 
shop manual /, 84-19252 


Stilling basins. 

Pointe Coupee Pumping Station sump 
and outlet structure, Upper 
Coupee Loop Area, Louisiana : 
draulic model investigation /, 
18787 


84- 


Stocks — Prices — United States. 
Return to cash rented farmland and 
stocks : a social perspective /, 84- 
18546 


Stocks — United States. 
Criteria for recording obligations for de- 
fense stock fund purchases should be 
changed : report /, 84-19136 


Stomach — Cancer — Abstracts. 
Selected abstracts on the role of bile 
acids in the promotion of gastrointesti- 
nal carcinogenesis /, 84-19225 


Stores, retail — Iowa. 
Iowa cooperative fertilizer retail outlets : 
farmers’ attitudes and _perceptions., 
84-18564 


Strategic Arms Reduction Talks. 
START in a historical perspective., 
19764 


84- 


Stream measurements — Alaska. 
Floods from small drainage basins in 
Alaska /, 84-19386 


Stream measurements — Minnesota. 
Small-stream flood investigations in Min- 
nesota, October 1958 to September 
1980 : with floods from selected larger 
drainage areas, 84-19359 


Stream measurements — Pennsylvania — 
Lehigh River. 
Time-of-travel and dispersion studies, 
Lehigh River, Francis E. Walter Lake 
to Easton, Pennsylvania /, 84-19368 


Stream measurements — United States — 
Computer programs — Handbooks, 
manuals, etc. 


Pointe | 
hy- | 


| 


| 








User's guide to the physical habitat simu- | 


lation 
19576 


system (PHABSIM) /, 


Stream measurements — Venezuela — 
Orinoco River. 
Data from sediment studies of the Rio 
Orinoco, Venezuela, August 15-25, 
1982, 84-19444 


Strip mining — Environmental aspects. 
Measuring species diversity on revegetat- 
ed surface mines : an evaluation of 
techniques /, 84-18388 
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Structural dynamics. 


Lewis Research Center spin rig and its , 


use in vibration analysis of rotating sys- 
tems /, 84-19705 


Structural frames — Computer programs. 
Light-frame wall systems : 
and predictability /, 84-18384 


Structural frames — Testing. 
Design of a large force biaxial test frame 
/, 84-19515 


Student adjustment — Congresses. 
Ecological perspectives for successful 
schooling practice : Bridging Meeting 
report, November 15-17, 1981 /, 84- 
18928 


Student aid — United States. 
Audit guide : student financial assistance 
programs., 84-18880 


A bill to extend programs under the 
Indian Education Act through fiscal 
year 1985 : report (to accompany S. 
2619)., 84-19898 


A Guide to disbursement, refund, and re- 
payment., 84-18881 


A Guide to the repayment of multiple 
national direct student loans., 84- 
18882 


Profile of financial aid applicants : hear- 
ing before the Subcommittee on Post- 
secondary Education of the Committee 


on Education and Labor, House of | 
Ninety-eighth Con- | 


Representatives, 
gress, first session, hearing held in 
Washington, D.C., on October 20, 
1983., 84-20104 


Student financial assistance programs., 
84-18879 


Student financial aid administration — 
United States. 
Audit guide : 

programs., 


student financial assistance 
84-18880 


Student loan funds — United States. 
Nurse Education Amendments of 1984 : 
report (to accompany S. 2574)., 84- 
19904 


Profile of financial aid applicants : hear- 
ing before the Subcommittee on: Post- 
secondary Education of the Committee 
on Education and Labor, House of 
Representatives, Ninety-eighth Con- 
gress, first session, hearing held in 
Washington, D.C., on October 20, 
1983., 84-20104 


Student financial 
84-18879 


| Students — Legal status, laws, etc. — 


United States, 

Profile of financial aid applicants : hear- 
ing before the Subcommittee on Post- 
secondary Education of the Committee 
on Education and Labor, House of 
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Washington, 
1983., 


Ninety-eighth Con- 
session, hearing held in 
D.C., on October 20, 
84-20104 


| Submarine geology. 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES). Volume 
LXXII, covering Leg 72 of the cruises 
of the drilling vessel Glomar Challeng- 
er, Santos, Brazil, to Santos, Brazil, 
February-April, 1980 /, 84-19723, 
84-19724, 84-19725, 84-19726, 84- 
19727 


Marine geological and geophysical inves- 
tigations of the Antarctic continental 
margin, 1984 /, 84-19327 


Marine geological profiles in the South- 
ern California Continental Borderland 
collected in 1974 on the R/V S.P. 
LEE, 84-19370 


Time series analysis of Cenozoic era sea 


level and paleotemperature data, 84- 
19425 


Submarine valleys. 
Submarine canyon and slope processes on 
the U.S. Atlantic continental margin, 
84-19463 








| Subsidies. 

Guidelines for rescuing large failing firms 
and municipalities : report to the Con- 
gress /, 84-19141 


Guidelines for rescuing large failing firms 
and municipalities : summary : report 
to the Congress /, 84-19142 


Sugar — Manufacture and refining — 
United States — Congresses. 
Proceedings of the 1982 Sugar Processing 
Research Conference, April 29-May 1, 
1982, Atlanta, Georgia /, 84-18524 


Sugar — Manufacture and refining — 
United States — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Cane sugar re- 
fining (industry 2062)., 84-18573 


Sulphur dioxide — Measurement. 
Performance test results and comparative 
data for designated equivalent methods 
for sulphur dioxide /, 84-19069 


Summer employment — United States. 
Students : summer jobs that pay for a 
lifetime., 84-19846 


Youth Employment Opportunity Wage 
Act of 1984 : message from the Presi- 
dent of the United States transmitting a 
draft of proposed legislation to author- 
ize an employer to pay a youth em- 

ployment opportunity wage to a person 

under 20 years of age from May 








September 1984 


through September under the Fair | 
Labor Standards Act of 1938 which | 
shall terminate on September 30, 1987, | 
84-19917 | 


and for other purposes 


Sun-spots — Observations. 
A comparative look at sunspot cycles /, 
84-19711 


Superplasticity. 
Steel fiber reinforced superplasticized 
concretes for rehabilitation of bridge 


decks and highway pavements., 84- 
19861 


Surface active agents — Statistics. 
1982 census of manufactures. Preliminary 
report. Industry series. Surface active 
agents (industry 2843)., 84-18578 


Surfaces (Technology) 

Tribology in the 80's : proceedings of an 
international conference held at NASA 
Lewis Research Center, Cleveland, 
Ohio, April 18-21, 1983., 84-19694 


Survivors’ benefits — United States. 

Retirement Equity Act of 1984 : report 
together with an individual view (to 
accompany H.R. 4280 which on No- 
vember 2, 1983, was referred jointly to 
the Committee on Education and 
Labor and Committee on Ways and 
Means) (including cost estimate of the 
Congressional Budget Offfice)., 84- 
19927 


Susitna River Basin (Alaska) 
Sediment discharge data for selected sites 
in the Susitna River Basin, Alaska, 
1981-82, 84-19492 


Synthesis gas. 
A Study of the steam gasification of or- 
ganic wastes /, 84-19075 


Synthetic training devices. 
Nuclear power plant simulators for oper- 
ator licensing and training /, 84-20022 
Unconventional visual displays for flight 

training /, 8418831 


Synthetic training devices — Abstracts. 
Simulator fidelity and training effective- 
ness : a comprehensive bibliography 
with selected annotations /, 84-20023 


Synthetic training devices — Congresses. 
Instructional Features Workshop /, 84- 
18827 
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Taiga ecology — Alaska. 
Classification, description, and dynamics 
of plant communities after fire in the 
taiga of interior Alaska /, | 84-18402 





Tailings (Metallurgy) 
Estimating horizontal drain design by the 
finite-element and __finite-difference 
methods /, 84-19520 


Taiwan — Commerce — United States. 
Bicycle tires and tubes from Taiwan : 
determinations of the Commission in 
investigation no. 731-TA-166 (final) 
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sioner of Indian Affairs, and for other 
purposes : report (to accompany S. 
1999)., 84-19894 

Regulatory reform of the oil pipeline in- 
dustry : hearings before the Subcom- 
mittee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, H.R. 2677 ... November 9 and 10, 
1983., 84-20167 


United States. Farmers Home 
Administration. 
Lending policies and administration of 
the economic emergency and disaster 
emergency loan programs (Farmers 
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Home Administration) : hearing before 
the Subcommittee on Conservation, 
Credit, and Rural Development of the 
Committee on Agriculture, House of 
Representatives, 
gress, first session, February 2, 1984., 
84-20065 


United States. Federal Aviation 
Administration — Appointments, 
promotions, salaries, etc. 

An Act to Authorize the President to 
Appoint Donald D. Engen to the 
Office of Administrator of the Federal 
Aviation Administration., 84-19189 


United States. Federal Aviation 
Administration — Bibliography — 
Catalogs. 

Guide to Federal Aviation Administra- 
tion publications., 84-19838 


United States. Federal Aviation 
Administration. Center Weather Service 
Unit. 

Center Weather Service Unit (CWSU)., 
84-19836 


United States. Federal Emergency 
Management Agency — Directories — 
Telephone. 

Telephone directory /, 84-19095 


United States. Federal Emergency 
Management Agency. Staff College — 
Curricula. 

Catalog of resident and field training ac- 
tivities., 84-19086 


United States. Federal Energy Regulatory 

Commission. 

Regulatory reform of the oil pipeline in- 
dustry : hearings before the Subcom- 
mittee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, H.R. 2677 ... November 9 and 10, 
1983., 84-20167 


United States — Foreign economic relations. 
International security and development 
cooperation program., 84-19787 


Review of east-west economic relations., 
84-19767 


United States — Foreign economic relations 
— Zimbabwe. 
U.S. aid to Zimbabwe : 
84-19793 


an evaluation /, 


United States — Foreign relations. 
America’s foreign policy challenges for 
the 1980's., 84-19763 


International security and development 
cooperation program., 84-19787 
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Realism, strength, negotiation : key for- 
eign policy statements of the Reagan 
administration., 84-19788 


| United States — Foreign relations — 

Central America — Addresses, essays, 

lectures. 

A national response to the crisis in Cen- 
tral America : March 27, 1984., 84- 
19760 


U.S. Central American policy at a cross- 
roads : May 2, 1984., 84-19768 


U.S. efforts to achieve peace in Central 
America : March 15, 1984., 84-19786 


United States — Foreign relations — China 
— Addresses, essays, lectures. 
A historic opportunity for the U.S. and 
China : April 27, 1984., 84-19770 


The U.S. and China : building a lasting 
friendship : April 30, 1984., 84-1977] 


United States — Foreign relations — 

Europe. 

Developments in Europe, March 1984 : 
hearing before the Subcommittee on 
Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, on H. Con. Res. 
172, March 20, 1984., 84-20126 


United States — Foreign relations — 
Lebanon — Addresses, essays, lectures. 
The situation in Lebanon : October 24, 

1983 /, 84-19752 


U.S. interests in Lebanon: January 26, 
1984., 84-19756 


United States — Foreign relations — 

Mexico — Congresses. 

Twenty-third Mexico-United States Inter- 
parliamentary Conference, Puebla, 
Mexico, July 8-10, 1983 : report of the 
United States House of Representatives 
and Senate Delegations., 84-20130 





| United States — Foreign relations — Near 
East — Addresses, essays, lectures. 
Promoting peace in the Middle East : 


November 19, 1983 /, 84-19754 


United States — Foreign relations — 

Panama. 

The Panama Canal Treaty—constitution- 
al and legal aspects of the ratification 
process : hearing before the Subcom- 
mittee on Separation of Powers of the 
Committee on the Judiciary, United 
States Senate, Ninety-eighth Congress, 
first session, on the Panama Canal 
Treaty, constitutional and legal aspects 
of the ratification process, June 28, 
1983., 84-20150 
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Periodicals. 


Foreign relations of the United States /, | 


84-19748 


Union — Addresses, essays, lectures. 

Challenges of U.S.-Soviet relations at the 
50-year mark : October 31, 1983., 84- 
19753 


United States — Foreign relations — 
Treaties. 
Treaties and other international agree- 
ments : the role of the United States 
Senate : a study /, 84-20135 


United States — Foreign relations — 
Treaties — Periodicals. 
Treaties, etc., 84-19789 


Treaties in force : a list of treaties and 
other international agreements of the 
United States in force on ... /, 84- 
19789 


United States — Foreign relations — 1981- 

Miscellaneous legislation concerning vari- 
ous foreign policy issues : hearings and 
markup before the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, on S. Con. Res. 80; H.R. 4504; H. 
Res. 383; H.R. 4835; H. Res.437, Feb- 
ruary 1, 7, 29; March 14, 1984., 84- 
20129 


United States. Foreign Service — Diplomatic 
and consular service — Maps. 

U.S. Foreign Service posts and Depart- 

ment of State jurisdictions., 84-19743 


United States. Forest Service. 
From challenge to opportunity 
Forest Service in 1983., 


: the 
84-18369 


United States. Forest Service — Directories. 
Forest Service organizational directory /, 
84-18380 


Organizational directory, 84-18380 


United States. General Accounting Office. 

Oversight of the General Accounting 
Office : hearing before the Subcommit- 
tee on Energy, Nuclear Proliferation, 
and Government Processes of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, February 29, 
1984., 84-20140 


United States. General Accounting Office. 
Office of the General Counsel — Officials 
and Employees. 

Office of the General Counsel review 
guide., 84-19135 


United States. General Services 
Adminisitration — Appropriations and 
expenditures. 

Public Buildings Authorization Act of 
1984 : hearing before the Committee on 


United States — Foreign relations — Soviet | United States. General Services 
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Environment and Public Works, 
United States Senate, Ninety-eighth 
Congress, second session, on S. 2635 ... 
S. 2605 ... May 3, 1984., 84-20164 


Administration — Management. 

Review of GSA’s lease management at 
Waterside Mall (the case of the missing 
cafeteria) : report of the Subcommittee 
on Investigations and Oversight of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives., 84-20171 


United States. General Services 
Administration. Office of Federal 
Protection and Safety —- Officials and 
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Contract guard information manual., 
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United States. General Services 
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United States — Government publications. 
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World, United States and historical maps 
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National hurricane operations plan /, 
84-18670 


United States. Internal Revenue Service. 
IRS’ administration of the Crude Oil 
Windfall Profit Tax Act of 1980 : 
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on Commerce, Consumer, and Mone- 
tary Affairs, House Committee on 
Government Operations /, 84-19139 


IRS’ administration of the Crude Oil 
Windfall Profit Tax Act of 1980 : sum- 
mary : report to the chairman, Sub- 
committee on Commerce, Consumer, 
and Monetary Affairs, House Commit- 
tee on Government Operations /, 84- 
19140 


Need to better assess consequences before 
reducing taxpayer assistance : report to 
the Congress /, 84-19138 


United States. Internal Revenue Service. 
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Division — Directories. 

National Office Training and Develop- 
ment Division and regional office train- 
ing directory., 84-19812 


United States. Interstate Commerce 
Commission. 
The Interstate Commerce Commission 
can better manage its enforcement pro- 
gram: report /, 84-19155 
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1982 census of manufactures. Preliminary 
report. Industry series. Cane sugar re- 
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1982 census of manufactures. Preliminary 
report. Industry series. Copper rolling 
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1982 census of manufactures. Preliminary 
report. Industry series. Dental equip- 
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1982 census of manufactures. Preliminary 
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3942)., 84-18615 


1982 census of manufactures. Preliminary 
report. Industry series. Electric 
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1982 census of manufactures. Preliminary 
report. Industry series. Fabricated pipe 
and fittings (industry 3498)., 84-18592 

1982 census of manufactures. Preliminary 
report. Industry series. Fine earthen- 


ware food utensils (industry 3263)., | 


84-18580 


1982 census of manufactures. Preliminary 


report. Industry series. Guided missiles | 
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84-18611 


1982 census of manufactures. Preliminary 
report. Industry series. Hand and edge 
tools, N.E.C. (industry 3423)., 84- 
18585 


1982 census of manufactures. Preliminary 
report. Industry series. Hand saws and 
saw blades (industry 3425)., 84-18586 


1982 census of manufactures. Preliminary 
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and monorails (industry 3536)., 84- 
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1982 census of manufactures. Preliminary 
report. Industry series. Hosiery, N.E.C. 
(industry 2252)., 84-18576 

1982 census of manufactures. Preliminary 
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1982 census of manufactures. Preliminary 
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1982 census of manufactures. Preliminary 


report. Industry series. Industrial fur-: 


naces and ovens (industry 3567)., 84- 
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1982 census of manufactures. Preliminary 
report. Industry series. Industrial pat- 
terns (industry 3565)., 84-18597 


1982 census of manufactures. Preliminary 
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(industry 2082)., 84-18574 


1982 census of manufactures. Preliminary 
report. Industry series. Measuring and 
dispensing pumps (industry 3586)., 84- 
18604 

1982 census of manufactures. Preliminary 
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cycles, and parts (industry 3751)., 84- 
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1982 census of manufactures. Preliminary 
report. Industry series. Needles, pins, 
and fasteners (industry 3964)., 84- 
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1982 census of manufactures. Preliminary 
report. Industry series. Paving mixtures 
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1982 census of manufactures. Preliminary 
report. Industry series. Plating and po- 
lishing (industry 3471)., 84-18590 

1982 census of manufactures. Preliminary 
report. Industry series. Plumbing fit- 
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report. Industry series. Power driven | 


hand tools (industry 3546)., 84-18596 


1982 census of manufactures. Preliminary 
report. Industry series. Scales and bal- 
ances, except laboratory (industry 
3576)., 84-18601 


1982 census of manufactures. Preliminary 
report. Industry series. Service industry 
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84-18605 


1982 census of manufactures. Preliminary 
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1982 census of manufactures. Preliminary 
report. Industry series. Space vehicle 
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84-18612 


1982 census of manufactures. Preliminary 
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1982 census of manufactures. Preliminary 
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1982 census of manufactures. Preliminary 
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1982 census of manufactures. Preliminary 
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84-18593 


1982 census of manufactures. Preliminary 
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and brandy spirits (industry 2084)., 
84-18575 

1982 census of manufactures. Preliminary 
report. Industry series. Wood tv and 
radio cabinets (industry 2517)., 84- 
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United States — Maps — Catalogs. 
World, United States and historical maps 
/, %84-18739 


United States. Marine Corps — Security 
measures. 
Report of the DOD Commission on 
Beirut International Airport Terrorist 
Act, October 23, 1983., 84-18755 


United States. Maritime Administration — 
Appropriations and expenditures, 1985. 
Maritime Appropriation Authorization 

Act : report (to accompany S. 2499)., 
84-19895 


United States. Merit Systems Protection 
Board. 
Como apelar su caso al U.S. Merit Sys- 
tems Protection Board., 84-19672 
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Report of the DOD Commission on 
Beirut International Airport Terrorist 
Act, October 23, 1983., 84-18755 


| The situation in Lebanon : October 24, 
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United States. National Aeronautics and 
Space Administration — Appropriations 
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NASA authorization for fiscal year 1985 : 
hearings before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
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sion, on NASA authorization for fiscal 
year 1985, February 28, March 1, 8, 
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United States. National Aeronautics and 
Space Administration — Audio-visual aids 
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Video tape programs., 84-19676 


United States. National Credit Union 
Administration — Directories — 
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Telephone directory., 84-19712 


United States — National Guard. 
Getting down to basic : the Army Na- 
tional Guard., 84-18774 


Job rights for reservists and members of 
the National Guard., 84-19643 


The part-time job with full-time benefits : 
the Army National Guard., 84-18773 


United States. National Guard Bureau. 

Join the Army Guard support team : 
combat support and combat service 
support in the Army National Guard., 
84-18772 


On Guard : for the best of your life : 
opportunities for women in the Army 
National Guard., 84-18771 
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National Oceanic and Atmospheric Ad- 
ministration Act of 1983 : report (to 
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Committees on Merchant Marine and 
Fisheries and Science and Technology) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-19929 
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Safety Board — Periodicals. 
Annual report to Congress /, 84-19823 
National Transportation Safety Board 
annual report to Congress, 84-19823 


United States. Navy — Facilities. 
Further improvements needed in Navy's | 
oversight and management of contract- | 

ing for facilities construction on Diego | 


Garcia : report to the Secretary of De- 
fense /, 84-19147 


United States. Navy. Medical Dept. 
A hilltop in Foggy Bottom : home of the 
old Naval Observatory and the Navy 
Medical Department /, 84-18837 
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Annual report of the U.S. Court of Mili- 
tary Appeals and the Judge Advocates 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation pursuant to the Uni- 
form Code of Military Justice for the 
period ..., 84-18760 
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to the Secretary of Defense and Secre- 
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taries of the Departments of the Army, 
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Uniform Code of Military Justice for 
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1980 census of population. Volume 2, 
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United States. Office of Aeronautics and 
Space Technology. 
OAST-1., 84-19674 


United States. Office of Civilian Health and 
Medical Program of the Uniformed 
Services. 

A study of factors relating CHAMPUS 
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United States. Office of Environmental 





Quality — Appropriations and 

expenditures. 

Environmental Quality Improvement Act 
amendments : report (to accompany S. | 
2703)., 84-19901 


United States. Office of the Director 
Defense Test and Evaluation. 


How well do the military services per- | 
form jointly in combat? : DOD's joint | 


test-and-evaluation program provides 
few credible answers : report to the 
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Senate /, 84-19150 


United States. Officials and employees. 
Labor needs to adjust compensation ben- 
efits it pays injured federal employees 
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: report to the Secretary of Labor /, 
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Fiscal year 1985 budget proposals affect- 
ing federal workers and retirees : hear- 
ing before the Subcommittee on Com- 
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Committee on Post Office and Civil 
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Ninety-eighth Congress, second ses- 
sion, February 29, 1984., 84-20158 
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Fiscal year 1985 budget proposals affect- 
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Committee on Post Office and Civil 
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Realism, strength, negotiation : key for- 

eign policy statements of the Reagan 
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| United States. Veterans Administration. 


ulation by state, 1980., 84-18652 


United States. President (1981- : Reagan) 
Realism, strength, negotiation : key for- 
eign policy statements of the Reagan 
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United States — Public buildings. 

Public Buildings Authorization Act of 
1984 : hearing before the Committee on 
Environment and Public Works, 
United States Senate, Ninety-eighth 
Congress, second session, on S. 2635 ... 
S. 2605 ... May 3, 1984., 84-20164 


United States — Public lands. 
National Topsoil Preservation Act of 
1983 : hearing before the Subcommittee 
on Energy and the Environment of the 
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Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, first session, on H.R. 
19 hearing held in Washington, 
D.C., July 19, 1983., 84-20144 


United States. Small Business Administration 

— Management. 

Small Business Administration's first-year 
implementation of the Federal Manag- 
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the Administrator, Small Business Ad- 
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United against : American culture and so- 
ciety during World War II /, 84- 
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Bureau of the Census catalog., 84-18627 
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United States. Veterans Administration. 
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Annual meeting report : voluntary serv- 
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United States. Veterans Administration. 

The year in brief : the VA in 1983 : to 
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tures /, 84-19868 
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Rico and Virgin Islands health care 
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tee on Hospitals and Health Care of 
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eighth Congress, second session, Febru- 
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the Administrator of Veterans Affairs / 
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United States. Volunteers in Service to 
America — Appropriations and 


expenditures. 


Domestic Volunteer Service Act amend- 
ments of 1984 : conference report (to | 


accompany S. 1129)., 84-19930 


United States Air Force Academy — 
Handbooks, manuals, etc. 
Air Force Academy cadet handbook, 
84-18876 


Contrails, Air Force Academy cadet 
handbook., 84-18876 


United States Information Agency. 

USIA : recent developments : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
eighth Congress, first session, Septem- 
ber 22, 1983., 84-20133 


United States Naval Academy — Curricula 
— Periodical 
Annapolis, United States Naval Academy 
catalog., 84-18840 


United States Naval Academy catalog, 
84-18840 


United States Naval Observatory. 
A hilltop in Foggy Bottom : home of the 
old Naval Observatory and the Navy 
Medical Department /, 84-18837 


United States Parole Commission. 

Parole transfer : hearing and markups 
before the Subcommittee on Judiciary 
and Education and the Committee on 
the District of Columbia, House of 
Representatives, Ninety-eighth Con- 
gress, first session, on H.R. 2319 and 
H.R. 3369 ... May 3, June 23, and July 
19, 1983., 84-20099 


Universities and colleges — United States — 
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Universities and colleges — United States — 
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Raising academic standards : a guide to 
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from default to design /, 84-18909 
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Unsteady flow (Aerodynamics) 
A model for reaction rates in turbulent 
reacting flows /, 84-19678 


Uranium. 
Acceptance criteria for the low enriched 
uranium reform amendments /, 84- 

19967 


Analysis of uranium urinalysis and in 
vivo measurement results from eleven 
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Status of inventory of uranium at Depart- 
ment of Energy Oak Ridge nuclear 
weapon production facility : hearing 
before the Investigations Subcommittee 
of the Committee on Armed Services, 
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eighth Congress, second session, Febru- 
ary 6, 1984., 84-20082 
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Radon attenuation handbook for uranium 
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Geophysical interpretation of the gneiss 
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Geophysical interpretation of the gneiss 
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plications for uranium exploration /, 
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Making cities green : a funding guide for 
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84-18474 


Wild and scenic rivers — West Virginia. 
Greenbrier wild & scenic river study : 
draft environmental impact statement 
and study report., 84-18479 


Wilderness areas — Arizona. 
Arizona wilderness public opinion survey 
: descriptive report /, 84-19588 


Wilderness areas — Colorado. 

Air quality, oil shale, and wilderness : a 
workshop to identify and protect air 
quality related values of the Flat Tops 
/, 84-18466 


Wilderness areas — Colorado — Mesa 
County. 
Geology and mineral resource potential 
of the Palisade Wilderness study area, 





September 1984 


Mesa County, Colorado (GEM, phase | 


2), 84-19479 
Wilderness areas — Idaho. 
Idaho wilderness : 
Subcommittee on Public Lands and 
Reserved Water of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-eighth Congress, 


first session, to review the Idaho wil- | 


derness recommendations., 84-20109 


Shoshone/Sun Valley plan amendment/ 
wilderness environmental impact state- 
ment : (draft) : Blaine, Camas, Custer, 
Gooding, and Lincoin counties, state of 
Idaho /, 84-19314 


Wilderness areas — Law and legislation — 

United States. 

Idaho Forest Management Act of 1984 : 
hearing before the Subcommittee on 
Public Lands and Reserved Water of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on S. 2457 ... April 3, 1984., 84- 
20112 


Idaho Forest Mangement Act of 1984 : 
report (to accompany S. 2457)., 84- 
19899 


Vermont wilderness areas hearing 
before the Subcommittee on Soil and 
Water Conservation, Forestry, and En- 


vironment of the Committee on Agri- 


culture, Nutrition, and Forestry, 
United States Senate, Ninety-eighth 
Congress, second session, on H.R. 4198 
.. February 1, 1984., 84-20067 


Wilderness areas — North Carolina. 

North Carolina wilderness areas : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-eighth Congress, second 
session, on H.R. 3960 ... January 25, 
1984., 84-20068 


Wilderness areas — Recreational use. 
Photographic techniques for monitoring 
resource change at backcountry sites /, 
84-18456 


Wilderness areas — Tennessee. 

Designating certain lands in the Cherokee 
National Forest, Tenn., as wilderness 
areas, and to allow management of cer- 
tain lands for uses other than wilder- 
ness report (to accompany H.R. 
4263)., 84-19936 


Wilderness areas — Unaka Mountains 
(Tenn. ard N.C.) 
Mineral resource potential of the Unaka 
Mountain RARE II Area, Unicoi 
County, Tennessee, 84-19403 


Wilderness areas — Utah — Devil’s Garden. 
Devil's Garden Outstanding Natural Area 
: Utah., 84-19603 


hearings before the | 





Wildlife 


Wilderness areas — Utah — Garfield 
County. 


Escalante Canyon (Tract 1) Outstanding | 


Natural Area: Utah., 84-19604 


Wilderness areas — Utah — Uintah County. 

Wilderness report : Bookcliffs Mountain 

Browse Natural Area, Utah., 
19602 


Wilderness areas — Utah — Washington 
County. 


Joshua Tree Natural Area (natural land- | 


mark): Utah., 84-19605 


Wildfires — Economic aspects — Wisconsin. 
A fire effects appraisal system for Wis- 
consin /, 84-18455 


Wildfires — United States — Prevention and | 


control. 
The escaped fire situation : a decision 
analysis approach /, 84-18409 


Wildfires — Wisconsin — Prevention and 
control. 
A fire effects appraisal system for Wis- 
consin /, 84-18455 


Wildlife habitat improvement — Colorado. 
Effects of commercial clearcutting of 
Aspen on understory vegetation and 
wildlife habitat values in southwestern 
Colorado /, 84-18410 


Wildlife habitat improvement — Oregon. 
Wildlife habitats in managed rangelands : 
the Great Basin of southeastern Oregon 
: introduction /, 84-18461 


Wildlife habitat improvement — United 

States. 

Adequacy and predictive value of fish 
and wildlife planning recommendations 
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19979 
Contract No.: 
19973 
Contract No.: 
19995 
Contract No.: 
20010 
Contract No.: 
19994 
Contract 
20008 
Contract No.: NRC FIN A0383., 
Contract No.: NRC FIN A0390., 
Contract No.: NRC FIN A0406,, 
Contract No.: NRC FIN A0428., 
Contract No.: NRC FIN A1332., 
Contract No.: NRC FIN A3359., 
Contract No.: NRC FIN A6287., 
Contract No.: NRC FIN A6347., 
Contract No.: NRC FIN A6358., 
Contract No.: NRC FIN A7016., 
Contract No.: NRC FIN A7265., 
Contract No.: 
20004 
Contract 
19989 
Contract No.: 


A-1042., 
No.: DACA 88-82-C-005,, 84- 


NRC FIN no. A-1051., 
No.: DACW31-79-C-0005., 84- 


NRC FIN no. A-1205., 
No.: 


DACW39-80-C-0029., 84- 


NRC FIN no. A1054., 


No.: DACW72-80-C-0004,, 84- 


NRC FIN no. A6354., 


No.: DACW72-80-C-0030,, 84- 


NRC FIN no. A7270., 
No.: DACW73-73-C-0040., 84- 


NRC FIN no. BO119., 


No.: DE-AC04-76DP00789., 84- 


NRC FIN no. B0421-8,, 


No.: DE-AC05-84OR21400., 84- 


NRC FIN no. BO0452., 


No.: DE-AC05-840R21400., 84- 


NRC FIN no. B04839., 


No.: DE-AC07-761DO1570., 84- 


NRC FIN no. BO777., 


No.: DE-AC07-761D01570., 84- 


NRC FIN no. BO778., 84- 
No.: DOT-FH-11-9474,, 84- “4 


No.: N - 4 - 
No.: DOT-FH-11-9481,, 84- . ee ER ene A 


84-20021 
84-20029 
84-20028 
84-20029 
84-20017 
84-20003 
84-19992 
84-19978 
84-20007 
84-19998 
84-19983 
NRC FIN B 7491., 84- 


84-19861 
84-19853 
DTFH61-81-C-00075., 84- N61339-78-C-0060 


No.: DTRS-57-80-C-00085., 84- N61339-78-C-0076 


No.: DTRS5680-C-00027., 84- N61339-78-C-0096., 
DTRSS5680-C-00035., 84- N61339-79-C-0143., 
DTRS5682-C-00024., 84- N61339-86-C-0055,, 
FAD no. MP-81-6., 84- 


No.: NRC FIN B-6901., 84- N61339-81-C-0105,, 


F33615-77-C-0074,, 84- 
NRC FIN BO191., 
Contract No.: NRC FIN BO0289., 
Contract No.: NRC FIN BO0462., 
Contract No.: NRC FIN BO744., 
Contract No.: NRC FIN B1089., 


Contract No.: NRC FIN B2269., 


84-20018 
84-19999 
84-19990 
84-19976 
84-20030 
84-19993 


F33615-81-C-0013,, 
F33615-81-K-0014,, 


No.: [AO 330-80... 84-18804 








84-19998 


Do not order from index; see indicated entry Page 1-473 





Contract Number Index 


Contract No.: — 14-16-0009-82-002., 84- | Project No.: PE 63733N., 84-18828 Project’ No.: 4A4762720A896-B-036.,  84- 
19579 Project No.: PE63733N., 84-18825 18799 
Contract No.: 61153N., 84-18844 Project No.: PN 3560-1-28., 84-19082 Project No.: 4A762720A896-01-026..  84- 
Contract No.: 68-01-6310,, 84-19082 Project No.: PNL-5072., 84-20015 18805 
Contract No.: 75-0107-0-3., 84-18844 Project No.: PWD A1-8-57055-90-1K., . | Project No.: 4A762781AT45-B-002.. 84- 
Grant No.: NAGW-266., 84-19689 18812 18796 
Grant No.: NAGI-107., 84-19687 Project No.: RRO14-09-41., 84-18845 Project No.: 4A762781AT45-B-004., 84- 
Grant No.: NRC-G-04-83-003., 84-20020 | Project No.: RRO2105-42., 84-18848 18795 
Grant No.: NSG-1297.,  84-19688 Project No.: RRO210543., 84-18847 Project No.: 40X-40432C., 84-19979 
Project No.: work assignment 28. 84 | Project No.: SF59552601., 84-18850 Project No.: 43-1764-03.,  84-18842 
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Ed 228468 Educational Resources 
Information Center,  84-18916 
ED 209080 Educational Resources 
Information Center, 84-18886 
ED 221877 Educational Resources 
Information Center, 84-18887 
ED 222891 Educational Resources 
Information Center, 84-18888 
ED 223297 Educational Resources 
Information Center, 84-18889 
ED 223888 Educational Resources 
Information Center, 84-18890 
ED 223987 Educational Resources 
Information Center, 84-18891 
ED 223988 Educational Resources 
Information Center, 84-18892 
ED 224115 Educational Resources 
Infor-nation Center, 84-18893 
ED 224116 Educational Resources 
Information Center, 84-18894 
ED 224117 Educational Resources 
Information Center, 84-18895 
ED 224118 Educational Resources 
Information Center, 84-18896 
ED 224119 Educational Resources 
Information Center, 84-18897 
ED 224120 Educational Resources 
Information Center, 84-18898 
ED 224121 Educational Resources 
Information Center, 84-18899 
ED 224123 Educational Resources 
Information Center, 84-18900 
ED 224124 Educational Resources 
Information Center, 84-18901 
ED 224170 Educational Resources 
Information Center, 84-18903 
ED 224177 Educational Resources 
Information Center, 84-18904 
ED 224178 Educational Resources 
Information Center, 84-18905 
ED 224215 Educational Resources 
Information Center, 84-18906 
ED 224233 Educational Resources 
Information Center, 84-18907 
ED 224260 Educational Resources 
Information Center, 84-18908 
ED 224451 Educational Resources 
Information Center, 84-18909 
ED 224452 Educational Resources 
Information Center, 84-18910 
ED 225272 Educational Resources 
Informaton Center, 84-18911 
ED 225972 Educational Resources 
Information Center. —84-18912 
ED 228409 Educational Resources 
Information Center, —84-18913 





Stock Number Index 


ED 228433 Educational Resources 
Information Center, 84-18914 
ED 228436 Educational Resources 
Information Center,  84-18915 
ED 228853 Educational Resources 
Information Center, 84-18917 
ED 228925 Educational Resources 
Information Center, 84-18918 
ED 229925 Educational Resources 
Information Center, 84-18919 
ED 229926 Educational Resources 
Information Center, 84-18920 
ED 230044 Educational Resources 
Information Center, 84-18921 
ED 230046 Educational Resources 
Information Center, 84-18923 
ED 230047 Educational Resources 
Information Center, 84-18924 
ED 23008 Educational Resources 
Information Center, 84-18925 
ED 230443 Educational Resources 
Information Center, 84-18926 
ED 230496 Educational Resources 
Information Center, 84-18927 
ED 230497 Educational Resources 
Information Center, 84-18928 
ED 230533 Educational Resources 
Information Center, 84-18929 
ED 230596 Educational Resources 
Information Center, 84-18930 
ED 230618 Educational Resources 
Information Center, 84-18931 
ED 230619 Educational Resources 
Information Center, 84-18932 
ED 230623 Educational Resources 
Information Center, 84-18933 
ED 231071 Educational Resources 
Information Center, 84-18934 
ED 231083 Educational Resources 
Information Center, 84-18935 
ED 231085 Educational Resources 
Information Center, 84-18936 
ED 231087 Educational Resources 
Information Center, 84-18937 
ED 231705 Educational Resources 
Information Center, 84-18938 
ED 231833 Educational Resources 
Information Center, 84-18939 
ED 232010 Educational Resources 
Information Center, 84-18940 
ED 232011 Educational Resources 
Information Center, 84-18941 
ED 232012 Educational Resources 
Information Center, 84-18942 
ED 232015 Educational Resources 
Information Center, 84-18943 
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ED 232062 Educational Resources 
Information Center, 84-18944 
ED 232064 Educational Resources 
Information Center, 84-18945 
ED 232387 Educational Resources 
Information Center, 84-18946 
ED 232417 Educational Resources 
Information Center, 84-18947 
ED 232481 Educational Resources 
Information Center, 84-18948 
ED 232482 Educational Resources 
Information Center, 84-18949 
ED 232483 Educational Resources 
Information Center, 84-18950 
ED 232484 Educational Resources 
Information Center, 84-1895] 
ED 232539 Educational Resources 
Information Center, 84-18952 
ED 232612 Educational Resources 
Information Center,  84-18953 
ED 232615 Educational Resources 
Information Center,  84-18954 
ED 232758 Educational Resources 
Information Center, 84-18955 
ED 232759 Educational Resources 
Information Center, 84-18956 
ED 232761 Educational Resources 
Information Center, 84-18957 
ED 232762 Educational Resources 
Information Center, 84-18958 
ED 232763 Educational Resources 
Information Center, 84-18959 
ED 232834 Educational Resources 
Information Center, 84-18960 
ED 232842 Educational Resources 
Information Center,  84-18961 
ED 232858 Educational Resources 
Information Center, 84-18962 
ED 232982 Educational Resources 
Information Center, 84-18963 
ED 233040 Educational Resources 
Information Center, 84-18964 
ED 233075 Educational Resources 
Information Center, 84-18965 
ED 233132 Educational Resources 
Information Center, 84-18966 
ED 233139 Educational Resources 
Information Center, 84-18967 
ED 233217 Educational Resources 
Information Center, 84-18968 
ED 233238 Educational Resources 
Information Center, 84-18969 
ED 233300 Educational Resources 
Information Center, 84-18970 
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ED 233303 Educational Resouces 
Information Center, 84-1897] 
ED 233306 Educational Resources 
Information Center, 84-18972 
ED 233329 Educational Resources 
Information Center, 84-18973 
ED 233422 Educational Resources 
Information Center, 84-18974 
ED 233431 Educational Resources 
Information Center, 84-18975 
ED 233432 Educational Resources 
Information Center, 84-18976 
ED 233449 Educational Resources 
Information Center, 84-18977 
ED 233450 Educational Resources 
Information Center, 84-18978 
ED 233451 Educational Resources 
Information Center, 84-18979 
ED 233452 Educational Resources 
Information Center, 84-18980 
ED 233453 Educational Resources 
Information Center,  84-18981 
ED 233454 Educational Resources 
Information Center, 84-18982 
ED 233455 Educational Resources 
Information Center, 84-18983 
ED 233460 Educational Resources 
Information Center, 84-18984 
ED 233461 Educational Resources 
Information Center, 84-18985 
ED 233462 Educational Resources 
Information Center, 84-18986 
ED 233469 Educational Resources 
Information Center, 84-18987 
ED 233479 Educational Resources 
Information Center, 84-18988 
ED 233480 Educational Resources 
Information Center, 84-18989 
ED 233481 Educational Resources 
Information Center, 84-18989 
ED 233499 Educational Resources 
Information Center, 84-18990 
ED 233500 Educational Resources 
Information Center, 84-1899] 
ED 233501 Educational Resources 
Information Center, 84-18992 
ED 233522 Educational Reources 
Information Center, 84-18993 
ED 233535 Educational Resources 
Information Center,  84-18994 
ED 233536 Educational Resources 
Information Center, 84-18995 
ED 233540 Educational Resources 
Information Center, 84-18996 
ED 233589 Educational Resources 
Information Center, 84-18997 
ED 233590 Educational Resources 
Information Center, 84-18998 
ED 233591 Educational Resources 
Information Center, 84-18999 
ED 233669 Educational Resources 
Information Center, 84-19000 
ED 233695 Educational Resources 
Information Center, 84-19001 
ED 233706 Educational Resources 
Information Center, 84-19002 
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ED 233838 Educational Resources 
Information Center, 84-19003 
ED 233839 Educational Resources 
Information Center, 84-19004 
ED 233841 Educational Resources 
Information Center, 84-19005 
ED 233874 Educational Resources 
Information Center, 84-19006 
ED 233878 Educational Resources 
Information Center, 84-19007 
ED 233883 Educational Resources 
Information Center, 84-19008 
ED 233884 Educational Resources 
Information Center, 84-19009 
ED 233885 Educational Resources 
Information Center, 84-19010 
ED 233906 Educational Resources 
Information Center,  84-19011 
ED 233907 Educational Resources 
Information Center, 84-19012 
ED 233915 Educational Resources 
Information Center, 84-19013 
ED 233954 Educational Resources 
Information Center, 84-19014 
ED 233961 Educational Resources 
Information Center, 84-19015 
ED 233965 Educational Resources 
Information Center, 84-19016 
ED 233966 Educational Resources 
Information Center, 84-19017 
ED 233967 Educational Resources 
Information Center, 84-19018 
ED 234042 Educational Resources 
Information Center, 84-19019 
ED 234043 Educational Resources 
Information Center, 84-19020 
ED 234047 Educational Resources 
Information Center, 84-19021 
ED 234048 Educational Resources 
Information Center, 84-19022 
ED 234049 Educational Resources 
Information Center, 84-19023 
ED 234050 Educational Resources 
Information Center, 84-19024 
ED 234052 Educational Resources 
Information Center, 84-19025 
ED 234063 Educational Resources 
Information Center, 84-19026 
ED 234065 Educational Resources 
Information Center, 84-19027 
ED 234092 Educational Resources 
Information Center, 84-19028 
ED 234093 Educational Resources 
Information Center, 84-19029 
ED 234100 Educational Resources 
Information Center, 84-19030 
ED 234104 Educational Resources 
Information Center, 84-19031 
ED 234121 Educational Resources 
Information Center, 84-19032 
ED 234122 Educational Resources 
Information Center, 84-19033 
ED 234123 Educational Resources 
Information Center, 84-19034 
ED 234125 Educational Resources 
Information Center, 84-19035 
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ED 234126 Educational Resources 


| Information Center, —84-19036 
| 001-000-04334-0 GPO, = 84-18364 
| 001-000-04353-6 GPO, = 84-18363 


001-000-04400-1 GPO , = 84- 18367 
001-000-04407-9 GPO, 84-18542 
001-000-04420-6 GPO, = 84-18366 
001-001-00595-9 GPO , = 84-18463 
001-007-00908-1 GPO, = 84-18491 
001-019-00333-2 GPO, 84-18543 
003-001-80006-3 , 84-18645 

003-001-80064-1, 84-18626 

003-003-02555-1 GPO, = 84-18667 
003-003-02573-9 GPO , — 84-18664 
003-003-02581-0 GPO , — 84-18668 
003-024-03606-1 GPO, 84-18654 
003-024-03616-9 GPO, 84-18655 
003-024-04033-6 , 84-18642 

003-024-05006-4 GPO , = 84-18625 
003-024-05657-7 GPO, 84-1865] 
003-024-05658-5 GPO, = 84-18653 
003-024-05666-6 GPO , = 84-18650 
003-024-05668-2 , 84-18627 

003-024-05790-5 , 84-18638 

003-024-05791-3 , 84-18639 

003-024-05798-1,  84-18640 

003-024-05800-6 ,  84-18641 

003-024-05809-0 , 84-18643 

003-024-05816-2 , 84-18644 

003-024-05832-4 GPO, 84-18652 
003-024-05834-1 GPO, 84-18656 
003-024-05851-1 GPO, 84-18628 
003-024-05853-7 GPO, = 84-18629 
003-024-05855-3 GPO,  84-18630 
003-024-05857-0 GPO, 84-18631 
003-024-05863-4 GPO, 84-18632 
003-024-05870-7 GPO, 84-18633 
003-024-05873-1 GPO,  84-18634 
003-024-05878-2 GPO,  84-18635 
003-024-05883-9 GPO, 84-18636 
003-024-05885-5 GPO, 84-18637 
003-024-90047-5 GPO, 84-18624 
003-024-90051-3 GPO, 84-18623 
003-024-90157-9 GPO, 84-18571 
003-024-90177-3 GPO, —84-18573 
003-024-90186-2 GPO, 84-18574 
003-024-90188-9 GPO, 84-18575 
003-024-90206-1 GPO, 84-18576 
003-024-90285-1 GPO, 84-18577 
003-024-90340-7 GPO, 84-18578 
003-024-90355-5 GPO, 84-18579 
003-024-90386-5 GPO,  84-18580 
003-024-90388-1 GPO, 84-1858] 
003-024-90389-0 GPO, 84-18582 
003-024-90390-3 GPO, 84-18583 
003-024-90420-9 GPO, 84-18584 
003-024-90431-4 GPO,  84-18585 
003-024-90432-2 GPO, 84-18586 
003-024-90435-7 GPO , — 84-18587 
003-024-90440-3 GPO, = 84-18588 
003-024-90448-9 GPO , = 84-18589 





September 1984 


003-024-90451-9 GPO, —84-18590 
003-024-90457-8 GPO , = 84-18591 
003-024-90462-4 GPO , = 84-18592 
003-024-90464-1 GPO, = 84-18593 
003-024-90472-1 GPO, 84-18594 
003-024-90473-0 GPO , = 84-18595 
003-024-90479-9 GPO, = 84-18596 
003-024-90492-6 GPO , = 84-18597 
003-024-90493-4 GPO, = 84- 18598 
003-024-90494-2 GPO, = 84-18599 
003-024-90498-5 GPO , 84-18600 
003-024-90499-3 GPO, = 84-18601 
003-024-90501-9 GPO , — 84-18602 
003-024-90502-7 GPO, 84-18603 
003-024-90504-3 GPO, = 84-18604 
003-024-90505-1 GPO, —84-18605 
003-024-90511-6 GPO, 84-18606 
003-024-90517-5 GPO, 84-18607 
003-024-90543-4 GPO , = 84-18608 
003-024-90549-3 GPO , = 84-18609 
003-024-90551-5 GPO, 84-18610 
003-024-90552-3 GPO, = 84- 18611 
003-024-90554-0 GPO , = 84-18612 
003-024-90558-2 GPO,  84-18613 
003-024-90571-0 GPO, 84-18614 
003-024-90579-5 GPO, 84-18615 
003-024-90589-2 GPO, 84-18616 
003-024-90592-2 GPO, 84-18617 
003-024-90594-9 GPO, — 84-18572 
003-024-90776-3 GPO , = 84-18659 
003-024-90778-0 GPO , —84-18660 
003-024-90780-1 GPO, 84-18661 
003-024-90784-4 GPO , 84-18662 
003-024-90901-4 GPO, = 84-18658 
003-024-91001-2 GPO,  84-18657 
003-024-91197-3 GPO, 84-18618 
003-024-91207-4 GPG ,  84-18619 
003-024-91213-9 GPO, 84-18620 
003-024-91221-0 GPO , 84-18621 
003-024-91225-2 GPO,  84-18622 
008-000-00404-8 , 84-18761 

008-054-00107-6, 84-18853 

008-070-00470-4 GPC , —84-18874 
017-012-00315-0 GPQ , = 84-19250 
017-012-00317-6 GPO, 84-19246 
017-012-00318-4 GPO, = 84-19252 
017-015-00220-9 GPO, — 84-19247 
017-015-00221-7 GPO, = 84-19254 
017-015-00222-5 GPO, = 84-19253 
017-022-00838-6 , 84-19255 

017-033-00411-1 GPO,  84-19272 
017-042-00167-6 GPO, = 84-19217 
017-060-00153-4 GPO , = 84-19950 
018-000-00304-0 GPO , =. 84-19132 
022-001-00121-0 GPO, —-84-19740 
0)22-003-8104.-3, — 84-19166 

()22-003-81001-3 ,  84-19167 
022-003-81001-3 , — 84-19168 
022-003-81001-3 ,  84-19169 
022-003-81001-3 . — 84-19170 
022-003-81001-3 . 84-1917] 





022-003-81001-3, 84-19172 
022-003-81001-3, 84-19173 
022-003-81001-3, 84-19174 
022-003-81001-3, 84-19175 
022-003-81001-3, 84-19176 
022-003-81001-3, | 84-19177 
022-003-81001-3, 84-19178 
022-003-81001-3,  84-19179 
022-003-81001-3, 84-19180 
022-003-81001-3, 84-19181 
022-003-81001-3 , 84-19182 
022-003-81001-3,  84-19183 
022-003-81001-3, 84-19184 
022-003-81001-3, 84-19185 
022-003-81001-3,  84-19186 
022-003-81004-8 , 84-19166 
022-003-81004-8 ,  84-19167 
022-003-81004-8 , 84-19168 
022-003-81004-8 , 84-19169 
022-003-81004-8 ,  84-19170 
022-003-81004-8 , 84-1917] 
022-003-81004-8 , 84-19172 
022-003-81004-8 , 84-19173 
022-003-81004-8 , 84-19174 
022-003-81004-8 , 84-19175 
022-003-81004-8 , 84-19176 
022-003-81004-8 ,  84-19177 
022-003-81004-8 , 84-19178 
022-003-81004-8 , 84-19179 
022-003-81004-8 , 84-19180 
022-003-81004-8 , 84-19181 
022-003-81004-8 , 84-19182 
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022-003-81004-8 , 84-19184 
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022-003-81004-8 , 84-19186 


022-003-95984-0 GPO , 
022-003-95996-3 GPO , 
022-003-96011-2 GPO , 
022-003-96023-6 GPO , 
022-003-96024-4 GPO , 
022-003-96026-1 GPO , 
022-003-96027-9 GPO , 
022-003-96029-5 GPO , 
022-003-96030-9 GPO , 
022-003-96031-7 GPO , 
022-003-96036-8 GPO , 
022-003-96037-6 GPO , 
022-003-96038-1 GPO , 
022-003-96040-6 GPO , 
022-003-96041-4 GPO , 
024-000-00879-7 GPO , 
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024-001-03517-1 GPO , 
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027-000-001193-4 GPO,  84-19619 
027-000-01179-9 GPO, 84-19617 
029-001-02556-4 GPO , = 84-19629 
029-001-02805-9 GPO, — 84-19632 
029-001-02806-7 , 84-19631 
029-001-02809-1 GPO, 84-19630 
029-001-02811-3 GPO, 84-19633 
029-001-02814-8 , 84-19634 
029-001-81004-1 ,  84-19635 
029-001-81004-1 , 84-19636 
029-001-81004-1 ,  84-19637 
029-001-81004-1 , 84-19638 
030-004-00022-1 GPO,  84-19660 
030-018-00023-1, 84-19666 
031-000-00240-1,  84-19671 
031-000-00245-1,  84-19670 
033-000-00839-2, 84-19681 
033-000-00847-3 GPO, 84-19682 
033-000-00857-1 GPO , 84-19680 
038-000-00532-4 , 84-19727 
038-000-00535-9 , 84-19723 
038-000-00536-7 , 84-19724 
038-000-00539-1 ,  84-19725 
038-000-00541-3 , 84-19722 
038-000-00543-0 , 84-19726 
038-000-00545-6 ,  84-19720 
041-001-00275-8 GPO, 84-19740 
044-000-02010-6 , 84-19748 
044-000-02011-4 GPO, 84-19784 
044-000-02013-1 GPO, 84-19782 
044-000-02015-7 GPO, 84-19780 
044-000-02016-5 GPO,  84-19783 
044-000-02017-3 GPO, 84-19781 
044-000-02018-1,  84-19789 
044-000-93544-9 GPO, = 84-19774 
044-000-93546-5 GPO, 84-19776 
044-000-93548-1 GPO,  84-19779 
044-000-93551-1 GPO,  84-19775 
044-000-93552-0 GPO, = 84-19777 
044-000-93553-8 GPO, 84-19778 
045-000-00217-9 GPO,  84-19796 
048-000-00362-1 GPO,  84-19799 
050-001-81001-8 GPO, 84-19830 
050-003-00415-4 GPO, 84-19858 
050-007-00650-1 GPO, 84-19840 
050-007-00653-5 GPO, 84-19841 
050-007-00657-8 GPO, 84-19842 
050-007-00660-8 , 84-19839 
050-010-81001-7 GPO, = 84-19843 
052-001-81001-5, 84-19949 
052-003-00922-6 GPO, 84-20043 
052-003-00924-2 GPO,  84-20042 
052-003-00925-1 GPO, 84-20046 
052-003-00926-9 GPO , = 84-20045 
052-003-00946-3 GPO, 84-20044 
052-003-00952-8 GPO , = 84-20041 
052-011-00244-5 GPO,  84-19952 
052-070-05933-8 GPO , 84-20094 
065-000-00153-5,  84-18911 
065-000-00163-2 GPO,  84-18877 
065-000-00191-8 ,  84-18885 
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A H.R. 3547)., Amending the District of Co 84-19897 
H.R. 3678)., Water Resources Conservatio 84-19920 
A (Norway ) /, Omega propagation correction tables 84-18763 H.R. 3739) (including the cost estimate 84-19937 

s ) /, Omega propagation correction tables 84-18766 H.R. 4194)., Extension of international 84-19921 
abandoned wells, Geophysical methods for locating 84-19451 H.R. 4212) (including cost estimate of t 84-19932 
ability in reading /, Comprehension skills and tex 84-18888 H.R. 4214) (including the cost estimate 84-19926 

ig tests :a state of the art review including 84-19649 H.R. 4263)., Designating certain lands i 84-19936 
ablation model /, SLAM :a sodium-limestone concret 84-19987 H.R. 4275) (including the cost estimate 84-19923 
Above-ground weights for tamarack in northeastern 84-18400 H.R. 4280 which on November 2, 1983, was 84-19927 
above-stump weights red oak, red maple, and white $4-18393 H.R. 4307) (including cost estimate of t 84-19942 
Aboveground weight and volume of unthinned, plante 84-18416 H.R. 4666) (including cost estimate of t 84-19931 
abrasive-planed flakeboard and yellow-poplar venee 84-18436 H.R. 5222)., Controlled Substance Regist 84-19922 
abroad :international homestay exchange programs / 84-18999 H.R. 5298) (including cost estimate of t 84-19925 

“© —__., Sources of information from 84-19810 H.R. 5355) (including the cost estimate 84-19928 
absorbed-power distribution in a cylindrical solar 84-19709 H.R. 5369) (including the cost estimate 84-19941 
abstracts /, Publications and patents with 84-18525 H.R. 5602) (including cost estimate and 84-19948 


/, Publications and patents with 84-18526 H.R. 5642 ... referred jointly to the Co 84-19944 
/, Publications and patents with 84-18527 H. Res. 490)., Providing for the conside 84-19933 
/, Publications and patents with 84-18528 H. Res. 491)., Providing for the conside 84-19934 
/, Publications and patents with 84-18529 H. Res. 493)., Providing for the conside 84-19938 
/, Publications and patents with 84-18530 H. Res. 494)., Providing for the conside 84-19939 
/, Publications and patents with 84-18531 H. Res. 507)., Providing for the conside 84-19945 
/, Publications and patents with 84-18532 H. Res. 508)., Providing for the conside 84-19946 
/, Publications and patents with 84-18533 . Res. 509)., Providing for the conside 84-19947 
S. Res. 370)., Waiver of section 402(a) 84-19893 
373) (including cost estimate of the 84-19919 
1126)., Harvey E. Ward :report (to 84-19883 
1129)., Domestic Volunteer Service Ac 84-19930 
1196)., A bill to confer jurisdiction 84-19887 
1201)., The Semiconductor Chip Protec 84-19890 
1224)., Providing for the disposition 84-19889 


/, Publications and patents with 84-18534 

of the Symposium on the Geology and Mine 84-19489 

on the role of bile acids in the promoti 84-19225 
abundance and entrainment of larval fishes in the 84-19062 
of detectable gold, arsenic, bismuth, an 84-19402 
abuse prevention and education :, Role of the medi 84-20156 
by treatment units, September 1982 :data from t 84-19283 


AC power systems at nuclear power plants /, Reliab 84-19976 1852)., Defense Production Act amendm 84-19924 
academic standards :a guide to learning improvemen 84-19000 


H 

S 

Ss 

Ss. 

S 

Ss 

S 

S 
; ; S. 1870)., Credit and Debit Card Counter 84-19882 
Accelerated collection and deposit of payments to 84-19928 S. 2100)., Authorizing the sale of ammun 84-19888 
accelerograms (version 1.0) re AGRAM «a series of 84-19391 S 2281)., National Health Service Corps 84-19885 
Acceptsace criteria for the low enriched uranium r 84-19967 S. 2301)., Health Services, Preventive H 84-19886 
accessories (industry 5137)., 1982 census of whole 84-18659 S. 241 3),, American Gold Star Mothers, I 84-19884 
accident a final report on the investigation of f 84-20011 S 2436)., Corporation for Public Broadc 84-19891 
‘ S. 2457)., Idaho Forest Mangement Act of 84-19899 
S. 2490) (including cost estimate of the 84-19903 
S. 2499)., Maritime Appropriation Author 84-19895 
S. 2547)., John F. Kennedy Center author 84-19896 
S. 2556)., Authorizing appropriations fo 84-19892 
S. 2574)., Nurse Education Amendments of 84-19904 


and highway conditions /, Multivariate st 84-19862 
report :collision of the U.S. Coast Guard 84-19825 
reporting codebook : exhibit X-18, safety 84-19202 
risk /, Impact of containment building le 84-19995 
sequence analysis (SASA) program sequence 84-20001 
“:a consumer product safety education cu 84-19955 
accidents draft report /, Mitigative techniques a 84-20014 Ss 
- :draft report /, Mitigative techniques a 84-20015 Ss 
in BWRs :computer modeling requirements 84-19973 Ss 
.. Hospital emergency department manageme 84-19090 S 
S 

S 


. 2606)., Department of Justice Appropr 84-19906 
. 2619)., A bill to extend programs und 84-19898 


2702)., Authorizing appropriations fo 84-19900 
2703)., Environmental Quality Improve 84-19901 


iv) 


.. Safety study :statistical review of al 84-19827 : 84-19902 
Acclimatization , Adaptation, and Tolerance to High 84-19233 a ee one 
: ‘a 5 REL 2723) ... together with additional vi 84-19907 
Accommodations of disabled visitors at historic si 84-19558 on : 
accompany H.J. Res. 492). Making an urgent supple 84-19943 accompanying papers, Lake Wichita, Holliday Creek, 84-19916 
ss H.J. Res. 537) (including cost estimate 84-19935 m , Eight Mile Creek, Paragould, Arkansa 06-1991) 
H.R. 89) (including cost estimate of the 84-19940 ss , Redwood River at Marshall, Minnesota 84-19910 
H.R. 2439 ... referred jointly to the Co 84-19918 account instructions., Custodial 84-18362 
H.R. 3381, which on June 21, 1983, was r 84-19929 accountability :approaches for higher education /, 84-18910 


“ 


“ 
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accounting for Treasury securities at the Federal 
= machines (industry 3574)., 1982 census 
accredited laboratories /, Annual report and direc 
Accrediting occupational training programs / 
accuracy assessment :final report, Arizona vegetat 
S of predicted fuel moisture stick values / 
acetaminophen /, Aspirin vs. 
achieve peace in Central America :March 15, 1984., 
achievement of elementary school age children /, W 
” of secondary school age children /, Si 
acid /, Friction and wear of iron in sulfuric 
7 /, Friction and wear of nickel in sulfuric 
gas removal system /, Process gas chromatogra 
plants /, Review of new source performance st 
precipitation and drinking water quality in t 
rain : 
acids in the promotion of gastrointestinal carcino 
acoustic radiation /, A treatise on 
acquires your property., When a public agency 
acquisition and correction program for the SEMQ el 
7 and support costs for the DOD., Execut 
management as a professor at DSMC., Ma 
., An Introduction to automated mental 
acquisitions and bank market structure /, Foothold 
act issuances ... compilation., Privacy 
program., Draft environmental impact statement 
to Apportion Certain Funds for Construction of 
to Authorize Appropriations for the Earthquake 
to Authorize the President of the United State 
to Authorize the President to Appoint Donald D 
to Continue the Transition Provisions of the B 
to Declare that the United States Holds Certai 
to Provide for a White House Conference on 
Sma 
to Transfer Responsibility for Furnishing Cert 
action :perspectives on instructional management / 
plan requirements on operating plants desig 
., Shear strength characteristics of soils s 
actions of the Department of Defense during the on 
of vital interest to the Congress : the le 
:1982 pressurized water reactor (PWR) simu 
activated alumina /, The equilibrium arsenic capac 
active agents (industry 2843)., 1982 census of man 
activities /, How to reduce injuries to residual t 
at the Gorgas Memorial Laboratory., Qua 
during fiscal year 1982 /, New Madrid S 
inventory report and five-year review s 
of the Economic Development Administrat 
of the last ten years and recommendatio 
of the U.S. Customs Service., The inter 
of the U.S. Geological Survey Water Res 
., Catalog of resident and field trainin 
Ad Hoe Workshop on the University Affiliated Facil 
Adams Counties, Idaho, Mineral resource potential 
Adaptation, and Tolerance to High Altitude /, Proc 
addendum to final environmental impact statement a 
“ ) /, Clear and cloud-free lines-of-sight f 
attitenal dissenting views (to accompany H.R. 367 
views /, Omnibus Defense Authorization 
views (to accompany H.R. 89) (including 
views (to accompany H.R. 2439 ... refer 
views (to accompany H.R. 5222)., Contro 
views (to accompany H.R. 5602) (includi 
views (to accompany S. 1870)., Credit a 
views (to accompany S. 2301)., Health S 
views (to accompany S. 2490) (including 
Adequacy and predictive value of fish and wildlife 
adhesive bonds in knife-planed and abrasive-planed 
adjacent areas, Grant County, New Mexico /, Geoche 
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84-19367 
84-18434 
84-19236 
84-19786 
84-19028 
84-19029 
84-19701 
84-19702 
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84-19081 
84-19059 
84-20114 
84-19225 
84-18841 
84-19302 
84-19485 
84-18758 
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84-19131 
84-19165 
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84-20046 
84-20031 
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84-20170 
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84-19471 
84-19086 
84-19296 
84-19397 
84-19233 
84-18474 
84-18856 
84-19920 
84-19907 
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84-19918 
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to Nevada Test Site, Nye County, Nevada. 
“i to St. Albans Bay, Vermont /, The influen 
- to the Russian River, northern California 
adjust compensation benefits it pays injured feder 
adjustments improve accuracy of predicted fuel moi 
* , elderly housing, and other assisted h 
Adlai E. Stevenson High School Bilingual Academic 
administered by the U.S. Department of Labor which 
administration /, Facility operation and 
* of cooperative forestry programs., 
of the Crude Oil Windfall Profit Ta 
of the Crude Oil Windfall Profit Ta 
of the economic emergency and disas 
., Realism, strength, negotiation :k 
Administrative impacts of private financing techni 
6 license revocations., Safety study 
procedures for military reservists 
services guide. 
Administrator of the Federal Aviation Administrati 
of Veterans Affairs /, First-year im 
relations :keys to school boardsmans 

, Agency for International Developmen 

*s guide to computers in the classroo 

’s guide to microcomputer resources / 

, Small Business Administration /, Sm 
administrators and colleagues /, Staff reductions 
adolescent development /, To facilitate or impede? 
adoption /, Single parent 
Adrian, Oregon, Malheur County., Flood insurance s 
adult and larval beetles (Coleoptera) found associ 
advanced best-estimate computer program for pressu 

= experimental methods to visual technology 

S general operation, Multics STATPAC user h 

e study and research in education., Experim 
Advanced Technology Foundation Act :, The 
advertising :, Modernizing federal restrictions on 

« and promotion in food marketing / 
advice of the Joint Oceanographic Institutions for 

- of the Joint Oceanographic Institutions for 
of the Joint Oceanographic Institutions for 
of the Joint Oceanographic Institutions for 

” of the Joint Oceanographic Institutions for 
advisory committees., DoDDS local educational 

a panels :, Favoritism and bias within the 
Advisory Council on Social Security., Medicare ben 
aerial and underground telephone cable, PE-22., RE 
aerodynamic and angle-of-attack uncertainties on t 
aeromagnetic map of the Hat Mountain quadrangle, A 
aeronautics ., Astronautics and 
aerospace applications II :proceedings of a NASA c 
affairs programs in community colleges :revamping 
affect small business., Major laws administered by 
affecting federal workers and retirees :, Fiscal y 
affiliated facilities for the developmentally disa 
affiliation with health maintenance organizations 
AFGL aircraft icing data /, Analysis of 

ne infrared sky survey catalog /, The revised 
afraid to ask., Everything you always wanted to kn 
Africa :, Hunger in 

(including Morocco, northern and western Al 

, including the Mediterranean Sea., Tide tab 

, including the Mediterranean Sea, Europe an 

, including the Mediterranean Sea, Tide tabl 

, Station A (Norway) /, Omega propagation co 

, Station D (North Dakota) /, Omega propagat 
African countries., Preprint from the ... Bureau o 

bas countries, Mineral industry of other west 
AFT Educational Research & Disseminiation Program 
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84-19414 
84-19144 
84-18434 
84-20085 
84-19032 
84-19627 
84-19844 
84-18372 
84-19139 
84-19140 
84-20065 
84-19788 
84-19864 
84-19826 
84-19093 
84-19300 
84-19189 
84-19145 
84-18893 
84-19148 
84-18984 
84-18942 
84-19154 
84-18935 
84-18992 
84-19297 
84-19117 
84-18562 
84-19998 
84-18830 
84-19464 
84-18952 
84-20089 
84-20152 
84-18553 
84-19723 
84-19724 
84-19725 
84-19726 
84-19727 
84-18756 
84-20136 
84-19950 
84-18523 
84-19700 
84-19392 
84-19681 
84-19695 
84-18889 
84-19627 
84-20158 
84-19296 
84-19290 
84-18862 
84-18860 
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84-20134 
84-19432 
84-18740 
84-18740 
84-18740 
84-18763 
84-18764 
84-19535 
84-19535 
84-19024 
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AFT Teacher Center Resource Exchange /, A final re 
age children /, Single parents, working mothers an 
9 children /, Working draft :single parents, wor 
determinations using IUGS constants, Compilati 
from May, Youth Employment Opportunity 
Wage Ac 
8 of larch species and hybrids in Wisconsin /, 
” /, An alternative definition of “risk 
Age-dependent dose-conversion factors for selected 
agencies appropriations for fiscal year 1984 :, Ag 
appropriations for fiscal year 1984 :, De 
appropriations for 1985 : ’ Department of 
appropriations for 1985 :, Department of 
appropriations for 1985 :, Departments of 
appropriations for 1985 :, Departments of 
cooperating with the United States Depart 
‘report (to accompany H.R. 5355) (includi 
agency acquires your property., When a public 
for International Development /, AID’s mana 
.. Implementing the NIMH prototype in a ment 
agents (industry 2843)., 1982 census of manufactur 
ages of volcanic units in the San Juan Mountains, 
= 7-14., Juvenile firesetter handbook :dealing 
aging and dementia /, Brain in 
= simulation procedures on polymer properties 
Aging :Laboratory of Neurosciences : radiologic te 
AGRAM ::a series of computer programs for processin 
agreement :, Nippon Telephone & Telegraph procurem 
= between the, Governing international fis 
between the United States and the Soviet 
agreements :, Treaties and other international 
° :report /, Foreign currency purchases c 
sericultural and disturbed lands /, Effects of usi 
erosion and sedimentation :a selected 
export promotion and trade :October 1 
prices ... summary / 
resource development program., Nature 
services :the invisible hand in the i 
trade :March 7, 1984., Foreign policy 
Agriculture 
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/, Bacillus thuringiensis cultures ava 
:, Review of the Grace Commission repo 
and Land Resources Management, Univers 
:conference report (to accompany H.J. 
, CFR. 7, 
, CFR. 7, 
., Code of federal regulation. 7, 
., Code of federal regulations. 7, 
., How to get information from the Unit 
.. New directions for science, educatio 
. Preliminary report. Texas., 1982 cens 
. Preliminary report. United States., 1 
, rural development, and related agenci 
. Volume 1, Geographic area series, Par 
. Volume 1, Geographic area series. Par 
. Volume 1, Geographic area series. Par 
. Volume 1, Geographic area series. Par 
. Volume 1, Geographic area series. Par 
Agriculture Forest Service in administration of co 
ahorro del gobierno., 50 preguntas y respuestas 7! 
aid applicants :, Profile of financial 
“ carrier landings /, Glideslope descent-rate cu 
in fish and wildlife restoration., Federal 
to education in Paraguay :the rural education 
to Zimbabwe :an evaluation /, U.S. 
"s experience :a consideration based on evaluat 
’s management of the housing guaranty program : 
aids cone collection in a Douglas-fir seed orchard 
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84-20075 
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84-19928 
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84-19278 
84-18578 
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84-19096 
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84-19915 
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84-19751 
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84-20060 
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84-19167 
84-18535 
84-20069 
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84-19166 
84-19167 
84-19167 
84-19166 
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84-18624 
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84-18618 
84-18619 
84-18620 
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84-19790 
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algal-available 


ie ., Laboratory training and consultation divisi 


Ale drying of chunkwood and chips / 
guide fairings to improve performance /, Modif 
pollution control /, Inspection and operating 
quality monitoring methodology /, Diesels in u 
quality, oil shale, and wilderness :a workshop 
quality related values of the Flat Tops /, Air 
sampler /, Calibration sources for the G-M cou 
venting on generating efficiency, dissolved ox 
air-cooled turbine blades /, Review and status of 
Air Force pursuant to, Annual report submitted to 
- technical objective document., Fiscal ye 
Air Force Academy cadet handbook 
- cadet handbook., Contrails, 
air-to-air engagements /, Effects of transport del 
aircraft (addendum) /, Clear and cloud-free lines- 
:concept test /, Companion trainer 
controls research 1983 :proceedings of a 
equipment, N.E.C. (industry 3728)., 1982 
icing data /, Analysis of AFGL 
(industry 3721)., 1982 census of manufact 
propellers 
propellers /, Current industrial reports. 
rondel markings :RIG SAFEARM /, Recogniti 
, gas-turbine-engine system which uses cry 
airfields and Army installations /, Strategies for 
airlift /, Tactical 
Airline transport pilot :airplane—FAR part 135, he 
airplane—FAR part 135, helicopter—VFR, helicopter— 
airshed model /, A review of recent applications o 
Ajo 1°x 2°quadrangle, Ariz 
al U.S. Merit Systems Protection Board., Como apel 
? ., Safety evaluation report related to the opera 
Alabama counties /, Forest statistics for north ce 
S , Assessment of hydrologic conditions in po 
., Statewide average climatic history. 
, unincorporated areas., Flood insurance st 
/, Classification, description, and dynamic 
/, Floods from small drainage basins in 
/, Glacier Bay :a guide to Glacier Bay Nati 
/, Glacier Bay National Park and Preserve, 
/, Rural teachers and community schools in 
:a descriptive profile /, Principals in rur 
land conveyance program—a slow, complex, an 
, August 17-19, 1982,, Lodgepole pine :regen 
, Availability of petrographic thin-sections 
, Distribution and abundance of detectable g 
, Erosion and migration of an artificial san 
., Final environmental impact statement :LPK 
, Geotechnical framework, northeast Gulf of 
, Mineral resource assessment of the Circle 
, North Slope, Alaska, Availability of petro 
, Stratigraphy, structure, and palinspastic 
, 1972 /, Timber resource statistics for the 
, 1974 /, Timber resource statistics for the 
, 1975 /, Timber resource statistics for the 
, 1981-82, Sediment discharge data for selec 
Alaska Peninsula, Geochronology, geochemistry, and 
Alaskan Beaufort Sea :magnetic tape and documentat 
Alcohol and highway safety :professional papers on 
alcohol-involved aviation accidents., Safety study 
alcoholism insurance benefit packages :documentati 
" treatment health insurance simulation m 
Alcoholism Treatment Utilization Survey (NDATUS)., 
alder on chemical properties of a clay loam soil i 
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assess consequences before reducing taxpayer assis 
assessment /, Citizenship and social studies objec 
/, The Use of interactive graphics proc 
and measurement, The weathering of bric 
and suggested experimental program /, F 
:final report, Arizona vegetation resou 
guide for BHCDA projects., Health promo 
in the 162-174 MHz frequency band /, Sp 
:LOFT large break L2-5 /, RELAPS 
of a prototype earthquake prediction ne 
of Cache Creek, Yolo, Lake, and Colusa 
of educational progress :mathematics : 
of hydrologic conditions in potential c 
of regional timber output /, Veneer, 19 
of retrieval alternatives for the geolo 
of the Circle quadrangle, Alaska, Miner 
of the effects of pollutant mixtures on 
of the hydrologic information required 
of undiscovered conventionally recovera 
of undiscovered conventionally recovera 
of White River between Lake Sequoyah an 
of world crude oil reserves and resourc 
of world crude-oil reserves and resourc 
:review and evaluation of existing reco 
to cognitive and perceptual functioning 
., Citizenship and social studies :relea 
., National assessment of educational pr 
assessments ., Procedural handbook :1981-1982 mathe 
assets :theory and evidence., The Effect of defici 
assimilation technique /, A SEASAT SASS simulation 
assistance : report to the Congress /, Need to bet 
amendments of 1984 :report together wit 
and related programs appropriations for 
legislation for fiscal year 1985 :, For 
of School of Agriculture and Land Resou 
program :community disaster loan handbo 
program :mobile home sales handbook., F 
programs., Audit guide :student financi 
programs., Student financial 
programs, interest credit program, tena 
Assistant Secretary of the Army (Civil Works), tra 
of the Army (Civil Works) tran 
of the Army (Civil Works) tran 
of the Army (Civil Works) tran 
of the Army (Civil Works) tran 
of the Interior for Indian Aff 
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84-19379 
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84-19372 
84-19432 
84-19482 
84-19339 
84-19323 
84-19461 
84-20016 
84-18964 
84-19016 
84-19007 
84-19017 
84-19799 
84-19689 
84-19138 
84-19918 
84-20081 
84-20127 
84-18460 
84-19092 
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84-18880 
84-18879 
84-18537 
84-19909 
84-19910 
84-19911 
84-19913 
84-19916 
84-19894 
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assisted analyses and correlation, Ice gouge data 

“ housing issues :, Section 8 rent adjustme 
associated flags, ensigns, and aircraft rondel mar 

4 with sever accidents :draft report /, M 
with severe accidents :draft report /, 
with the inhomogeneous Helmholtz equati 
with wood at ports of entry., Illustrat 
assurance in nuclear medicine :proceedings of an I 

a program interagency functional directory 
ASTM A106 steel pipe /, J-integral tearing instabi 
astrolabes from the National Museum of American Hi 
Astronautics and aeronautics. 
atheletes., Team up for drug prevention with Ameri 
ATHIS)., Development of cost simulation study of a 
Atlanta, Georgia /, Proceedings of the 1982 Sugar 

= , Georgia, November 4-5, 1982 /, Proceeding 
Atlantic continental margin, Submarine canyon and 
Atlantic Ocean on 6 March 1982 and subsequent sink 
atmospheres /, A Computer code to calculate emissi 
atmospheric CO.with emphasis on water 

Gi effects and potential climatic impact 
sounder (VAS) data /, Application of V 
transmittance/radiance :computer code 
Atmospheric Administration Act of 1983 :report (to 
atrophy /, Firal report phase IV :research opportu 
attack the pressing and urgent problem of internat 
attenuation handbook for uranium mill tailings cov 
attitudes and perceptions., lowa cooperative ferti 
audio-visual training aids., Laboratory training a 
audiovisual materials produced by the United State 
Audit guide :student financial assistance programs 
audits, rental assistance programs, interest credi 
aufwuchs matrices of a large outdoor channel micro 
augmentation at Fosters Brook, Long Island, New Yo 
August 10, 1979, submitting a report, together wit 
August 15-25, 1982, Data from sediment studies of 
August 17-19, 1982,, Lodgepole pine :regeneration 
August 22-28, 1982 /, I.U.F.R.O. Symposium on Fore 
August 30-31, 1983 /, NRC nuclear waste geochemist 

zs /, Optical information processi 
August 1982 seismic-refraction experiment in the M 
August 1983., Priorities in health statistics :pro 
Austin and Waller Counties, Texas /, Soil survey o 

€ , Texas, metropolitan area, 1981, Hydrologic 
authority to reduce erosion within the Cuyahoga Va 
authorization for fiscal year 1985 :, NASA 

¢ ‘report (to accompany S. 2436)., Cor 

‘ (transportation programs ) :, Fiscal 
authorizations :report (to accompany S. 2547)., Jo 

“ . Revised table 5—estimated federal 
authorize an employer to pay a youth employment op 

- and Request the President to Designate t 

* the President of the United States to Pr 

2 the President to Appoint Donald D. Engen 
Authorize Appropriations for the Earthquake Hazard 
authorized to operate., Beverage distilled spirits 
Authorizing appropriations for environmental resea 

* appropriations for the American Folkli 

% appropriations for the Department of E 

me the sale of ammunition for avalanche c 

$ the Secretary of the Interior to const 
autistic children /, Comprehensive training for pe 
autoimmune diseases /, Immunofluorescence detectio 
automated mental health information systems and th 
automatic control systems /, Limestone scrubber sl 

* data processing and telecommunications n 

” merchandising machines (industry 3581)., 

rendezvous and docking :a parametric stu 
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Automotive stampings (industry 3465)., 1982 census 
availability and hydrology in the United States :r 
:conventional gas supply through the 
of petrographic thin-sections from me 
program appraisal /, Copper availabil 
program appraisal /, Manganese availa 
—market economy countries :a minerals 
—market economy countries :a minerals 
available economic data for the shrimp fisheries i 
for international nuclear safeguards :re 
from the U.S. Department of Agriculture 
lunar radio flux data in broadbeam anten 
to depict the current status of given oi 
avalanche control :report (to accompany S. 2100)., 
average climatic history. Alabama., Statewide 
™ climatic history. California., Statewide 
climatic history. Colorado., Statewide 
climatic history. Delaware., Statewide 
climatic history. Florida., Statewide 
climatic history. Georgia., Statewide 
climatic history. Idaho., Statewide 
climatic history. Illinois., Statewide 
climatic history. Indiana., Statewide 
climatic history. lowa., Statewide 
climatic history. Kansas., Statewide 
climatic history. Kentucky., Statewide 
climatic history. Louisiana., Statewide 
climatic history. Maine., Statewide 
climatic history. Maryland, Statewide 
climatic history. Massachusetts., Statewid 
climatic history. Michigan., Statewide 
climatic history. Minnesota., Statewide 
climatic history. Mississippi., Statewide 
climatic history. Missouri., Statewide 
climatic history. New Jersey., Statewide 
climatic history. New Mexico., Statewide 
climatic history. New York., Statewide 
climatic history. North Dakota., Statewide 
climatic history. Ohio., Statewide 
climatic history. Oklahoma., Statewide 
climatic history. Oregon., Statewide 
climatic history. Pennsylvania., Statewide 
climatic history. Rhode Island., Statewide 
climatic history. South Carolina., Statewi 
climatic history. South Dakota., Statewide 
climatic history. Tennessee., Statewide 
climatic history. Texas., Statewide 
climatic history. Utah., Statewide 
climatic history. Vermont., Statewide 
climatic history. Virginia., Statewide 
climatic history. Washington., Statewide 
climatic history. West Virginia., Statewid 
climatic history. Wisconsin., Statewide 
climatic history. Wyoming., Statewide 
tion accidents., Safety study :statistical rev 
mechanic powerplant :question book. 
. FAA statistical handbook of 
Aviation Wide-Angle Visual System (AWAVS) Comput- 
er) visual system /, System description : 
avoidance program :a cooperative effort with the F 
AVRI) accuracy assessment :final report, Arizona v 
award procedures., The International research fell 
awarded the Creek nation :report (to accompany S. 
awards for fiscal year... /, Grants and 
awareness /, Special needs children in family day 
= -» How children develop racial 
A3, Methods for the determination of organic subst 
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84-18535 
84-18667 
84-19378 
84-19888 
84-18699 
84-18700 
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84-18702 
84-18703 
84-18704 
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84-18706 
84-18707 
84-18708 
84-18709 
84-18710 
84-18711 
84-18712 
84-18713 
84-18714 
84-18715 
84-18716 
84-18717 
84-18718 
84-18719 
84-18720 
84-18721 
84-18722 
84-18723 
84-18724 
84-18725 
84-18726 
84-18727 
84-18728 
84-18729 
84-18730 
84-18731 
84-18732 
84-18733 
84-18734 
84-18735 
84-18736 
84-18737 
84-18738 
84-19827 
84-19842 
84-19839 
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84-18486 
84-19367 
84-19234 
84-19889 
84-19720 
84-18920 
84-18957 
84-19371 








Title Keyword Index 


Babcock & Wilcox /, Comparison of implementation o 
baby’s life is so much your own., When the 
Bacillus thuringiensis cultures available from the 
backcountry sites /, Photographic techniques for m 
backfill placement for high level nuclear waste (H 
Background notes, China. 
notes, Mali. 
notes, Mongolia. 
notes, Sierra Leone. 
notes, Tanzania. 
notes, United Kingdom. 
= reports : report to the International J 
bacteriology laboratory /, Isolation and identific 
Bahrain ., Computers and peripheral equipment, 
Bailly/Cheliberg Trail. 
Baja California :Propeamussiidae and Pectinidae /, 
Baker and Wallowa Counties, Oregon, Analytical res 
+ and Wallowa Counties, Oregon, Mineral resour 
Bakken Formation, North Dakota and Montana portion 
balances, except laboratory (industry 3576)., 1982 
bald eagles with voiceprints :a feasibility study 
Baltic states’ struggle for freedom :March 17, 198 
Baltimore, Maryland., Annual meeting report :volun 
band /, Spectrum resource assessment in the 162-17 
bank market structure /, Foothold acquisitions and 
. ., Locate resource data 
banking, Banks and 
7: , CFR. 12, Banks and 
* ., Code of federal regulations. 12, Banks a 
Bankruptcy Act Until May 26, 1984, and for Other P 
Banks and banking 
x4 and banking., Code of federal regulations. 1 
and banking, CFR. 12, 
* and health :, The multilateral development 
banning chemical weapons /, U.S. proposes 
barges, Seattle, Washington, September 10, 1983., 
bark chips /, Determining light transmittance char 
Barkley Dam spillway tainter gate and emergency bu 
barrier (SERB) guardrail :an interim report on its 
Basalt samples and water-column samples from the s 
base assessment and suggested experimental program 
base-metal epithermal deposits /, A compilation of 
based on evaluations /, Irrigation and AID’s exper 
“ simulated cases as a tool for teaching readi 
basement samples for which whole rock 18/0 has bee 
basic chloride method for extracting aluminum from 
x; model for use in computer simulations of Boo 
program for owner/operators and owners of sm 
programs for calculation of cation site occu 
skills :results from vocational education /, 
statistical programs and more advanced gener 
‘the Army National Guard., Getting down to 
virology /, Laboratory exercise review : 
basin and range province /, Map showing coal depos 
and Range Province of New Mexico /, Mineral 
and Range Province of Texas, Mineral resourc 
and Range Province relative to the disposal 
and range province, western United States :P 
near the East Unit, Indiana Dunes National L 
regional coal lease sales :, Powder River 
, Kansas and Oklahoma :communication from the 
, Preliminary log-derived maps of the Bakken 
, Utah. and Colorado, Ground water in the sout 
basins in Alaska /, Floods from small drainage 
* in Wichita, Kansas /, Flood-frequency estim 
* through 1980, Sediment data for mid-Arkansa 
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84-19237 
84-18535 
84-18456 
84-19982 
84-19774 
84-19775 
84-19776 
84-19777 
84-19778 
84-19779 
84-19960 
84-19273 
84-18751 
84-19562 
84-19330 
84-19417 
84-19400 
84-19457 
84-18601 
84-18433 
84-19761 
84-19871 
84-18743 
84-19131 
84-19299 
84-19168 
84-19168 
84-19168 
84-19192 
84-19168 
84-19168 
84-19168 
84-20088 
84-19766 
84-19825 
84-18426 
84-18789 
84-19834 
84-19487 
84-20024 
84-19404 
84-19792 
84-18971 
84-19494 
84-19517 
84-18536 
84-19835 
84-19495 
84-18943 
84-19464 
84-18774 
84-19265 
84-19422 
84-19439 
84-19455 
84-19450 
84-19469 
84-19347 
84-20146 
84-19913 
84-19457 
84-19388 
84-19386 
84-19349 
84-19448 
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batholith roots, Hornblende-rich, high grade metam 
bathymetric swath survey system /, Performance cha 
battle and for his widow and his orphan., The year 
Battle Mountain District /, History of central Nev 
bauxite /, Domestic saprolites as potential substi 
Bayes estimators to the Nuclear Plant Reliability 
BDEN :a timesaving computer program for calculatin 
beach nourishment with dredged materials on the in 
BEACON and COMPARE reactor cavity subcompart- 
ment a 
bear-ing important messages., Campaigning against 
Beaufort, South Carolina, Beaufort County., Flood 
Beaufort County ., Flood insurance study, supplemen 
4 .» Flood insurance study, supplemen 
Beaufort Sea, Alaska, Erosion and migration of an 
Beaver Reservoir, Washington County, Arkansas /, W 
Beckley, West Virginia, October 4-6, 1983 /, Proce 
bed /, Molten thermite teeming into an iron oxide 
Ly , International Salt Company mine, Retsof, New 
bedload discharge in nine Illinois streams with th 
Beekman, New York, Dutchess County., Flood insuran 
beetle infestations /, Estimating the rate and amo 
a infestations with ponderosa pine trap logs 
beetles (Coleoptera) found associated with wood at 
begin and end ? : constitution, laws, and preceden 
BEHAVE ;fire behavior prediction and fuel modeling 
behavior prediction and fuel modeling system, fuel 
behavioral medicine, epidemiology and biostatistic 
Beirut International Airport Terrorist Act , Octobe 
belts :an introduction to an employer’s program., 
benefit of U.S. employment service placements and 
bi packages :documentation of the alcoholism 
benefits and financing :report of the 1982 Advisor 
as amended through November 21, 1983 and 
it pays injured federal employees to leve 
of personnel selection using ability test 
program., Information for annuitants abou 
ithe Army National Guard., The part-time 
, CFR. 20, Employees’ 
., Code of federal regulations. 20, Employ 
, Employees’ 
Benton, Franklin, Yakima, and Kittitas Counties /, 
Bering Sea, Digital gravity and magnetic data coli 
Beryllium 
- ., Preprint from the ... Bureau of Mines 
best-estimate computer program for pressurized wat 
Betrachtung /, Violin woods :a new look Holzer fu 
betterment program : California, Imperial and Rive 
Beverage distilled spirits plants and breweries au 
beverages (industry 2082)., 1982 census of manufac 
BHCDA projects., Health promotion & disease preven 
bias within the Defense Science Board and other mi 
biaxial test frame /, Design of a large force 
bibliography /, Antarctic 
of economic reports on the production 
of English language materials., Rhyme 
of studies in special education /, An 
on management of non-game birds in th 
with selected annotations /, Simulato 
Bicycle tires and tubes from Taiwan :determination 
bicycles, and parts (industry 3751)., 1982 census 
biennial Southern Silvicultural Research Conferenc 
bile acids in the promotion of gastrointestinal ca 
Bilingual education in a Chinese community :final 
# vocational instructor training program : 
bill to confer jurisdiction on the U.S. Claims Cou 
- to extend programs under the Indian Education 
to provide for a White House Conference on Sm 
bills, VIII :, 1983-84 miscellaneous tax 
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84-19869 
84-19594 
84-19521 
84-20007 
84-18458 
84-18791 


84-19983 
84-19218 
84-19118 
84-19118 
84-19119 
84-19360 
84-19339 
84-19650 
84-19977 
84-19458 
84-19343 
84-19112 
84-18386 
84-18422 
84-18562 
84-19875 
84-18453 
84-18453 
84-19226 
84-18755 
84-19857 
84-19649 
84-19284 
84-19950 
84-20179 
84-19144 
84-19649 
84-19737 
84-18773 
84-19171 
84-19171 
84-19171 
84-19512 
84-19415 
84-19529 
84-19529 
84-19998 
84-18373 
84-19501 
84-19816 
84-18574 
84-19287 
84-20136 
84-19515 
84-19666 
84-18359 
84-19653 
84-18908 
84-18471 
84-20023 
84-19614 
84-18613 
84-18468 
84-19225 
84-18917 
84-18967 
84-19887 
84-19898 
84-20177 
84-20123 





Bond Was Given 


biological exposure systems and their measurement 
© quality of streams at the Indiana Dunes 
biology and control., A Basic model for use in com 
biomass equations for 98 species of herbs, shrubs, 
a production of 4- to 9-year-old intensively 
biostatistics research training session., Proceedi 
biotic integrity :temporal variability and regiona 
birch in northern Michigan /, Green above-stump we 
birds in the southeast, 1960-1980 /, A Partial bib 
bismuth, and antimony in the nonmagnetic fraction 
bite out of crime., How to protect children :take 
- out of crime., Youth and crime prevention :yo 
bitterbrush and cliffrose in western North America 
bituminous coal /, Fluidized-bed gasification of p 
wa coal industry, 1950-79., Technology, pr 
black students /, Math readiness and preparation f 
blades /, Review and status of heat-transfer techn 
by (industry 3425)., 1982 census of manufactur 
Blaine and Butte Counties, Idaho, Analyses of samp 
_ , Camas, Custer, Gooding, and Lincoln counti 
BLAST energy analysis /, Use of simplified input f 
blended entry flight control system of the space s 
blight on quaking aspen in northern Utah /, A seve 
blind & physically handicapped /, Library resource 
block and brick (industry 3271)., 1982 census of m 
bg , Tanana inventory unit, Alaska, 1974 /, Timb 
blocks (industry 2951)., 1982 census of manufactur 
blood pressure control., National Heart, Lung, and 
fy pressure control :share the success., Count 
Blood Institute demonstration projects in workplac 
blue illumination /, Visual fatigue in sonar contr 
BNL air sampler /, Calibration sources for the G-M 
board members., Board/administrator relations :key 
members., Building bridges :keys to school b 
members., Communicating with the community : 
members., Conflict management :keys to schoo 
members., Effective meetings :keys to school 
members., Policy development :keys to school 
members., Program evaluation :keys to school 
members., The educational management team :k 
members., What do school boards do? :keys to 
/administrator relations :keys to school boar 
boardmanship : a program of continuing education f 
boards : a manual for workshop leaders., School im 
as do? :keys to school boardmanship : a progra 
boardemenship : a program of continuing education 
: a program of continuing education 
: a program of continuing education 
: a program of continuing education 
: a program of continuing education 
, a program of continuing education f 
, a program of continuing education f 
, a program of continuing education f 
Boca Raton, Florida, Palm Beach County., Flood ins 
bodies in Jurassic Swift Formation, Williston Basi 
Bogue Banks, North Carolina /, The ecological impa 
boiler test report (stick burner)., Wood-fired 
- using staged combustion for NOx reduction / 
“ ., Evaluation of method 5B at a coal-fired 
boiling water reactor anticipated transient withou 
a water reactors /, Evaluation of instrument 
bole volume of five western hardwoods /, Predictin 
boll weevil /, Cotton insect management with speci 
Bolting applications / 
bond and sentencing issues :pretrial detention, se 
S indebtedness of the John F. Kennedy Center fo 
Bond County, Illinois /, Soil survey of 
Bond Was Given., An Act to Transfer Responsibility 
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84-19011 
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84-18586 
84-19452 
84-19314 
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84-19700 
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84-18582 
84-18439 
84-18579 
84-19228 
84-19675 
84-19228 
84-18838 
84-19978 
84-18893 
84-18894 
84-18895 
84-18896 
84-18897 
84-18899 
84-18900 
84-18898 
84-18901 
84-18893 
84-18901 
84-18987 
84-18901 
84-18893 
84-18896 
84-18897 
84-18899 
84-18900 
84-18894 
84-18895 
84-18898 
84-19102 
84-19459 
84-18791 
84-20058 
84-19071 
84-19080 
84-20001 
84-20010 
84-18457 
84-18364 
84-20003 
84-19620 
84-20165 
84-18493 
84-19191 
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bonding 


bonding of helicopter primary structures /, Ultras 
bonds in knife-planed and abrasive-planed flakeboa 
- of 2003., United States of America, 11 
* of 2008-2013., United States of America, tre 
bone-seeking radionuclides /, Age-dependent dose-c 
bonos de ahorro del gobierno., 50 preguntas y resp 
book /, Conducting MSPA housing inspection :test 
/, Conducting MSPA housing inspections :task 
of educational materials for medical radiogra 
one /, Marathi structural patterns : 
supplier profile, Reading Is Fundamental, In 
5, laboratory analysis, chapter A3, Methods f 
., Airline transport pilot :airplane—FAR part 
., Aviation mechanic powerplant :question 
., Flight instructor :question 
Bookcliffs Mountain Browse Natural Area, Utah., Wi 
Boophilus tick biology and control., A Basic model 
BOOST., The Navy's prep school for college scholar 
borehole U11G, expl. 1, northern Frenchman Flat ar 
boreholes in Rhode Island, Analysis of core sample 
borer /, The locust 
borne the battle and for his widow and his orphan. 
Boston, Massachusetts /, The Port of 
- , Massachusetts, October 1982., Productivity 
Bottled green olives from Spain :determination of 
bottom material in selected rivers and estuaries i 
Bou Azzer district, Morocco, A preliminary evaluat 
Boulder support /, Handbook, federal radio use, 
Boulder Canyon project :All-American Canal system, 
boundary layer dispersion properties with height i 
Box Butte County, Nebraska /, Soil survey of 
boys learn /, Two Boy Scout troops :the impact of 
Braille music collections /, International directo 
Brain in aging and dementia / 
branch lobbying should be expanded :report to the 
brandy spirits (industry 2084)., 1982 census of ma 
es , and brandy spirits (industry 2084)., 1982 
brass goods (industry 3432)., 1982 census of manuf 
Bravery and Self-Sacrifice of Our Volunteer Firefi 
Brazil :determinations of the Commission in invest 
break LOCA analyses for two-loop PWRS with upper-p 
” L2-5 /, RELAPS assessment :LOFT large 
breweries authorized to operate., Beverage distill 
brick :causes, assessment and measurement, The wea 
” (industry 3271)., 1982 census of manufacture 
bridge decks and highway pavements., Steel fiber r 
ss gross weight formula. 
Bridgeport, CT /, The Ports of Southern New Englan 
bridges :keys to school boardsmanship, a program o 
Bridging Meeting report, November 15-17, 1981 /, E 
brief guide to materials in the Library of Congres 
" ithe VA in 1983 : to care for him who shall 
brine /, Recovering lithium chloride from a geothe 
British Columbia, and its implications for uranium 
Broadband rotor noise analyses / 
broadbeam antenna-system measurements /, An error 
Broadcast seeding success in eight pinyon-juniper 
Broadwater and Lewis and Clark Counties /, Pick-Sl 
Broken Arrow, Oklahoma, Tulsa and Wagoner counties 
Brooks Range, northwestern Alaska, Stratigraphy, s 
Brotherhood of Locomotive Engineers and, Report to 
Broward County, Florida, eastern part /, Soil surv 
Brown Ditch basin near the East Unit, Indiana Dune 
budget cycle., Fiscal years 1985-1992 projections 
of the Environmental Protection Agency :an 
process :, Congressional 
proposals affecting federal workers and ret 
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detalladas de la vivienda. Parte 53B, Puerto Rico. 84-18653 “ , World coal exploration and 84-19465 
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“ of the Commission in investigations 84-19610 dibromide (EDB) :, Contamination from ethylene 84-20162 
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disbursement , refund, and repayment., A Guide to 
discharge data for selected sites in the Susitna R 
= in nine Illinois streams with the Helley 
discipline and motivation :research synthesis /, S 
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diseases /, Immunofluorescence detection of autoim 
disorder :January 1982 through June 1984, 105 cita 
dispatcher :national standard curriculum : student 
bi *s medical reference manual. 
dispensing pumps (industry 3586)., 1982 census of 
dispersion properties with height in unstable cond 
“ studies, Lehigh River, Francis E. Walte 
display of elementary petroleum themes /, DEPTH :a 
S (PVHD) :proceedings of a conference held a 
displays for flight training /, Unconventional vis 
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exposure monitors /, Field surveys of carbon monox 
d of creosote-naive and creosote-conditione 
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extradition between the United States and Ireland, 
< treaty between the government of the U 
treaty between the government of the U 
treaty with Costa Rica :message from t 
treaty with Ireland :message from the 
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Far East and South Asia., Preprint from the ... Bu 
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study /, Tracking hazardous materials 
features of secondary schools on adolescent develo 
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method for the concentration of radioiodine 
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ed review schedule /, Commercial activities 
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Flagstaff., Snag habitat management :proceedings 0 
flakeboard and yellow-poplar veneer /, Quality of 
flank , Rock Springs Uplift to the Rawlins Uplift, 
Flat Tops /, Air quality, oil shale, and wildernes 
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floor joists /, Economic feasibility of manufactur 
Florida /, A Preliminary appraisal of sediment sou 
¥ /, Soil survey of St. Johns County, 
» eastern part /, Soil survey of Broward Co 
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, Lake County., Flood insurance study :city 
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., Statewide average climatic history. 
, Subsurface storage of freshwater in south 
flotation of serpentinized platinum-palladium ore 
flow /, On-farm improvements to reduce sediment an 
" and drainage characteristics of the Brown Dit 
around circular cylinders /, Water-tunnel stu 
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flows /, A model for reaction rates in turbulent r 
“3 and market structure in the Rocky Mountain s 
Floyd County, Kentucky, unincorporated areas., Flo 


“ 


eres ee ES & SE ee 8 


e 
= 


“ 
“ 
“ 
“ 
“ 
“ 
“ 
“ 
“ 
“oe 


“ 


“ 


“ 


84-19865 
84-19835 
84-20021 
84-19710 
84-19683 
84-19700 
84-19840 
84-18871 
84-18831 
84-18809 
84-18810 
84-19117 
84-19098 
84-19102 
84-19114 
84-19099 
84-19120 
84-19103 
84-19100 
84-19122 
84-19116 
84-19115 
84-19123 
84-19106 
84-19108 
84-19097 
84-19107 
84-19128 
84-19104 
84-19118 
84-19119 
84-19112 
84-19111 
84-19101 
84-19113 
84-19110 
84-19124 
84-19105 
84-19109 
84-19125 
84-19126 
84-19127 
84-19121 
84-19359 
84-19329 
84-19349 
84-19851 
84-19442 
84-19359 
84-19386 
84-19446 
84-18415 
84-19342 
84-18515 
84-18495 
84-19101 
84-19100 
84-19103 
84-19102 
84-18703 
84-19420 
84-19524 
84-19055 
84-19347 
84-19679 
84-19755 
84-19678 
84-18442 
84-19107 





fluid dynamics computer mathematical models for th 
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’s oversight and management of contracting for 

’s prep school for college scholarships and Na 

*s Tactical Aircrew Training System (TACTS) /, 
Navy Medical Department /, A hilltop in Foggy Bott 
NCHSR program solicitation :grants for health serv 

ag solicitation :grants for research on health 
Near East countries., Preprint from the ... Bureau 

. countries, Mineral industry of other 
Neararctic Tanytarsini, A generic guide to the lar 
Nebraska /, Soil survey of Box Butte County, 

/, Soil survey of Cass County, 
/, Soil survey of Madison County, 
., County business patterns, 
» Mineral industry of 
., Preprint from the ... Bureau of Mines M 
, State and county data., 1982 census of a 
, 1989 /, Farmer participation in the Hall 
Need to better assess consequences before reducing 
needed in accounting for Treasury securities at th 
+ in Navy’s oversight and management of contr 
Needles, pins, and fasteners (industry 3964)., 198 
needs children in family day care :creating awaren 
;° children in family day care :stimulating lan 
in northern Mexico and southwestern United S 
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wilderness areas : 
, State and county data., 1982 censu 
, 1973-1979 /, Changes in output of 
north-central Maine, Quartz-molybdenite veins in t 
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of information from abroad. 
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bi , Mineral industry of the Republic of 
., Preprint from the ... Bureau of Min 
South Asia, Mineral industry of other areas of the 
¢ ., Preprint from the ... Bureau of Mines 
South Carolina /, Proceedings of conference XX :a 
¢ earthquakes /, Strong ground motion 
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South Dakota /, Soil survey of Faulk County, 
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., County business patterns, 
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., Statewide average climatic history. 
Southeast /, Coastal erosion and archeological res 
Alaska, Distribution and abundance of de 
coast of Jamaica on 16 June 1982 with pe 
Piedmont /, The hardwood resource on non 
:1974-1978., Employment trends in the 
, 1960-1980 /, A Partial bibliography on 
, 1976-1980 /, Interstate movement of rou 
southeastern Louisiana, Floods of April 1983 in so 
ts New Mexico, Instrumentation used for 
re Oregon : introduction /, Wildlife hab 
$ Sangre de Cristo Mountains, New Mexic 
¥ Uinta basin, Utah and Colorado, Groun 
4 United States /, A report on the avai 
seuthers Africa, station A (Norway) /, Omega propa 
Africa, station D (North Dakota) /, Omega 
British Columbia, and its implications fo 
California, Assessment of a prototype ear 
California Outer Continental Shelf, Decem 
exports of wood products, 1967-1980 /: 
Juan de Fuca Ridge :preliminary results o 
Mississippi and southeastern Louisiana, F 
New Mexico, Analytical results for 26 wat 
pines /, Chemical stimulation of lightwoo 
pines :a regeneration alternative /, Dire 
Sierra Nevada, California, showing the lo 
Southern California Continental Borderland collect 
Southern Hemisphere snow cover /, Satellite observ 
Southern New England :Providence, RI, Fall River, 
Southern Nursery Conferences : Western session-Okl 
Southern Region., Proceedings :1982 Southern Nurse 
Southern Silvicultural Research Conference, Atlant 
southernmost Sierra Nevada, California, and implic 
southwestern Colorado /, Effects of commercial cle 
ss Kansas, Geohydrology and model analys 
United States :workshop proceedings, 
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Soviet Union :message from the President of the Un 
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plasma modeling by the logarithmic method /, 
shuttle from Mach 10 to 2.5 /, Effect of aer 
travel / 
vehicle equipment, N.E.C. (industry 3769)., 
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:workshop proceedings., Arms Control in 
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Spain :determination of the Commission in investig 
bs , and the U.S.S.R. :determinations of the Com 
sparse aspen stands /, Shearing restores full prod 
speaking proficiency :the oral interview : Q&A /, 
special education /, Annotated bibliography of stu 
education and rehabilitation :a resource g 
education :eliminating the knowledge dicho 
needs children in family day care :creatin 
needs children in family day care :stimula 
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teference to the Louisville, Kentucky area 
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Specially Struck Medal to the Widow of Roy Wilkins 
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species and hybrids in Wisconsin /, Height growth 
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| on selected forest sites in Hawaii /, Grow 
specification for aerial and underground telephone 
specifications and training program guidelines for 
¢ for visual arts identifying materia 
, Standards and commercial item desc 
specified geographic areas with a variety of well 
specimen collection and handling in microbiology / 
spectacles /, Effectiveness of the Mark V Chemical 
spectral induced polarixation measurements, Wadi B 
Spectrographic analyses of panned concentrate from 
apectram analysis with weighted priors /, Multisig 
resource assessment in the 162-174 MHz fr 
speech processing :-S log S or log S /, Which is t 
Speed changers, drives, and gears (industry 3566). 
$ listening :exploring an analogue of speed re 
reading /, Speed listening :exploring an ana 
spells caution to parents /, Reye syndrome 
sphalerite, Data on stretching of fluid inclusions 
Spill alert device for earth dam failure warning / 
cleanup /, Field manual for plunging water j 
spills or migration /, DIGMAN :a computer program 
spillway tainter gate and emergency bulkheads, Cum 
spin rig and its use in vibration analysis of rota 
Spirit Lake, Washington, May 18, 1980 to July 31, 
spirits (:ndustry 2084)., 1982 census of manufactu 
plants and breweries authorized to operate 
Spokane aquifer, Washington and Idaho, using a sol 
spoken-word recordings :educational, professional, 
sponsored by the Canadian Forest Service with the 
sponsorship ., Private sector investment in health 
Sports Month.”, Joint Resolution to Authorize and 
spray drift predictions using the Forest Service F 
¢ model :a report by H.E. Cramer Co., Salt Lak 
spree., How to go on a shopping 
spring update FY 1986 budget cycle., Fiscal years 
springs, except wire (industry 3493)., 1982 census 
spruce budworm and defoliating insects /, Deployin 
Spruce Mountain 4 quadrangle, Elko County, Nevada, 
SS Golden Dolphin, explosion and fire in the Atlan 
SS Ogden Willamette, major engine room flooding in 
St. Albans Bay, Vermont /, The influence of water 
St. Croix, U.S. Virgin Islands, 1969-1973, Ground 
St. Johns County , Florida /, Soil survey of 
St. Louis, Missouri-Illinois, metropolitan area /, 
St. Louis Peak Roadless Areas Clear Creek, Grand, 
stability :topical report /, Nodal analysis for re 
Stabilization of the solvent methyl-n-amyl ketone 
stable isotope data on selected precious-and base- 
staff development /, Ecological perspectives for s 
¥ development and training function in state s 
of the Heavy-Section Steel Technology Progra 
reductions and performance evaluations :teac 
Stagecoach, Texas, Montgomery County., Flood insur 
staged combustion for NOx reduction /, Evaluation 
Stages in decline :how an educational organization 
stainless steel piping /, An evaluation of manual 
stainlss steel in LWR environment /, The Temperatu 
stamp program., Facts about the food 
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stand management activities /, How to reduce injur 84-18459 
. prescriptions /, A management decision frame 84-18447 
standard Army buildings /, Analysis of energy cons 84-18796 
curriculum : student study guide., Emerge 84-19858 
for continuous-recording voice-logging ta 84-19626 
metropolitan statistical area. Housing ch 84-18646 
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promulgated by tlie National Institute of 84-19626 
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« ‘after wildfire /, Broadcast seeding success 84-18420 sonra cea a a dl pip 
of loblolly pine in the West Gulf region 7; 84-18418 average climatic history. New York. 84-18721 
Starch gel electrophoresis of conifer seeds :a lab 84-18464 average climatic history. North Dakota. 84-18722 
pon in a historical perspective. ; +-19764 average climatic history. Ohio. 84-18723 
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and federal driver licensing programs., Alco 84-19855 ee jem a regen D om _ 84-18729 
“ and local level :, Effectiveness of educatio 84-20102 estes pera re ata oa _ pape 
e education programs /, The Interaction of fed 84-18989 aoe ie sae a penn 
= education programs :summary report of a cong 84-18988 ‘eines cliuaite vit Utah ; 84-18732 
s efforts to protect ground water :report to t 84-19152 siverene cleats Shae : Viewsat 84-18733 
as forester directory :state forestry agencies 84-18372 rae elidaaties pomg Virginia ; 84-18734 
S forestry agencies cooperating with the Unite 84-18372 en clissstie pec Ww. ie : - 84-18735 
* jurisdictions., U.S. Foreign Service posts a 84-19743 e limatic hist — Ww ie a 84-18736 
* jurisdictions., U.S. Foreign Service posts a 84-19746 ett 2 pom “s hi = an — 84-18737 
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average climatic history. Michigan. 84-18715 
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mining and mineral resources research instit 84-19926 station A (Norway) /, Omega propagation correction 84-18763 
andes and mineral resources research instit 84-20111 A (Norway) /, Omega propagation correction 84-1876 
mining and mineral resources research instit 84-20145 D (North Dakota) /, Omega propagation ieeny 84-1876 
of Idaho /, Shoshone/Sun Valley plan amendme 84-19314 E Cote) / oe one Cae 
of the art /, Rural rehabilitation :a 84-19003 E (Reunion) /, Omege propagation correctio OS-S0i87 
of the art in long-term care insurance /, Th 84-19259 H (Japan) /, Omega propagation correction 84-18762 
of the art review including a detailed analy 84-19649 | Stations /, Loose-part monitoring programs and rec. 84-20018 
pianning, budgeting, and accountability :app 84-18910 = and operator interfaces in nuclear power 84-20019 
social service organizations :report of the 84-19295 t in and near the Chemehuevi Mountains and 84-19484 
, regional, and national monthly and annual t 84-18697 statistical analysis of highway accident and highw 84-19862 

, regional, and national monthly and seasonal 84-18698 analysis of the Medicare hospital rout 84-19292 

, the Judiciary, and related agencies appropr 84-20072 analysis system, Nonparametric tests f 84-19423 

, 1980., 1980 census of population. Supplemen 84-18652 area. Housing characteristics for sele 84-18646 
state-of-the-art case analyses : final report /, A 84-19818 area. Housing characteristics for sele 84-18647 
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/, Proposed mining plan, East Gillette F 84-19310 area. Housing characteristics for sele 84-18649 
: OSM-EIS-14 ; prepared by Office of Sur 84-19313 handbook of aviation., FAA 84-19839 
and study report., Cache La Poudre wild 84-18474 parameters for resource evaluation of 84-19462 
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(draft) : Blaine, Camas, Custer, Goodin 84-19314 review of alcohol-involved aviation ac 84-19827 
final /, Cassia resource management pla 84-19309 summaries for samples of rock, minus-6 84-19437 
for the Intermountain Region guide., Fin 84-18475 summaries for samples of rock, minus-6 84-19440 
for the San Juan National Forest land an 84-18478 technique for forecasting severe weath 84-18672 
:LPK timber sale plan for the 1984-89 op 84-18482 statistics derived from the current population sur 84-19630 
of Robert B. Shanks, Deputy Assistant At 84-19618 ¢ :districts, regions, service centers., 84-19809 
:1985-2030 resources planning act progra 84-18480 for north central Alabama counties /, F 84-18444 

, Routt National Forest., Final environme 84-18477 for the Petersburg/Wrangell inventory u 84-18440 
statements of the Reagan administration., Realism, 84-19788 for the upper Tanana block, Tanana inve 84-18439 
Statewide average climatic history. Alabama. 84-18699 for the Yakutat inventory unit, Alaska, 84-18441 
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of the United States., Vital 
:proceedings of the 19th national meeti 
, August 1983., Priorities in health sta 
., Current housing reports. Series H-111 
., Digest of education 
- Digest of education 
, Housing vacancies. Vacancy rates and c 
, Vacancy rates and characteristics of h 
Status and environmental issues /, Cogeneration : 
and recent trends /, Wetlands of the United 
and resource allocation planning and Puerto 
of given oil and gas drilling, WELLMAP, a F 
of heat-transfer technology for internal pa 
of Hispanic Health /, Hispanic mosaic :a pu 
of inventory of uranium at Department of En 
of mineral resource potential evaluation of 
of warmwater fish farming and progress in f 
report /, Reliability analysis of stiff ver 
report, January 1, 1983 to September 31, 19 
., Linking employment problems to economic 
statutory designation of the position of Assistant 
stay :their relationship to health outcomes /, Var 
steam gasification of organic wastes /, A Study of 
Ms generator tubing program annual progress rep 
Steel fiber reinforced superplasticized concretes 
Me in LWR environment /, The Temperature 
depend 
pipe /, J-integral tearing instability analy 
piping /, An evaluation of manual ultrasonic 
springs, except wire (industry 3493)., 1982 
Stein and related parametric empirical Bayes estim 
STEMS tree growth projection system /, An evaluati 
stench fire-warning system /, In-mine remote-actua 
Stephens County , Georgia, unincorporated areas., F 
STEREO, a computer program for projecting and plot 
stereograms, STEREO, a computer program for projec 
Sterile medical devices :a GMP workshop manual / 
stick burner)., Wood-fired boiler test report ( 
- values /, Climate class adjustments improve 
stiff versus flexible piping :status report /, Rel 
Stillwater complex /, Pilot mill flotation of serp 
stimulating language /, Special needs children in 
stimulation of lightwood in southern pines /, Chem 
stock fund purchases should be changed :report /, 
stocks :a social perspective /, Return to cash ren 
% of grain :implications for U.S. policy /, G 
storage and disposal of radwaste containing organi 
in New England :, Petroleum reserve 
of freshwater in south Florida, Subsurface 
program :, Continued investigation of USDA 
project (under construction) :Arizona, New 
, and disposal facilities regulated under R 
story :lower Houston Ship Channel and Galveston Ba 
¢ :Penobscot Riv-r, Maine., A Water quality su 
Story County , lowa /, Soil survey of 
Strategies for and validity of noise monitoring in 
e in simulated carrier landing final appr 
manual /, Linking law to learning :inst 
(553)., Industrial hygiene sampling dec 
strategy /, Hazardous materials/hazardous waste 
* for reducing mountain pine beetle infesta 
on transportation systems /, Impacts of t 
stratified layers with applications to Pressurized 
Stratigraphy , structure, and palinspastic synthesi 
Strawberry Valley project :Utah, Utah and Wasatch 
stream sediment, and nonmagnetic dense-mineral con 
sediment, and nonmagnetic heavy-mineral con 
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sediment sampling for the detection of coba 
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sediments, and rock samples from the Homest 84-19417 
sediments, pan concentrates from stream sed 84-19417 
sediments, Petersburg area, southeast Alask 84-19402 
stream-aquifer system along the Arkansas River in 84-19382 
stream-sediment samples from the Mazatzal Wilderne 84-19418 
Streamflow augmentation at Fosters Brook, Long Isi 84-19328 
streams at the Indiana Dunes National Lakeshore, I 84-19345 
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to mining of the Mulberry coal reserves in 84-19350 
with the Helley-Smith sampler /, Measureme 84-19343 
streets and highways, 1978., Manual on uniform tra 84-19830 
Streichinstrumente : eine neue Betrachtung /, Viol 84-18373 
strength characteristics of soils subjected to fro 84-19863 
# , negotiation :key foreign policy statemen 84-19788 
stress changes estimated from vibrating-wire stres 84-19436 
“ disorder :January 1982 through June 1984, 1 84-19230 
stressmeter measurements near the Mighty Epic even 84-19436 
stretching of fluid inclusions in fluorite and sph 84-19478 
strike density for the contiguous United States fr 84-20030 
Strong ground motion studies for South Carolina ea 84-20028 
- indication that restrictions on executive b 84-19143 
strong-motion accelerograms (version 1.0) /, AGRAM 84-19391 
structural collaboration in fourteen projects /, R 84-18965 
- patterns :book one /, Marathi 84-18925 
Ks response /, Engineering characterizatio 84-20036 
structure /, Foothold acquisitions and bank market 84-19131 
and organization of persistent aquatic | 84-19061 

in the Rocky Mountain states /, Wood pro 84-18442 

of schools on teachers /, The effects of 84-19021 

, and palinspastic synthesis of the weste 84-19475 

, effectiveness and communications /, A s 84-18815 

, Upper Pointe Coupee Loop Area, Louisian 84-18787 
structured regression hypotheses/interactive descr 84-18389 
structures /, A numerical model to simulate sedime 84-18793 
+ /, The management of student affairs pr 84-18889 
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struggle for freedom :March 17, 1984., The Baltic 84-19761 
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loans., A Guide to the repayment of multip 84-18882 

study guide., Emergency medical services d 84-19858 

students /, Math readiness and preparation for com 84-19011 
“ :summer jobs that pay for a lifetime. 84-19846 
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2619)., A bill to extend programs under the Indian 
2702)., Authorizing appropriations for environment 
2703)., Environmental Quality Improvement Act amen 
2704)., Toxic Substances Control Act amendments :r 
2723) ... together with additional views /, Omnibu 
2843)., 1982 census of manufactures. Preliminary r 


“oe 


2843 


84-19757 
84-19800 
84-18482 
84-20074 
84-20077 
84-20072 
84-20075 
84-20073 
84-20081 
84-20127 
84-20076 
84-20096 
84-20078 
84-20092 
84-19941 
84-20169 
84-20158 
84-20176 
84-19906 
84-19898 
84-19900 
84-19907 
84-19892 
84-19188 
84-19187 
84-19193 
84-19800 
84-20184 
84-19811 
84-18480 
84-20169 
84-19811 
84-19941 
84-19691 
84-19892 
84-19632 
84-20045 
84-19806 
84-19804 
84-18571 
84-18572 
84-18573 
84-18574 
84-18575 
84-19888 
84-18576 
84-19885 
84-19886 
84-19884 
84-19905 
84-19891 
84-19918 
84-19899 
84-20177 
84-19903 
84-19895 
84-18577 
84-19896 
84-19892 
84-19933 
84-19904 
84-19906 
84-19898 
84-19900 
84-19901 
84-19902 
84-19907 
84-18578 
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2951)., 1982 census of manufactures. Preliminary r 
3263)., 1982 census of manufactures. Preliminary r 
3269)., 1982 census of manufactures. Preliminary r 
3271)., 1982 census of manufactures. Preliminary r 
3272)., 1982 census of manufactures. Preliminary r 
3351)., 1982 census of manufactures. Preliminary r 
3381, which on June 21, 1983, was referred jointly 
3423)., 1982 census of manufactures. Preliminary r 
3425)., 1982 census of manufactures. Preliminary r 
3432)., 1982 census of manufactures. Preliminary r 
3444)., 1982 census of manufactures. Preliminary r 
3457 :report (to accompany H. Res. 493)., Providin 
3465)., 1982 census of manufactures. Preliminary r 
3471)., 1982 census of manufactures. Preliminary r 
3493)., 1982 census of manufactures. Preliminary r 
3498 )., 1982 census of manufactures. Preliminary r 
3511)., 1982 census of manufactures. Preliminary r 
3535)., 1982 census of manufactures. Preliminary r 
3536 )., 1982 census of manufactures. Preliminary r 
3546 )., 1982 census of manufactures. Preliminary r 


3547)., Amending the District of Columbia Self-Gov 


3565 )., 1982 census of manufactures. Preliminary r 
3566 )., 1982 census of manufactures. Preliminary r 
3567)., 1982 census of manufactures. Preliminary r 
3574)., 1982 census of manufactures. Preliminary r 
3576)., 1982 census of manufactures. Preliminary r 
3581)., 1982 census of manufactures. Preliminary r 
3582)., 1982 census of manufactures. Preliminary r 
3586 )., 1982 census of manufactures. Preliminary r 
3589)., 1982 census of manufactures. Preliminary r 
3622)., 1982 census of manufactures. Preliminary r 
3634)., 1982 census of manufactures. Preliminary r 


3678)., Water Resources Conservation, Development, 


3699 )., 1982 census of manufactures. Preliminary r 
3721)., 1982 census of manufactures. Preliminary r 
3728)., 1982 census of manufactures. Preliminary r 
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3739) (including the cost estimate of the Congress 
3751)., 1982 census of manufactures. Preliminary r 
3761)., 1982 census of manufactures. Preliminary r 
3769)., 1982 census of manufactures. Preliminary r 
3843)., 1982 census of manufactures. Preliminary r 
3942)., 1982 census of manufactures. Preliminary r 
3964)., 1982 census of manufactures. Preliminary r 
3995)., 1982 census of manufactures. Preliminary r 
4194)., Extension of international energy:program 
4212) (including cost estimate of the Congressiona 
4214) (including the cost estimate of the Congress 
4263)., Designating certain lands in the Cherokee 
4275 :report (to accompany H. Res. 491)., Providin 


7 ) (including the cost estimate of the Congress 
4280 which on November 2, 1983, was referred joint 


4307) (including cost estimate of the Congressiona 
4666 ) (including cost estimate of the Congressiona 
5137)., 1982 census of wholesale trade. Preliminar 
5141)., 1982 census of wholesale trade. Preliminar 
5143)., 1982 census of wholesale trade. Preliminar 
5154)., 1982 census of wholesale trade. Preliminar 
5167 :report (to accompany H. Res. 494)., Providin 
5222)., Controlled Substance Registrant Protection 
5244 :report (to accompany H. Res. 509)., Providin 
5290 :report (to accompany H. Res. 508)., Providin 
5298) (including cost estimate of the Congressiona 
5355) (including the cost estimate of the Congress 
5369) (including the cost estimate of the Congress 
5580 :report (to accompany H. Res. 507)., Providin 
5602) (including cost estimate and comparison of t 
5642 ... referred jointly to the Committee on Publ 
12384, dated October 1, 1982, pursuant to section 
12386 , dated October 1, 1982, pursuant to section 


12393, dated November 16, 1982, pursuant to sectio 


12405, dated February 14, 1983, pursuant to sectio 


84-19937 
84-18613 
84-18611 
84-18612 
84-18614 
84-18615 
84-18616 
84-18617 
84-19921 
84-19932 
84-19926 
84-19936 
84-19934 
84-19923 
84-19927 
84-19942 
84-19931 
84-18659 
84-18660 
84-18661 
84-18662 
84-19939 
84-19922 
84-19947 
84-19946 
84-19925 
84-19928 
84-19941 
84-19945 
84-19948 
84-19944 
84-19714 
84-19716 
84-19717 
84-19718 


12414, dated April 4, 1983, pursuant to Section 9A 84-19719 








List of Depository Libraries as of September 1984 


Under provision of Title 44 of the United States Code, certain libraries are designated depositories for Government publications. 
Through them Federal Government documents are made available to residents of every State, District of Columbia, Guam, Puerto 
Rico, and the Virgin Islands. Distribution to the libraries is made by the Office of the Superintendent of Documents. 


It is sometimes impossible to obtain desired publications by purchase from the Superintendent of Documents. Stocks may have 
been exhausted or the document may be permanently out of print. In these instances the depositories render an invaluable service by 
keeping such publications permanently available. Every Government publication cannot be consulted at all depository libraries. 
Designated Regional Depositories are required to receive and retain one copy of all Government publications made available to 


depository libraries either in printed or microfacsimile form. All other libraries are allowed to select the classes of publications best 
suited to the interests of their particular clientele. 


The following list shows the location, the name of the library, the year the library became a depository, and the administrative 
control number assigned to each. 


Alexander City 
Auburn 
Birmingham 


Enterprise 
Fayette 
Florence 
Gadsden 
Huntsville 
Jacksonville 
Mobile 


Montgomery 


Normal 
Troy 


Tuskegee Institute 
University 


Anchorage 


Fairbanks 
Juneau 


Ketchikan 


ALABAMA 


Alexander City State Junior College, Thomas D. Russell Library (1967) 
Auburn University, Ralph Brown Draughon Library (1907) 
Birmingham Public Library (1895) 
Birmingham Southern College Library (1932) 
Jefferson State Junior College, James B. Allen Library (1970) 
Miles College, C. A. Kirkendoll Learning Resource Center (1980) 
Samford University Library (1884) 
Enterprise Junior College, Learning Resource Center (1967) 
Brewer State Junior State College, Learning Resource Center Library (1979) 
University of North Alabama, Collier Library (1932) 
Gadsden Public Library (1963) 
University of Alabama at Huntsville Library (1964)... 
Jacksonville State University Library (1929) 
Mobile Public Library (1961) 
Spring Hill College, Thomas Byrne Memorial Library (1937) 
University of South Alabama Library (1968) 
Alabama State Department of Archives and History Library (1884) 
Alabama Supreme Court and State Law Library (1884) 
Auburn University at Montgomery Library (1971)—REGIONAL 
Maxwell Air Force Base, Air University Library (1963) 
Alabama Agricultural and Mechanical College, Drake Memorial Learning Resource 
Center (1963) 
Troy State University Library (1963) 
Tuskegee Institute, Hollis Burke Frissell Library (1907) 
University of Albama Library (1960)—REGIONAL 
University of Alabama School of Law Library (1967) 









































ALASKA 


Alaska Supreme Court Library (1973) 
Anchorage Municipal Libraries, Z.J. Loussac Public Library (1978) 
Interior Department, Alaska Resources Library (1981) 
United States District Court Library (1983) 
University of Alaska at Anchorage Library (1961) 

University of Alaska, Elmer E. Rasmusson Library (1922) 
Alaska State Library (1900) 
University of Alaska-Juneau Library (1981) 
Ketchikan Community College Library (1970) 























Coolidge 
Flagstaff 
Mesa 
Phoenix 


Arkadelphia 
Batesville 
Clarksville 
Conway 
Fayetteville 


Little Rock 


Magnolia 
Monticello 

Pine Bluff 
Russellville 
Searcy 

State University 
Walnut Ridge 


Anaheim 
Arcadia 
Arcata 
Bakersfield 


Berkeley 
Carson 


Chico 
Claremont 
Coalinga 
Compton 
Culver City 
Davis 


Downey 
Fresno 


Fullerton 
Garden Grove 
Gardena 
Hayward 
Huntington Park 
Inglewood 


Page D-2 


LIST OF DEPOSITORY LIBRARIES 


ARIZONA 





Central Arizona College, Instructional Materials Center (1973) 
Northern Arizona University Library (1937) 





Mesa Public Library (1983) 





Department of Library, Archives, and Public Records (unknown)—REGIONAL 


Grand Canyon College, Fleming Library (1978) 





Phoenix Public Library (1917) 





U.S. Court of Appeals for the Ninth Circuit, U.S. Courthouse (1984) 





Yavapai College Library (1976) 








Arizona State University, College of Law Library (1977) 
Arizona State University Library (1944). 





Tucson Public Library (1970) 





University of Arizona Library (1907)—-REGIONAL 





Yuma City-County Library (1963) 





ARKANSAS 
Ouachita Baptist University, Riley Library (1963) 





Arkansas College Library (1963) 





College of the Ozarks, Dodson Memorial Library (1925) 





Hendix College, O. C. Bailey Library (1903) 





University of Arkansas Libraries (1907) 





University of Arkansas, School of Law Library (1978) 





Arkansas State Library (1978)—REGIONAL 





Arkansas Supreme Court Library (1962) 





Little Rock Public Library (1953) 





University of Arkansas at Little Rock Library (1973) 





University of Arkansas at Little Rock, Law Library (1979) 








Southern Arkansas University, Magale Library (1956) 
University of Arkansas at Monticello Library (1956) 





University of Arkansas at Pine Bluff, Watson Memorial Library (1976) 





Arkansas Tech University, Tomlinson Library (1925) 





Harding University, Beaumont Memoria! Library (1963) 








Arkansas State University, Dean B. Ellis Library (1913) 
Southern Baptist College, Felix Goodson Library (1967) 





CALIFORNIA 
Anaheim Public Library (1963) 





Arcadia Public Library (1975) 





Humboldt State University Library (1963) 





California State College-Bakersfield Library (1974) 








Kern County, Beale Memorial Library (1943) 
University of California, General Library (1907) 





University of California, Law Library (1963) 





California State University, Dominguez Hills Educational Resource Center (1973) 


Carson Regional Library (1973). 





California State University at Chico Library (1962) 





Claremont Colleges’ Libraries, Honnold Library (1913) 





West Hills Community College Library (1978) 





Compton Library (1972) 





Culver City Library (1966) 





University of California, Shields Library (1953) 





University of California at Davis, Law Library (1972) 





Downey City Library (1963) 








California State University, Fresno, Henry Madden Library (1962) 
Fresno County Free Library (1920) 





California State University at Fullerton Library (1963) 





Garden Grove Regional Library (1963) 





Gardena Public Library (1966) 





California State University at Hayward Library (1963) 





Huntington Park Library, San Antonio Region (1970) 





Inglewood Public Library (1963) 





Depository No. 


0022A 
0024 
0025A 
0022 
0024A 
0026 
0021B 
0027B 
0026A 
0025 
0027A 
0023 
0027 





Irvine 

La Jolla 
Lakewood 
Lancaster 
La Verne 
Long Beach 


Los Angeles 


Menlo Park 
Montebello 
Monterey 
Monterey Park 
Northridge 
Norwalk 
Oakland 


Ontario 
Palm Springs 
Pasadena 


Pleasant Hill 
Redding 
Redlands 
Redwood City 
Reseda 
Richmond 
Riverside 


Sacramento 


San Bernardino 


San Diego 


San Francisco 
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University of California at Irvine, General Library (1963) 





University of California-San Diego, University Library (1963) 





Angelo Iacoboni Public Library (1970) 





Lancaster Regional Library (1967) 





University of La Verne, College of Law Library (1979) 





California State University at Long Beach Library (1962) 





Long Beach Public Library (1933) 





California State University at Los Angeles, John F. Kennedy Memorial Library (1956) 


Los Angeles County Law Library (1963) 





Los Angeles Public Library (1891) 





Loyola Marymount University, Charles Von der Ahe Library (1933) 





Loyola Law School, Law Library (1979) 





Occidental College Library (1941) 





Pepperdine University Library (1963) 





Southwestern University, School of Law Library (1975) 





U.S. Court of Appeals, Ninth Circuit Library (1981) 





University of California at Los Angeles, Research Library (1932) 
University of California, Los Angeles, Law Library (1958) 





University of Southern California, Doheny Memorial Library (1933) 





University of Southern California, Law Center Library (1978) 





Whittier College, School of Law Library (1978) 





Interior Department, Geological Survey Library (1962) 
Montebello Library (1966) 





U.S. Naval Postgraduate School, Dudley Knox Library (1963) 





Bruggemeyer Memorial Library (1964) 





California State University at Northridge, Oviatt Library (1958) 





Norwalk Public Library (1973) 





Mills College Library (1966) 





Oakland Public Library (1923) 





Ontario City Library (1974) 





Palm Springs Public Library (1980) 





California Institute of Technology, Millikan Memorial Library (1933) 
Pasadena Public Library (1963) 





Contra Costa County Library (1964) 





Shasta County Library (1956) 





University of Redlands, Armacost Library (1933) 





Redwood City Public Library (1966) 





West Valley Regional Branch Library (1966) 





Richmond Public Library (1943) 





Riverside Public Library (1947) 





University of California at Riverside Library (1963) 





California State Library (1895)—-REGIONAL 





California State University at Sacramento Library (1963) 





Sacramento County Law Library (1963) 





Sacramento Public Library (1880) 





University of the Pacific, McGeorge School of Law Library (1978) 
San Bernardino County Law Library (1984) 





San Bernadino County Library (1964) 





San Diego County Law Library (1973) 





San Diego County Library (1966) 





San Diego Public Library (1895) 





San Diego State University Library (1962) 





University of San Diego, Kratter Law Library (1967) 
California Supreme Court Library (1979) 
Golden Gate University, School of Law Library (1979) 
Hastings College of Law Library (1972) 
Mechanics’ Institute Library (1889) 
San Francisco Public Library (1889) 














San Francisco State University Library (1955) 
U.S. Court of Appeals, Ninth Circuit Library (1971) 
University of San Francisco, Richard A. Gleeson Library (1963) 





San Jose 

San Leandro 
San Luis Obispo 
San Rafael 
Santa Ana 


Santa Barbara 
Santa Clara 
Santa Cruz 
Santa Rosa 
Stanford 


Stockton 
Thousand Oaks 
Torrance 
Turlock 
Valencia 
Vallejo 
Ventura 
Visalia 
Wainut 

West Covina 
Whittier 


Balboa Heights 


Alamosa 

Aurora 

Boulder 
Colorado Springs 


Denver 


Fort Collins 
Golden 

Grand Junction 
Greeley 
Gunnison 

La Junta 
Lakewood 
Puebio 


USAF Academy 


Bridgeport 


Danbury 
Danielson 
Enfield 
Hartford 
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San Jose State University Library (1962) 





San Leandro Community Library Center (1961) 





California Polytechnic State University Library (1969) 





Marin Country Free Library (1975) 





Orange County Law Library (1975) 





Santa Ana Public Library (1959) 





University of California at Santa Barbara Library (1960) 





University of Santa Clara, Orradre Library (1963) 





University of California at Santa Cruz, McHenry Library (1963) 





Sonoma County Library (1896) 





Stanford University Library (1895) 





Stanford University, Robert Crown Law Library (1978) 





Public Library of Stockton and San Joaquin County (1884) 





California Lutheran College Library (1964) 





Torrance Civic Center Library (1969) 





California State College, Stanislaus Library (1964) 





Valencia Regional Library (1972) 





Solano County, John F. Kennedy Library (1982).... 








Ventura County Library Services Agency (1975) 
Tulare County Free Library (1967) 





Mount San Antonio College Library (1966) 





West Covina Library (1966) 





Whittier College Library, Wardman Library (1963) 





CANAL ZONE 


Panama Canal Commission (1963) 





COLORADO 


Adams State College, Learning Resources Center (1963) 





Aurora Public Library (1984) 








University of Colorado at Boulder Library (1879)—REGIONAL 


Colorado College, Tutt Library (1880) 
University of Colorado Springs Library (1974) 








Auraria Library (1974) 
Colorado State Library (unknown) 





Colorado Supreme Court Library (1978) 
Denver Public Library (1884)—REGIONAL 


Interior Department, Water and Power Resources Service Library (1962) 


Regis College, Dayton Memorial Library (1915) 
U.S. Court of Appeals, Tenth Circuit Library (1973) 
University of Denver, Penrose Library (1909) 


University of Denver, College of Law, West Minister Law Library (1978) 


Colorado State University Libraries (1907) 
Colorado School of Mines, Arthur Lakes Library (1939) 
Mesa County Public Library (1975) 


University of Northern Colorado, James A. Michener Library (1966) 


Western State College, Leslie J. Savage Library (1932) 
Otero Junior College, Wheeler Library (1963) 

Jefferson County Public Library, Lakewood Library (1968) 
Pueblo Library District(1893) 

University of Southern Colorado Library (1965) 

U.S. Air Force Academy Library (1956) 


CONNECTICUT 


Bridgeport Public Library (1884) 
University of Bridgeport, School of Law Library (1979) 


Western Connecticut State University, Ruth A. Haas Library (1967) 


Quinebaug Community College Library (1975) 
Enfield Central Library (1967) 

Connecticut State Library (unknown)—REGIONAL 
Hartford Public Library (1945) 


Depository No. 
0051A 

0060 

0056D 
0044D 
0042C 
0064A 
0054A 
0051C 
0056A 
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Trinity College Library (1895) 
Middletown Wesleyan University, Olin Library (1906) 
Mystic Mystic Seaport Museum, Inc., G. W. Blunt White Library (1964) 
New Britain Central Connecticut State University Library (1973) 
New Haven Southern Connecticut State University, Hilton C. Buley Library (1968) 
Yale Law Library (1981) 
Yale University, Seeley G. Mudd Library (1859) 
New London Connecticut College Library (1926) 
U.S. Coast Guard Academy Library (1939) 
Stamford The Ferguson Library (1973) 
Storrs University of Connecticut Library (1907) 
Waterbury Post College, Traurig Library (1977) 
Silas Bronson Public Library (1869) 
West Hartford University of Connecticut, School of Law Library (1978) 
West Haven University of New Haven, Peterson Library (1971) 












































DELAWARE 


Dover Delaware State College, William C. Jason Library (1962) 
State Law Library in Kent County (unknown) 
Georgetown Delaware Technical and Community College Library (1968) 
Sussex County Law Library (1976) 
Newark University of Delaware Library (1907) 
Wilmington Delaware Law School Library (1976) 
New Castle County Law Library (1974) 























DISTRICT OF COLUMBIA 


Washington Administrative Conference of U.S. Library (1977) 
Advisory Commission on Intergovernmental Relations Library (1972) 
American University, Washington College of Law (1983) 
Antioch School of Law Library (1982) 
Army Department Library (1969) 
Catholic University of America, R. J. White Law Library (1979) 
Civil Aeronautics Board Library (1974) 
Commerce Department Library (1955).. 
District of Columbia Court of Appeals Library (1981) 
District of Columbia Public Library (1943) 
Energy Department Library (1963) 
Executive Office of the President, Office of Administration Library (1965) 
Federal Deposit Insurance Corporation Library (1972) 
Federal Election Commission Library (1975) 
Federal Energy Regulatory Commission Library (1983) 
Federal Labor Relations Authority, Law Library (1982) 
Federal Mine Safety and Health Review Commission Library (1979) 
Federal Reserve System, Board of Governors, Research Library (1978) 
Federal Reserve System, Law Library (1976) 
General Accounting Office Library (1974) 
General Services Administration Library (1975) 
Georgetown University, Law Center, Fred O. Dennis Law Library (1978) 
Georgetown University Library (1969) 
George Washington University, Jacob Burns Law Library (1978) 
George Washington University, Gelman Library (1983) 
Health and Human Service Department Library (1954) 
Housing and Urban Development Department Library (1969) 
Interior Department, Natural Resources Library (1895) 
Justice Department, Main Library (1895) 
Labor Department Library (1976) 
Library of Congress, Congressional Research Service (1978) 
Library of Congress, Serial and Government Publications, Documents Unit (1977) 
Merit Systems Protection Board Library (1979) 
National Defense University Library (1895) 
Navy Department Library (1895) 




























































































Boca Raton 
Clearwater 
Coral Gables 
Daytona Beach 
De Land 

Fort Lauderdale 


Fort Pierce 
Gainesville 


Jacksonville 


Lakeland 
Leesburg 
Melbourne 
Miami 


North Miami 
Opa Locka 
Orlando 

Palatka 

Panama City 
Pensacola 

Port Charlotte 
Saint Petersburg 


Sarasota 
Tallahassee 


Tampa 


Winter Park 


Albany 
Americus 
Athens 


Atlanta 


LIST OF DEPOSITORY LIBRARIES 


Office of Personnel Management Library (1963) 
State Department Law Library (1966) 

State Department Library (1895) 
Transportation Department, Main Library (1982) 
Treasury Department Library (1895) 
U.S. Coast Guard Law Library (1982) 
U.S. Court of Appeals, Judges’ Library (1975) 
U.S. Postal Service Library (1895) 
U.S. Senate Library (1979) 
U.S. Supreme Court Library (1979) 
University of the District of Columbia Library (1970) 
Veterans’ Administration, Central Office Library (1976) 






































FLORIDA 


Florida Atlantic Univerity, S.E. Wimberly Library (1963) 
Clearwater Public Library (1972) 
University of Miami Library (1939) 
Volusia County Library Center (1963) 
Stetson Unviersity, duPont-Ball Library (1887) 
Broward County Library (1967) 
Nova University Center for Study of Law/Law Library (1967) 
Indian River Community College Library (1975) 
University of Florida, College of Law Library (1978) 
University of Florida Libraries (1907)—REGIONAL 
Haydon Burns Library (1914) 
Jacksonville University, Swisher Library (1962) 
University of North Florida, Thomas G. Carpenter Library (1972) 
Lakeland Public Library (1928) 
Lake-Sumter Community College Library (1963) 
Florida Institute of Technology Library (1963) 
Florida International University Library, Tamiami Campus (1970) 
Miami-Dade Public Library (1952) 
Florida International University, North Miami Campus Library (1977) 
Biscayne College Library (1966) 
University of Central Florida Library (1966) 
Saint Johns River Community College Library (1963) 
Bay County Public Library (1983) 
University of West Florida, John C. Pace Library (1966) 
Charlotte County Library System (1973). 
Saint Petersburg Public Library (1965) 
Stetson University College of Law, Charles A. Dana Library (1975) 
Selby Public Library (1970) 
Florida Agricultural and Mechanical University, Coleman Learning Resources Center 
(1936)... 
Florida State University, College of Law Library (1978) 
Forida State University, Robert M. Strozier Library (1941) 
Florida Supreme Court Library (1974) 
State Library of Florida (1929) 
Tampa-Hillsborough County Public Library (1965) 
University of South Florida Library (1962) 
University of Tampa, Merl Kelce Library (1953) 
Rollins College, Mills Memorial Library (1909) 

















































































































GEORGIA 


Albany-Dougherty Public Library (1964) 
Georgia Southwestern College, James Earl Carter Library (1966) 
University of Georgia Libraries (1907)—-REGIONAL 
University of Georgia, School of Law Library (1979) 
Atlanta Public Library (1880) 
Atlanta University Center, Robert W. Woodruff Library (1962) 
Emory University, Robert W. Woodruff Library (1928) 


























Augusta 
Brunswick 
Carrollton 
Columbus 
Dahlonega 
Dalton 
Decatur 
Macon 


Marietta 
Milledgeville 
Mount Berry 
Savannah 
Statesboro 
Valdosta 


Agana 
Mangilao 


Hilo 
Honolulu 


Laie 
Lihue 
Pearl City 
Wailuku 


Caldwell 
Moscow 


Pocatello 
Rexburg 
Twin Falls 


Bloomington 
Carbondale 


Carlinville 

Carterville 

Champaign 
Charleston 

Chicago 
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Emory University, School of Law Library (1968) 
Georgia Institute of Technology Price Gilbert Memorial Library (1963) 
Georgia State Library (unknown) 
Georgia State University, College of Law Library (1983) 
Georgia State University, William Russell Pullen Library (1970) 
U.S. Court of Appeals, Fifth Circuit Library (1980) 

Augusta College, Reese Library (1962) 
Brunswick Glynn County Regional Library (1965) 














West Georgia College, Irvin Sullivan Ingram Library (1962) 
Columbus College, Simon Schwob Memorial Library (1975) 
North Georgia College, Stewart Library (1939) 

Dalton Junior College Library (1978) 





De Kalb Community College, South Campus Learning Resoueces Center (1973) 
Mercer University, Stetson Memorial Library (1964) 
Mercer University, Walter F. George School of Law Library (1978) 
Kennesaw College Memorial Library (1968), 

Georgia College at Milledgeville, Ina Dillard Russell Library (1950) 
Berry College, Memorial Library (1970) 
Chatham-Effingham-Liberty Regional Library (1857) 

Georgia Southern College, Rosenwald Library (1939) 

Valdosta State College Library (1956) 





GUAM 


Nieves M. Flores Memorial Library (1962) 
University of Guam, Robert F. Kennedy Memorial Library (1978) 


HAWAII 


University of Hawaii at Hilo Library (1962) 
Hawaii Medical Library Inc. (1968) 
Hawaii State Library (1929) 
Hawaii Supreme Court Law Library (1973)... 
Municipal Reference & Records Center (1965). 
University of Hawaii Library (1907)—REGIONAI 
University of Hawaii, School of Law Library (1978) 

Brigham Young University, Joseph F. Smith Library (1964) 
Kauai Regional Library (1967) 
Leeward Community College Library (1967) 
Maui Public Library (1962) 


























IDAHO 


Boise Public Library and Information Center (1929) 
Boise State University Library (1966) 

Idaho State Law Library (unknown) 
Idaho State Library (1971) 
College of Idaho, Terteling Library (1930) 
University of Idaho, College of Law Library (1978) 
University of Idaho Library (1907)—REGIONAL 
Idaho State University Library (1908) 

Ricks College, David O. McKay Library (1946) 
College of Southern Idaho Library (1970) 














ILLINOIS 
Illinois Wesleyan University Library (1964) 





Southern Illinois University, Morris Library (1932) 





Southern Illinois University, School of Law Library (1978) 
Blackburn College, Lumpkin Library (1954) 





Shawnee Library System (1971) 
University of Illinois Law Library (1965) 
Eastern Illinois University, Booth Library (1962) 











Chicago Public Library (1876) 





Chicago Ste University, Paul and Emily Douglas Library (1954) 


Depository No. 
O121A 
0122B 

0113 
0115 
O114A 
1050 
0127 
0125A 
0121 
0120A 
0126 
0126B 
0121B 
0123A 
O113A 
0124 
0123 
0124A 
0118 
0117 
0125 





Decatur 
De Kalb 


Des Plaines 
Edwardsville 
Elsah 
Evanston 
Freeport 
Galesburg 
Jacksonville 
Kankakee 
Lake Forest 
Lebanon 
Lisle 
Macomb 
Moline 
Monmouth 
Mount Carmel 
Mt. Prospect 
Normal 

Oak Park 
Oglesby 
Palos Hills 


Park Forest South 


Peoria 
River Forest 
Rockford 


Romeoville 
Springfield 


Bloomington 


Crawfordsville 
Evansville 


Fort Wayne 
Franklin 


Gary 
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LIST OF DEPOSITORY LIBRARIES 
DePaul University Law Library (1979) 





Field Museum of Natural History Library (1963) 





Illinois Institute of Technology, Chicago-Kent College of Law Library (1978) 


Illinois Institute of Technology, Kemper Library (1982) 





John Marshall Law School Library (1981) 





Loyola University of Chicago, E. M. Cudahy Memorial Library (1966) 





Loyola University, School of Law Library (1979) 





Northeastern Illinois University Library (1961) 





Northwestern University, School of Law Library (1978) 





University of Chicago, Law Library (1964) 





University of Chicago Library (1897) 





University of Illinois at Chicago, University Library (1957) 





William J. Campbell Library of the U.S. Courts (1979) 





Decatur Public Library (1954) 





Northern Illinois University, College of Law Library (1978) 





Northern Illinois University, Founders’ Memorial Library (1960) 





Oakton Community College, Learning Resource Center (1976) 





Southern Illinois University, Lovejoy Memorial Library (1959) 





Principia College, Marshall Brooks Library (1957) 





Northwestern University Library (1876) 





Freeport Public Library (1905) 





Galesburg Public Library (1896) 





MacMurray College, Henry Pfeiffer Library (1957) 





Olivet Nazarene College, Benner Library and Resource Center (1946) 





Lake Forest College, Donnelley Library (1962) 





McKendree College, Holman Library (1968) 








Illinois Benedictine College, Theodore Lownik Library (1911) 
Western Illinois University Library (1962) 





Black Hawk College, Learning Resources Center (1970) 





Monmouth College, Hewes Library (1860) 





Wabash Valley College Library (1975) 





Mt. Prospect Public Library (1977) 





Illinois State University, Milner Library (1877) 





Oak Park Public Library (1963) 





Illinois Valley Community College, Jacobs Memorial Library (1976) 





Moraine Valley Community College Library (1972) 





Governors’ State University Library (1974) 





Bradley University, Cullom-Davis Library (1963) 





Peoria Public Library (1883) 








Rosary Coliege, Rebecca Crown Library (1966) 
Rockford Public Library (unknown) 





Lewis University Library (1952) 





Illinois State Library (unknown)—REGIONAL 





Popular Creek Public Library (1980) 





University of Illinois Library (1907) 





Wheaton College Library (1964) 





Woodstock Public Library (1963). 





INDIANA 
Anderson College, Charles E. Wilson Library (1959) 





Anderson Public Library (1983) 





Indiana University Law Library (1978) 





Indiana University (1881) 





Wabash College, Lilly Library (1906) 





Evansville and Vanderburgh County Public Library (1928) 





Indiana State University at Evansville Library (1969) 





Allen County Public Library (1896) 





Indiana University-Purdue University at Fort Wayne, Helmke Library (1965) 


Franklin College Library (1976) 





Gary Public Library (1943) 





Indiana University, Northwest Campus Library (1966) 





Depository No. 
0158B 
0142A 
0160A 
0146A 
O1STA 
0152A 
O0158A 
0163A 
0147A 
0145A 

0145 
0150 
O155A 
0165 
0160B 
O1S4A 
O141A 
0167 
0169A 
0153 
0156 
0158 
0169 
0161 
0153A 
0167A 
0154 
0169B 
0160 
0157 
0166A 
0164A 
0143 
0163 
0143A 
0147 
0161B 
O1S9A 
0159 
0163B 
0155 
0142 
0140 
0164B 
0141 
0154B 
0153B 





Greencastle 
Hammond 
Hanover 
Huntington 
Indianapolis 


Kokomo 
Lafayette 
Muncie 


New Albany 
Notre Dame 
Rensselaer 
Richmond 


South Bend 
Terre Haute 
Valparaiso 


Ames 
Cedar Falls 
Council Bluffs 


Davenport 
Des Moines 


Dubuque 


Fayette 
Grinnell 
Iowa City 


Lamoni 
Mason City 
Mount Vernon 
Orange City 
Sioux City 


Atchison 
Baldwin City 
Coiby 
Emporia 
Fort Scott 
Hays 
Hutchinson 
Lawrence 


Manhattan 
Pittsburg 

Salina 

Shawnee Mission 
Topeka 
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De Pauw University, Roy O. West Library (1879) 





Hammond Public Library (1964) 





Hanover College, Duggan Library (1892) 





Huntington College, Loew Alumni Library (1964) 








Butler University, Irwin Library (1965) 
Indianapolis-Marion County Public Library (1906) 
Indiana State Library (unknown)—REGIONAL 





Indiana Supreme Court Law Library (1975) 
Indiana University, School of Law Library (1967) 





Indiana University-Purdue University at Indianapolis Library (1979) 
Indiana University at Kokomo, Learning Resource Center (1969) 
Purdue University Library and Audio-Visual Center (1907) 





Ball State University Library (1959) 
Muncie Public Library (1906) 
Indiana University, Southeastern Campus Library (1965) 
University of Notre Dame, Memorial Library (1883) 








St. Joseph’s College Library (1964) 








Earlham College, Lilly Library (1964) 
Morrison-Reeves Library (1906) 
Indiana University at South Bend Library (1965) 

Indiana State University, Cunningham Memorial Library (1906) 
Valparaiso University, Moellering Memorial Library (1930) 
Valparaiso University, Wesemann Hall Law Library (1978) 


IOWA 


Iowa State University Library (1907) 
University of Northern Iowa Library (1946) 
Free Public Library (1885) 
Iowa Western Community College, Hoover Library (1972) 
Davenport Public Library (1973) 
Des Moines Public Library (1888) 
Drake University, Cowles Library (1946) 
Drake University, Law Library (1972) 
State Library of lowa (unknown) 
Carnegie-Stout Public Library (unknown) 

Loras College, Wahlert Memorial Library (1967) 

Upper Iowa University, Hendeson-Wiider Library (1974) 
Grinnell College Library (1874)... 
University of Iowa, Law Library (1968) 























University of Iowa, Libraries (1884)—REGIONAL 
Graceland College, Frederick Madison Smith Library 
North Iowa Area Community College Library (1976) 
Cornell College, Russell D. Cole Library (1896) 
Northwestern College, Ramker Library (1970) 

Sioux City Public Library (1894) 





KANSAS 


Benedictine College Library (1965) 

Baker University, Collins Library (1908) 

Colby Community College Library (1968) 

Emporia Kansas State University, William Allen White Library (1909) 
Fort Scott Community College, Learning Resource Center Library (1979) 
Fort Hays State University, Forsyth Library (1936) 

Hutchinson Public Library (1963) 

University of Kansas, School of Law Library (1971) 

University of Kansas, Spencer Research Library (1869)—REGIONAL 
Kansas State University Library (1907) 

Pittsburg State University Library (1952) 

Kansas Wesleyan University, Memorial Library (1930) 

Johnson County Library (1979) 

Kansas Judicial Center (1975) 


Depository No. 
0172 
0174A 
0182 
0178A 
0184A 
0184 
0170 
O171A 
0184B 
0183B 
0173A 
0171 
0180 
0183A 
O0181A 
0176 
O0175A 
0180A 
0183 
0176A 
O179A 
0175 
0171B 





LIST OF DEPOSITORY LIBRARIES 
Depository No. 
Kansas State Historical Society Library (1877) 0200 
Kansas State Library (unknown) ies 0197 
Washburn University at Topeka, Law Library (1971) 0201A 
Wichita Wichita State University Library (1901) 0204A 














KENTUCKY 


Ashland Boyd County Public Library (1946) 
Barbourville Union College, Abigail E. Weeks Memorial Library (1958) 
Bowling Green Western Kentucky University, Helm-Cravens Library (1934) 
Crestview Hills Thomas More College Library (1970) 
Danville Centre College, Grace Doherty Library (1884) 
Frankfort Kentucky Department of Libraries and Archives (1967) 
Kentucky State Law Library (unknown)... 
Kentucky State University, Blazer Library (1972) 
Highland Heights Northern Kentucky University, W. Frank Steeley Library (1973) 
Hopkinsville Hopkinsville Community College Library (1976) 
Lexington University of Kentucky, Law Library (1968) 
University of Kentucky Library (1907)—-REGIONAL 
Louisville Louisville Free Public Library (1904).. 
University of Louisville, Law Library (1975) 
University of Louisville, Ekstrom Library (1925) 
Morehead Morehead State University, Camden-Carroll Library (1955) 
Murray Murray State University, Waterfield Library (1924) 
Owensboro Kentucky Wesleyan College Library Learning Center (1966) 
Richmond Eastern Kentucky University, John Grant Carbbe Library (1966) 
Williamsburg Cumberland College, Norma Perkins Hagan Memorial Library (1983) 



























































LOUISIANA 


Baton Rouge Louisiana State Library (1976) 
Louisiana State University, Paul M. Hebert Law Center Library (1929) 
Louisiana State University, Middleton Library (1907)—-REGIONAL 
Southern University Law School Library (1979) 
Southern University Library (1952) 
Eunice Louisiana State University at Eunice, LeDoux Library (1969).. 
Hammond Southeastern Lousiana University, Sims Memorial Library (1966) 
Lafayette University of Southwestern Louisiana Library (1938) 
Lake Charles McNeese State University, Frazer Memorial Library (1941) 
Monroe Northeast Louisiana University, Sandel Library (1963) 
Natchitoches Northwestern State University, Watson Memorial Library (1887) 
New Orleans Louisiana Law Library (unknown) 
Loyola University, Law Library (1978) 
Loyola University Library (1942).. 
New Orleans Public Library (1883) 
Our Lady of Holy Cross College Library (1982) 
Southern University in New Orleans Library (1962) 
Tulane University, Howard-Tilton Memorial Library (1942) 
Tulane University, Law Library (1976) 
U.S. Court of Appeals, Fifth Circuit Library (1973) 
University of New Orleans, Earl K. Long Library (1963) 
Pineville Louisiana College, Richard W. Norton Memorial Library (1969) 
Ruston Louisiana Technical University, Prescott Memborial Library (1896)—REGIONAL 
Shreveport Louisiana State University at Shreveport Library (1967) 
Shreve Memorial Library (1923) 
Thibodaux Nicholls State University, Ellender Memorial Library (1962) 













































































MAINE 
Augusta Maine Law and Legislative Reference Library (1973) 
Maine State Library (unknown) 
Bangor Bangor Public Library (1884) 
Brunswick Bowdoin College, Hawthorne Longfellow Library (1884) 
Castine Maine Marine Academy, Nutting Memorial Library (1969) 
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Lewiston 
Ornon 
Portland 


Presque Isle 
Waterville 


Annapolis 


Baltimore 


Bel Air 
Beltsville 
Bethesda 


Catonsville 
Chestertown 
College Park 
Cumberland 
Frostburg 
Patuxent River 
Rockville 
Salisbury 
Towson 


Westminister 


Amherst 


Boston 


Brookline 
Cambridge 


Chicopee 
Lowell 

Lynn 

Medford 
Milton 

New Bedford 
Newton 
Newton Centre 
North Dartmouth 
North Easton 
Springfield 
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Bates College, George and Helen Ladd Library (1883) 





University of Maine, Raymond H. Fogler Library (1907)—REGIONAL 
Portland Public Library (1884) 





University of Maine Law Library (1964) 
University of Maine at Presque Isle Library/Learning Resources Center (1979) 
Colby College, Miller Library (1884) 








MARYLAND 
Maryland State Law Library (unknown) 





U.S. Naval Academy, Nimitz Library (1895) 





Enoch Pratt Free Library (1887) 
Johns Hopkins University, Milton S. Eisenhower Library (1882). 
Morgan State College, Soper Library (1940) 
Towson State University, Cook Library (1979) 











University of Baltimore, University Library (1973) 
University of Baltimore Law Library (1980) 
University of Maryland School of Law Library (1969) 
U.S. Court of Appeals, Fourth Circuit Library (1982).... 
Harford Comunity College Library (1967) 
Agriculture Department, National Agricultural Library (1895) 
Health and Human Services Department, National Library of Medicine (1978) 
Uniformed Services University of the Health Services, Learning Resource Center (1983) .. 
University of Maryland, Baltimore County, University Library (1971) 
Washington College, Clifton M. Miller Library (1891)... 
University of Maryland, McKeldin Library (1925)—REGIONAL 
Allegany Community College Library (1974) 
Frostburg State College Library (1967) 
U.S. Naval Air Station Library (1968) 
Montgomery County, Department of Public Libraries (1951) 
Salisbury State College, Blackwell Library (1965) 
Goucher College, Julia Rogers Library (1966) 
Towson State University, Cook Library (1979) 















































Western Maryland College, Hoover Library (1886) 


MASSACHUSETTS 


Amherst College Library (1884) 
University of Massachusetts, Goodell Library (1907) 








Boston Athenaeum Library (unknown) 
Boston Public Library (1850)—REGIONAL 











Boston University School of Law, Pappas Law Library (1979) 
Northeastern University, Dodge Library (1962) 
State Library of Massachusetts (unknown) 








Suffolk University Law Library (1979) 
Supreme Judicial Court, Social Law Library (1979) 
U.S. Court of Appeals, First Circuit Library (1978) 











Public Library of Brookline (1925) 





Harvard College Library (1860) 
Harvard Law School Library (1981) 
Massachusetts Institute of Technology Libraries (1946) 
College of Our Lady of the Elms, Alumnae Library (1969) 














University of Lowell, Alumni-Lyndon Library (1952) 





Lynn Public Library (1953) 
Tufts University Library (1899) 








Curry College, Levin Library (1972) 
New Bedford Free Public Library (1858) 
Thomas P. O’Neill Jr. Library, Boston College 
Boston College, Law School Library (1979) 
Southeastern Massachusetts University Library (1963) 
Stonehill College, Cushing-Martin Library (1962) 




















Springfield City Library (1966) 








Western New England College, Law Library (1978) 





Waltham 


Wellesley 
Wenham 
Williamstown 
Worcester 


Albion 
Allendale 
Alma 

Ann Arbor 


Benton Harbor 
Bloomfield Hills 
Dearborn 


Detroit 


Dowagiac 

East Lansing 
Farmington Hills 
Flint 


Grand Rapids 


Houghton 
Jackson 
Kalamazoo 


Lansing 


Livonia 

Madison Heights 
Marquette 
Monroe 

Mount Clemens 
Mount Pleasant 
Muskegon 
Olivet 

Petoskey 

Port Huron 
Rochester 
Royal Oak 
Saginaw 

Sault Ste. Marie 
Traverse City 
University Center 
Warren 

Wayne 

Ypsilanti 
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LIST OF DEPOSITORY LIBRARIES 


Brandeis University Library (1965) 





Waltham Public Library (1982) 





Wellesley College Library (1943) 





Gordon College, Winn Library (1963) 








Williams College Library (unknown) 
American Antiquarian Society Library (1814) 





University of Massachusetts Medical Center, Lamar Soutter Library (1972) 
Worcester Public Library (1859) 








MICHIGAN 





Albion College, Stockwell Memorial Library (1966) 
Grand Valley State College, Zumberge Library (1963) 
Alma College Library (1963) 

University of Michigan, Harlan Hatcher Library (1884) 
University of Michigan, Law Library (1978) 





Benton Harbor Public Library (1907) 
Cranbrook Institute of Science Library (1940) 








Henry Ford Centennial Library (1969) 
Henry Ford Community College Library (1957) 





Detroit College of Law Library (1979) 
Detroit Public Library (1868)—REGIONAL 
Marygrove College Library (1965) 








Mercy College of Detroit Library (1965) 
University of Detroit Library (1884) 








University of Detroit, School of Law Library (1978) 





Wayne State University, G. Flint Purdy Library (1937) 





Wayne State University, Arthur Neef Law Library (1971) 
Southwestern Michigan College, Matthews Library (1971) 





Michigan State University Library (1907) - 





Oakland Community College, Martin L. King Learning Resources Center (1968) 
Flint Public Library (1967). 

University of Michigan-Flint Library (1959) 
Calvin College and Seminary Library (1967) 











Grand Rapids Public Library (1976) 
Michigan Technological University Library (1876) 
Jackson District Library (1965) 

Kalamazoo District Library (1907) 
Western Michigan University, Dwight B. Waldo Library (1963) 
Michigan State Library (unknown)—REGIONAL 
Thomas M. Cooley Law School Library (1978) 








Schoolcraft College Library (1962) 

Madison Heights Public Library (1982) 

Northern Michigan University, Olson Library (1963) 
Monroe County Library (1974) 





Macomb County Library (1968) 





Central Michigan University Library (1958) 
Hackley Public Library (1894) 














Olivet College Library (1974) 
Northern Central Michigan College Library (1962) 





Saint Clair County Library (1876).. 





Oakland University, Kresge Library (1964) 





Royal Oak Public Library (1984) 





Hoyt Public Library (1890) 





Lake Superior State College, Kenneth Shouldice Library (1982) 
Northwestern Michigan College, Mark Osterlin Library (1984) 
Delta College Learning Resources Center (1963) 





Warren Public Library, Arthur J. Miller Branch (1973).... 





Wayne Oakland Library Federation (1957) 





Eastern Michigan University Library (1965) 





Depository No. 
0262A 
0260A 

0272 
0265A 
0259 
0256 
0262B 
0262 





East Caroline Islands 


Bemidji 
Collegeville 
Cottage Grove 
Duluth 


Eagan 
Edina 
Mankato 
Minneapolis 


Moorhead 
Morris 
Northfield 


Saint Cloud 
Saint Paul 


Saint Peter 
Willmar 
Winona 


Cleveland 
Columbus 
Hattiesburg 
Jackson 


Lorman 
State College 
University 


Cape Girardeau 
Columbia 


Fayette 
Fulton 
Jefferson City 


Joplin 
Kansas City 


Kirksville 
Liberty 
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MICRONESIA 
Community College of Micronesia Library (1982) ne 0293B 


Depository No. 





MINNESOTA 


Bemidji State University, A. C. Clark Library (1963) 
Saint John’s University, Alcuin Library (1954) 
Washington County Library (1983) 
Duluth Public Library (1909) 
University of Minnesota, Library and Learning Resources Service (1984) 
Dakota County Library (1983) 
Southdale-Hennepin Area Library (1971) 
Mankato State University (1962) 
Anoka County (1971) 
Minneapolis Public Library (1893) 
University of Minnesota, Law School Library (1978) 
University of Minnesota, Wilson Library (1970)—-REGIONAL 
Moorhead State University Library (1956) 
University of Minnesota, Morris, Rodney Briggs Library (1963) 
Carleton College Library (1930) 
Saint Olaf College, Rolvaag Memorial Library (1930) 
Saint Cloud State University, Learning Resources Center (1962) 
Hamline University, School of Law Library (1978) 
Minnesota Historical Society Library (1867) 
Minnesota State Law Library (unknown) 
Saint Paul Public Library (1914) 
University of Minnesota, Saint Paul Campus Library (1974) 
William Mitchell College of Law Library (1979) 
Gustavus Adolphus College Library (1941) 
Crow River Regional Library (1958) 
Winona State University, Maxwell Library (1969) 










































































MISSISSIPPI 


Delta State University, W. B. Roberts Library (1975) 
Mississippi University for Women, J. C. Fant Memorial Library (1929) 
University of Southern Mississippi, Joseph A. Cook Memorial Library (1935) 
Jackson State University, Henry Thomas Sampson Library (1968) 
Millsaps College, Millsaps-Wilson Library (1963) 
Mississippi College School of Law Library (1981) 
Mississippi Library Commission (1947) 
Mississippi State Library (unknown) 
Alcorn State University Library (1970) 
Mississippi State University, Mitchell Memorial Library (1907) 
University of Mississippi, Law Library (1967) 
University of Mississippi, J. D. Williams Library (1883)—REGIONAL 
































MISSOURI 


Southeast Missouri State University (1916) 
University of Missouri at Columbia Library (1862) 
University of Missouri-Columbia, Law Library (1978) 
Central Methodist College, George M. Smiley Library (1962) 
Westminister College, Reeves Library (1875) 
Lincoln University, Inman E. Page Library (1944) 
Missouri State Library (1963). 
Missouri Supreme Court Library (unknown) 
Missouri Southern State College Library (1966) 
Kansas City Public Library (1881) 
Rockhurst College, Greenlease Library (1917) 
University of Missouri at Kansas City, General Library (1938) 
University of Missouri at Kansas City, Leon E. Bloch Law Library (1978) 
Northeast Missouri State University, Pickler Memorial Library (1966) 
William Jewell College, Charles F. Curry Library (1900) 















































LIST OF DEPOSITORY LIBRARIES 
Depository No. 


Maryville Northwest Missouri State University, Wells Library (1982) 0325A 
Rolla University of Missouri-Rolla, Curtis Laws Wilson Library (1907) 0332 
Saint Charles Lindewood Colleges, Margaret Leggat Butler Library (1973) 0333A 
Saint Joseph Saint Joseph Public Library (1891) 0327A 
Saint Louis Maryville College Library (1976) sae 0336B 
Saint Louis County Library (1970) 0336A 
Saint Louis Public Library (1866) 0335 
Saint Louis University Law Library (1967) 0335A 
Saint Louis University, Plus XII Memorial Library (1866) 0323 
U.S. Court of Appeals, Eighth Circuit Library (1972) 1030 
University of Missouri at Saint Louis, Thomas Jefferson Library (1966) 0326 
Washington University, John M. Olin Library (1906) 0336 
Washington University Law Library (1978) 0320A 
Springfield Drury College, Walker Library (1874) 0330A 
Southwest Missouri State College Library (1963) 0330B 
Warrenburg Central Missouri State University, Ward Edwards Library (1914) 0330 





























MONTANA 


Billings Eastern Montana College Library (1958) 
Bozeman Montana State University, Renne Library (1907) 
Butte Montana College of Mineral Science & Technology Library (1901) 
Havre Northern Montana College Library (1980) 
Helena Carroll College Library (1974) 

Montana Historical Society Library (unknown) 

Montana State Law Library (1977) 

Montana State Library (1966) 
Missoula University of Montana, Maurene & Mike Mansfield Library (1909)—REGIONAL 














NEBRASKA 


Blair Dana College, Dana-LIFE Library (1924) 
Crete Doane College, Perkins Library (1944) 
Fremont Midland Lutheran College, Luther Library (1924) 
Kearney Kearney State College, Calvin T. Ryan Library (1962) 
Lincoln Nebraska Library Commission (1972)—-REGIONAL 
Nebraska State Library (unknown).. 
University of Nebraska-Lincoln, D. L. Love Memorial Library (1907)—-REGIONAL 
University of Nebraska-Lincoln, College of Law Library (1981) 
Creighton University, Alumni Memorial Library (1964) 
Creighton University, Law Library (1979) 
Omaha Public Library (1880) 
University of Nebraska at Omaha, University Library (1939) 
Scottsbluff Scottsbluff Public Library (1925) 
Wayne Wayne State College, U.S. Conn Library (1970) 



































NEVADA 


Carson City Nevada State Library (unknown) 
Nevada Supreme Court Library (1973) 

Las Vegas Clark County Library District (1974) 
University of Nevada at Las Vegas, James Dickinson Library (1959) 

Reno National Judicial College Law Library (1979) 
Nevada Historical Society Library (1974) 
University of Nevada Library (1907)—REGIONAL 
Washoe County Library (1980). 

















NEW HAMPSHIRE 


Concord Franklin Pierce Law Center Library (1973) 
New Hampshire State Library (unknown) 
Durham University of New Hampshire Library (1907)... 
Hanover Dartmouth College Library (1884) 
Henniker New England College, Danforth Library (1966)... 
Manchester Manchester City Library (1884) 
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Bayonne 
Bloomfield 
Bridgeton 
Camden 


Convent Station 
East Brunswick 
East Orange 
Elizabeth 
Glassboro 
Hackensack 
Irvington 
Jersey City 


Lawrenceville 
Madison 
Mahwah 

Mount Holly 
New Brunswick 


Newark 


Passaic 
Pemberton 
Phillipsburg 
Plainfield 
Pomona 
Princeton 
Randolph 
Rutherford 
Shrewsbury 
South Orange 
Teaneck 
Toms River 
Trenton 


Union 

Upper Montclair 
Wayne 

West Long Beach 
Woodbridge 


Albuquerque 


Hobbs 

Las Cruces 
Las Vegas 
Portales 
Sante Fe 


Silver City 
Socorro 
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New Hampshire College, H. A. B.. Shapiro Memorial Library (1976) 
St. Anselm’s College, Geisel Library (1963) 








Nashua Public Library (1971) 





NEW JERSEY 
Bayonne Free Public Library (1909) 





Bloomfield Public Library (1965) 





Cumberland County Library (1966) 





Rutgers University, Camden Library (1966) 





Rutgers University, School of Law Library (1979) 





College of St. Elizabeth, Mahoney Library (1938) 





East Brunswick Public Library (1977) 





East Orange Public Library (1966) 





Free Public Library of Elizabeth (1895) 





Glassboro State College, Savitz Learning Resource Center (1963) 
Johnson Free Public Library (1966) 





Free Public Library of Irvington (1966) 





Jersey City Public Library (1879) 





Jersey City State College, F. A. Irwin Library (1963) 





Rider College, Franklin F. Moore Library (1975) 





Drew University Library (1939) 





Ramapo College Library (1971) 





Burlington County Library (1966) 





New Brunswick Free Public Library (1908) 





Rutgers University, Alexander Library (1907) 





Newark Public Library (1906)—REGIONAL 





Rutgers-The State University Law School, Newark, Library (1979) 
Rutgers-The State University, John Cotton Dana Library (1966) 
Seton Hall University, Law Library (1979).... 





Passaic Public Library (1964) 
Burlington County College Library (1979)... 








Phillipsburg Free Public Library (1976) 





Plainfield Public Library (1971) 





Stockton State College Library (1972) 





Princeton University Library (1884) 
County College of Morris, Masten Learning Resource Center (1975) 
Fairleigh Dickinson University, Messler Library (1953) 

Monmouth County Library, Eastern Branch (1968) 








Seton Hall University, McLaughlin Library (1947) 


Fairleigh Dickinson University, Teaneck/Hackensack Campus Library (1963) 


Ocean County College, Learning Resources Center (1966) 
New Jersey State Library (unknown) 





Trenton Free Public Library (1902) 
Kean College of New Jersey, Nancy Thompson Library (1973). 








Montclair State College, Harry A. Sprague Library (1967) 
Wayne Public Library (1972) 
Monmouth College, Guggenheim Memorial Library (1963) 
Free Public Library of Woodbridge (1965) 





NEW MEXICO 


University of New Mexico, Medical Center Library (1973) 
University of New Mexico, School of Law Library (1973) 
University of New Mexico, General Library (1896)—REGIONAL 
New Mexico Junior College, Pannel Library (1969) 

New Mexico State University Library (1907) 

New Mexico University, Donnelly Library (1913) 

Eastern New Mexico University, Golden Library (1962) 
New Mexico State Library (1960)—REGIONAL 

New Mexico Supreme Court Law Library (unknown) 
Western New Mexico University, Miller Library (1972) 
New Mexico Tech Library (1984) 





Albany 


Auburn 
Bayside 
Binghamton 
Brockport 
Bronx 


Brooklyn 


Canton 
Cheektowaga 
Corning 
Cortland 
Delhi 
Douglaston 
East Islip 
Elmira 
Farmingdale 
Flushing 


Garden City 
Genesco 
Greenvale 
Hamilton 
Hempstead 


Ithaca 


Jamaica 


Kings Point 


Long Island City 


Mount Vernon 
New Paltz 
New York City 


LIST OF DEPOSITORY LIBRARIES 


NEW YORK 


Albany Law School Library (1979).. 
New York State Library (unknown)—REGIONAI 
State University of New York at Albany, University Library (1964) 
Seymour Library (1972). 
CUNY Law School at Queens College (1983) 
State University of New York at Binghamton, Glen G. Bartle Library (1962) 
State University of New York at Brockport, Drake Memorial Library (1967) 
Fordham University Library (1937) 
Herbert H. Lehman College Library (1967) 
New York Public Library, Mott Haven Branch (1973) 
State University of New York, Maritime College, Stephen B. Luce Library (1947) 
Brooklyn College Library (1936) 
Brooklyn Law School Library (1974) 
Brooklyn Public Library (1908) 
Polytechnic Institute of New York, Spicer Library (1963) 
Pratt Institute Library (1891) 
State University of New York, Downstate Medical Center Library (1958) 
Buffalo and Erie County Public Library (1895) 
State University of New York at Buffalo, C. B. Sears Law Library (1978) 
State University of New York at Buffalo, Lockwood Memorial Library (1963) 
Saint Lawrence University. Owen D. Young Library (1920) 

Cheektowaga Public Library 
Corning Community College, Arthur A. Houghton, Jr. Library (1963) 

State University of New York College at Cortland, Memorial Library (1964) 
State University Agricultural and Technology College Library (1970) 
Cathedral College Library (1971) 
East Islip Public Library (1973) 
Elmira College, Gannett Tripp Learning Center (1956) 
State University of New York at Farmingdale Library (1917) 
Queensborough Community College Library (1972) 
Queens College, Paul Klapper Library (1939) 
Adelphi University, Swirbul Library (1966) 
State University of New York at Genesco Milne Library (1967) 
Long Island University, B. Davis Schwartz Memorial Library (1964) 
Colgate University, Case Library (1902) 
Hofstra University Library (1964) 
Hofstra University, School of Law Library (1979) 
Cornell Law Library, Myron Taylor Hall (1978) 
Cornell University Library (1907)... 
New York State College of Agriculture and Human Economic, Albert R. Mann Library 




























































































Queen Borough Public Library (1926) 
Saint John’s University Library (1956) 
Saint John’s University, School of Law Library (1978) 
U.S. Merchant Marine Academy Library (1962) 
Fiorello H. LaGuardia Community College Library (1981) 

Mount Vernon Public Library (1962) 

State University College at New Paltz, Sojourner Truth Library (1965) 
Cardoza Law School Library (1979) 
City University of New York, City College ene (1884) 
Coliege of Insurance Library (1965) 
Columbia University Libraries (1882) 

Columbia University, School of Law Library (1981). 
Cooper Union for the Advancement of Science and Arts Library (1930) 
Medical Library Center of New York (1976) 
New York Law Institute Library (1909) 

New York Law School Library (1979) 

New York Public Library, Astor Branch (1907) 
New York Public Library, Lenox Branch (1884) 


























Depository No. 


0421B 
0387 
0421A 
0431 
0413 
0425A 
0430A 
0414 
0390C 
0411 
0416 
0397 
0396B 
0398 
0396A 
0396 
0404 
0432 
0400B 
0433 





Newburgh 
Niagara Falls 
Oakdale 
Oneonta 
Oswego 
Plattsburgh 
Potsdam 


Poughkeepsie 
Purchase 
Rochester 


Saint Bonaventure 
Saratoga Springs 
Schnectady 
Southampton 
Staten Island 
Stony Brook 
Syracuse 


Troy 
Uniondale 
Utica 


West Point 
White Plains 
Yonkers 


Yorktown Heights 


Asheville 
Boiling Springs 
Boone 

Buies Creek 
Chapel Hill 


Charlotte 


Cullowhee 
Davidson 
Durham 


Elon College 
Fayetteville 
Greensboro 


Greenville 
Laurinburg 
Lexington 
Mount Olive 
Murfreesboro 
Pembroke 
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New York University Law Library (1973) 
New York University, Elmer Holmes Bobst Library (1967) 
U.S. Court of Appeals, Second Circuit Library (1976) 
Yeshiva University, Pollack Library (1979) 
Newburgh Free Library (1909). 
Niagara Falls Public Library (1976) 
Dowing College Library (1965) 
State University College at Oneonta, James M. Milne Library (1966) 
State University College at Oswego, Penfield Library (1966) 
State University College at Plattsburgh, Benjamin F. Feinberg Library (1967) 
Clarkson College of Technology, Harriet Call Burnap Memorial Library (1938) 
State University College at Potsdam, Frederick W. Crumb Memorial Library (1964) 
Vassar College Library (1943) 
State University of New York, College at Purchase Library (1969) 
Rochester Public Library (1963) 
University of Rochester, Rush Rhees Library (1880) 
Saint Bonaventure University, Friedsam Memorial Library (1938) 
Skidmore College Library (1964) 
Union College, Schaffer Library (1901) 
Southampton College Library (1973) 
Wagner College, Horrmann Library (1953) 
State University of New York at Stoney Brook Library (1963) 
Onondaga County Public Library (1978) 
Syracuse University Library (1878) 
Syracuse University, William C. Ruger Law Library (1978) 
Troy Public Library (1869) 
Nassau Library System (1965) 
SUNY College of Technology Library (1977) 
Utica Public Library (1885) 
U.S. Military Academy Cadet Library (unknown) 
Pace University Law School Library (1978) 
Sarah Lawrence College Library (1969) 
Yonkers Public Library (1910) 
Mercy College Library, Yorktown Branch Campus (1976) 































































































NORTH CAROLINA 


University of North Carolina at Asheville, D. Hiden Ramsey Library (1965) 
Gardner Webb College, Dove Memorial Library (1974) 
Appalachian State University Library (1963) 
Campbell University, Carrie Rich Memorial Library (1965) 
University of North Carolina, Wilson Library (1884)—REGIONAL 
University of North Carolina, Law Library (1978) 
Public Library of Charlotte and Mecklenburg County (1964) 
Queens College, Everett Library (1927) 
University of North Carolina at Charlotte, Atkins Library (1964) 
Western Carolina University, Hunter Library (1953) 
Davidson College Library (1893) 
Duke University, School of Law Library (1978) 
Duke University, William R. Perkins Library (1890) 
North Carolina Central University, James E. Shepard Memorial Library (1973) 
North Carolina Central University, Law Library (1979) 
Elon College, Iris Holt McEwen Library (1971) 
Fayetteville State University, Chesnutt Library (1971) 
North Carolina Agricultural and Technical State University, F.D. Bluford Library (1937). 
University of North Carolina at Greensboro, Walter Clinton Jackson Library (1963) 

East Carolina University, J. Y. Joyner Library (1951) 
St. Andrew’s Presbyterian College, DeTamble Library (1969) 
Davidson County Public Library (1971) 
Mount Olive College, Moye Library (1971) 
Chowan College, Whitaker Library (1963) 
Pembroke State University, Mary H. Livermore Library (1956) 






























































Rocky Mount 
Salisbury 
Wilmington 
Wilson 
Winston-Salem 


Bismark 


Dickinson 
Fargo 


Grand Forks 
Minot 
Valley City 


Alliance 
Ashland 
Athens 
Batavia 


Bluffton 
Bowling Green 
Canton 
Chardon 
Cincinnati 


Cleveland 


Columbus 


Dayton 


Delaware 
Elyria 
Findlay 
Gambier 
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LIST OF DEPOSITORY LIBRARIES 


Department of Cultural Resources State Library (unknown) 
North Carolina State University, D. H. Hill Library (1923) 
North Carolina Supreme Court Library (1972) 
Wake County Public Library (1969) 
North Carolina Wesleyan College Library (1969) 
Catawba College Library (1925) 
University of North Carolina at Wilmington, William M. Randall Library (1965) 
Atlantic Christian College, Hackney Library (1930) 
Forsyth County Public Library (1954). 
Wake Forest University, Z. Smith Reynolds Library (1902) 





























NORTH DAKOTA 


North Dakota State Historical Society Library (1907) 
North Dakota State Library (1971) 
North Dakota Supreme Court Law Library (unknown) 
Veteran’s Memorial Public Library (1967) 
Dickinson State College, Stoxen Library (1968) 
Fargo Public Library (1964) 
North Dakota State University Library (1907) 
University of North Dakota, Chester Fritz Library (1890) 
Minot State College, Memorial Library (1925) 
Valley City State College Library (1913) 
































OHIO 


Ohio Northern University, J. P. Taggart Law Library (1965) 
Akron-Summit County Public Library (1952) 
University of Akron, Bierce Library (1963) 
University of Akron, School of Law Library (1978) 
Mt. Union College Library (1888) 
Ashland College Library (1938). 
Ohio University Library (1886) 
University of Cincinnati at Batavia, Clermont General and Technical College Library 

(1973) 
Bluffton College, Musselman Library (1951) 
Bowling Green State University Library (1933) 
Malone College, Everett L. Cattell Library (1970) 
Geauga County Public Library (1971) 
Public Library of Cincinnati and Hamilton County (1894) 
University of Cincinnati College of Law, Marx Law Library (1978) 
University of Cincinnati, Central Library (1929) 
Case Western Reserve University, Freiberger Library (1913) 
Case Western Reserve University, School of Law Library (1979) 
Cleveland Heights University, Public Library (1979) 
Cleveland Public Library (1886) 
Cleveland State University, Cleveland-Marshall College of Law Library (1978) 
Cleveland State University Library (1966) 
John Carroll University, Grasselli Library (1963) 
Municipal Reference Library (1970) 
Capital University Law School Library (1980) 
Capital University Libraries (1968) 
Ohio State Library (unknown)—REGIONAL 
Ohio State University Libraries (1907) 
Ohio Supreme Court Law Library (1973) 
Public Library of Columbus and Franklin County (1885) 
Dayton and Montgomery County Public Library (1909) 
University of Dayton, Roesch Library (1969) 
Wright State University Library (1965) 
Ohio Wesleyan University, L. A. Beeghly Library (1845) 
Elyria Public Library (1966) 
Findlay College, Shafer Library (1969) 
Kenyon College Library (1873) 











































































































Depository No. 
0437 

0438 

0437A 
0445A 
0443A 

0450 


0443 
0446 
0445 
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Depository No. 


Denison University Libraries, W. H. Doane Library (1884) 0480 
Hiram College, Teachout Price Memorial Library (1874) 0477A 
Kent Kent State University Library (1962) 0483 
Marietta Marietta College, Dawes Memorial Library (1884) 0478 
Marion Marion Public Library (1979) 0470A 
Middletown Miami University-Middletown, Gardner-Harvey Library ( 1970) 0466B 
New Concord Muskingum College Library (1966) 0478A 
Oberlin Oberlin College Library (1858) 0477 
Oxford Miami University Libraries, King Library (1909) 
Portsmouth Portsmouth Public Library (unknown) 
Rio Grande Rio Grande College and Community College, Jeanette Albiez Davis Library (1966) 
Springfield Warder Public Library (1884) 
Steubenville College of Steubenville, Starvaggi Memorial Library (1971) 

Steubenville and Jefferson County Public Library (1950) 
Tiffin Heidelberg College, Beeghly Library (1964) 
Toledo Toledo-Lucas County Public Library (1884) 

University of Toledo, College of Law Library (1981) 

University of Toledo Library (1963) 
Westerville Otterbein College, Courtwright Memorial Library (1967) 
Wooster College of Wooster, Andrews Library (1966) 
Youngstown Youngstown and Mahoning County Public Library (1923) 
Youngstown State University, William F. Maag Library (1971) 


Granville 
Hiram 
























































OKLAHOMA 


East Central Oklahoma State University, Linscheid Library (1914) 
Northwestern Oklahoma State University Library (1907) 
Bethany Nazarene College, R. T. Williams Learning Resources Center (1971) 
Durant Southeastern Oklahoma State University Library (1929) 
Edmond Central State University Library (1934) 
Enid Public Library of Enid and Garfield County (1908) 
Langston Langston University, G. Lamar Harrison Library eda 
Muskogee Muskogee Public Library (1971) 


Ada 
Alva 
Bethany 




















Norman University of Okiahoma Library (1893) 
University of Oklahoma, Law Library (1978) 
Oklahoma City Metropolitan Library System (1974) 
Oklahoma City University Library (1963) 
Oklahoma Department of Libraries (1893)—REGIONAL... 
Shawnee Oklahoma Baptist University Library (1933) 
Stillwater Oklahoma State University Library (1907) REGIONAL 























Tahlequah Northeastern Oklahoma State University, John Vaughan Library (1923) 
Tulsa Tulsa City-County Library (1963) 
University of Tulsa, College of Law Library (1979) 
University of Tulsa, McFarlin Library (1929) 
Southwestern Oklahoma State University, Al Harris Library (1958) 











Weatherford 


OREGON 


Ashland Southern Oregon College Library (1953) 
Corvallis Oregon State University Library (1907) 
Eugene University of Oregon, Law Library (1979). 
University of Oregon Library (1883) 
Forest Grove Pacific University, Harvey W. Scott Library (1897) 
Klamath Falls Oregon Institute of Technology Library (1982) 
La Grande Eastern Oregon College, Walter M. Pierce Library (1954) 
McMinnville Linfield College, Northup Library (1965) 
Monmouth Western Oregon State College Library (1967) 
Pendleton Blue Mountain Community College Library (1983) 
Portland Department of Energy, Bonneville Power Administration Library (1962) 
Lewis and Clark College, Aubrey R. Watzek Library (1967) 
Northwestern School of Law, Paul L. Boley Law Library (1979) 
Portland Library Association (1884) 
Portland State University Library (1963)—REGIONAL 






































Allentown 
Altoona 
Bethel Park 
Bethlehem 
Blue Bell 
Bradford 
Carlisle 


Cheyney 
Collegeville 
Coraopolis 
Doylestown 
East Stroudsburg 
Erie 
Greenville 
Harrisburg 
Haverford 
Hazleton 
Indiana 
Johnstown 
Lancaster 
Lewisburg 
Mansfield 
Meadville 
Millersville 
Monessen 
New Castle 
Newtown 
Norristown 
Philadelphia 


Pittsburgh 


Pottsville 
Reading 
Scranton 
Shippensburg 
Slippery Rock 
Swarthmore 
University Park 
Villanova 
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LIST OF DEPOSITORY LIBRARIES 


Reed College Library (1912) 





Oregon State Library (unknown) 





Oregon Supreme Court Library (1974) 





Willamette University, College of Law Library (1979) 





Willamette University, Main Library (1969) 





PENNSYLVANIA 
Muhlenburg College, Haas Library (1939) 





Altoona Public Library (1969) 





Bethel Park Public Library (1980) 
Lehigh University Library (1876) 


Montgomery County Community College, Learning Resource Center (1975) 


University of Pittsburgh at Bradford, Bradford Campus Library (1979) 
Dickinson College, Boyd Lee Spahr Library (1947) 





Dickinson School of Law, Sheely-Lee Law Library (1978) 





Cheyney State University, Leslie Pinckney Hill Library (1967) 
Unsinus College, Myrin Library (1963) 








Robert Morris College Library (1978) 





Bucks County Free Library, Center County Branch (1970) 





East Stroudsburg State University, Kemp Library (1966) 





Erie County Library System (1897) 








Thiel College, Langenheim Memorial Library (1963) 
Pennsylvania State Library (unknown)—REGIONAL 
Haverford College, Magill Library (1897) 








Hazleton Area Public Library (1964) 





Indiana University of Pennsylvania, Rhodes R. Stabley Library (1962) 








Cambria County Library System Glosser Memorial Library (1965) 
Franklin and Marshall College, Fackenthal Library (1895) 





Bucknell University, Ellen Clark Bertrand Library (1963) 





Mansfield State University Library (1968) 





Allegheny College, Pelletier Library (1907) 





Millersville State University, Ganser Library (1966) 





Monessen Public Library (1969) 





New Castle Public Library (1963).. 








Bucks County Community College Library (1968) 
Montgomery County-Norristown Public Library (1969) 
Drexel University Library (1963) 





Free Library of Philadelphia (1897) 





Saint Joseph’s University, Drexel Library (1974) 











Temple University, Paley Library (1947) 
Tempie University Law Library (1979) 





Thomas Jefferson University, Scott Memorial Library (1978). 





U.S. Court of Appeals, Third Circuit Library (1973) 
University of Pennsylvania, Biddle Law Library (1974) 





University of Pennsylvania Library (1886) 





Allegheny County Law Library (1977) 





Carnegie Library of Pittsburgh (1895).... 





Carnegie Library of Pittsburgh, Allegheny Regional Branch (1924) 
Duquesne University, Law Library (1978) 





Interior Department, Bureau of the Mines Library (1962) 





LaRoche College, John J. Wright Library (1974) 





University of Pittsburgh, Hillman Library (1910). 





University of Pittsburgh Law Library (1979) 





Pottsville Free Public Library (1967) 





Reading Public Library (1901) 





Scranton Public Library (1895) 





Shippensburg State University, Ezra Lehman Memorial Library (1973) 
Slippery Rock State University, Bailey Library (1965) 





Swarthmore College Library (1923) 





Pennsylvania State University Library (1907) 








Villanova University Law School, Pulling Law Library (1964) 


Depository No. 
0503 

0500 

0500A 





Warren 
Washington 
Waynesburg 
West Chester 
Wilkes-Barre 
Williamsport 
York 
Youngwood 


Mayaguez 
Ponce 


San Juan 


Kingston 
Newport 
Providence 


Warwick 
Westerly 
Woonsocket 


Charleston 


Clemson 
Columbia 


Conway 
Due West 
Florence 


Greenville 


Greenwood 
Orangeburg 
Rock Hill 

Spartanburg 


Aberdeen 
Brookings 
Pierre 


Rapid City 
Sioux Falls 
Spearfish 


Vermillion 
Yankton 
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Warren Public Library (1885) 





Washington and Jefferson College, U. Grant Miller Library (1884) 
Waynesburg College Library (1964) 





West Chester State University, Francis Harvey Green Library (1967) 





Kings College, D. Leonard Corgan Library (1949) 





Lycoming College Library (1970) 





York College of Pennsylvania, Schmidt Library (1963) 





Westmoreland County Community College, Learning Resources Center (1972) 


PUERTO RICO 
University of Puerto Rico Library (1928) 





Catholic University of Puerto Rico, Encarnacion Valdes Library (1966) 
Catholic University of Pureto Rico, School of Law Library (1978) 





University of Puerto Rico, General Library (1928) 





RHODE ISLAND 
University of Rhode Island Library (1907) 





U.S. Naval War College Library (1963) 





Brown University, John D. Rockefeller, Jr. Library (unknown) 
Providence College, Phillips Memorial Library (1969) 





Providence Public Library (1884) 





Rhode Island College, James P. Adams Library (1965) 








Rhode Island State Law Library (1979) .. 
Rhode Island State Library (before 1895) 





Warwick Public Library (1966) 





Westerly Public Library (1909) 





Woonsocket Harris Public Library (1977) 





SOUTH CAROLINA 
Baptist College at Charleston, L. Mendel Rivers Library (1967) 





The Citadel, Daniel Library (1962) 








College of Charleston, Robert Small Library (1869) 
Clemson University Library (1893) 





Benedict College, Learning Resources Center (1969) 





South Carolina State Library (before 1895) 





University of South Carolina, Coleman Karesh Law Library (1983) 








University of South Carolina, Thomas Cooper Library (1884) 
University of South Carolina, Coastal Carolina College, Kimbel Library (1974) 
Erskine College McCain Library (1968) 





Florence County Library (1967) 





Francis Marion College, James A. Rogers Library (1970) 





Furman University Library (1962) 





Greenville County Library (1966) 





Lander College, Larry A. Jackson Library (1967) 





South Carolina State College, Miller F. Whitaker Library (1953) 
Winthrop College, Dacus Library (1896) 





Spartanburg County Public Library (1967) 





SOUTH DAKOTA 
Northern State College Library (1963) 





South Dakota State University, H. M. Briggs Library (1889) 
South Dakota State Library (1973) 





South Dakota Supreme Court Library (1978) 





Rapid City Public Library (1963) 
South Dakota School of Mines and Technology, Devereaux (1963) 
Augustana College, Mikkelsen Library (1969) 
Sioux Falls Public Library (1903) 
Black Hills State College, Library Learning Center (1942) 
University of South Dakota, I. D. Weeks Library (1889) 

















Yankton College, James Lloyd Library (1904) 








Bristol 
Chattanooga 


Clarksville 
Cleveland 
Columbia 
Cookeville 
Jackson 
Jefferson City 
Johnson City 
Knoxville 


Martin 
Memphis 


Murfreesboro 
Nashville 


Swanee 


Abilene 
Arlington 


Austin 


Baytown 
Beaumont 
Brownwood 
Canyon 
College Station 
Commerce 
Corpus Christi 
Corsicana 
Dallas 


Denton 
Edinburg 
El! Paso 


Fort Worth 


Galveston 
Houston 


LIST OF DEPOSITORY LIBRARIES 


TENNESSEE 


Kings College, E. W. King Library (1970) 
Chattanooga-Hamilton County Bicentennial Library (1908) 

U.S. Tennessee Valley Authority Technical Library (1976) 

Austin Peay State University, Woodward Library (1945) 

Cleveland State Community College Library (1973) 

Columbia State Community College, John W. Finney Memorial Library (1973) 
Tennessee Technological University, Jere Whitson Memorial Library (1969) 
Lambuth College, Luther L. Gobbel Library (1967) 
Carson-Newman College Library (1964) 

East Tennessee State University, Sherrod Library (1942)... 








Public Libraries Knoxville-Knox County, Lawson McGhee Library (1973) 
University of Tennessee at Knoxville, James D. Hoskins Library (1907) 
University of Tennessee Law Library (1971) 

University of Tennessee at Martin, Paul Meek Library (1957) 

Memphis-Shelby County Public Library and Information Center (1896) 
Memphis State University, Cecil C. Humphreys School of Law Library (1979) 
Memphis State University, John W. Brister Library (1966) 





Middle Tennessee State University, Tood Library (1912) 





Fisk University Library (1965) 








Public Library of Nashville and Davidson County (1884) 
Tennessee State Law Library (1976) 





Tennessee State Library and Archives (unknown) 
Tennessee State University, Brown-Daniel Library (1972) 
Vanderbilt University Law Library (1976) 
Vanderbilt University Library (1884) 
University of the South, Jessee Ball duPont Library (1873) 





TEXAS 


Abilene Christian University, Margaret and Herman Brown Library (1978) 
Hardin-Simmons University Rupert and Pauline Richardson Library (1940) 
Arlington Public Library (1970) 





University of Texas at Arlington Library (1963) 
Texas State Law Library (1972) 





Texas State Library (unknown)—REGIONALL. ....0......ceccccccesessseeeeeenceeseneeneess : 
University of Texas at Austin, Perry Castaneda Library (1884) 
University of Texas, Lyndon B. Johnson School of Public Affairs Library (1966) 





University of Texas, Tarlton Law Library (1965) 
Lee College Library (1970) 





Lamar University, Mary and John Gray Library (1957) 





Howard Payne University, Walker Memorial Library (1964) 
West Texas State University, Cornette Library (1928) 





Texas Agricultural and Mechanical University Library (1907) 
East Texas State University Library (1937) 
Corpus Christi State University Library (1976) 

Navarro College, Gaston T. Gooch Library (1965). 








Bishop College, Zale Library (1966) 
Dallas Baptist College Vance Memorial Library (1967) 
Dallas Public Library (1900) 





Southern Methodist University, Fondren Library (1925) 





University of Texas, Health Science Center-Dallas Library (1975) 
North Texas State University Library (1948) 





Pan American University Library (1959).... 





E] Paso Public Library (1906) 


University of Texas at E] Paso, Documents and Maps Library (1966) 
Fort Worth Public Library (1905) 








Texas Christian University, Mary Couts Burnett Library (1916) 





Rosenberg Library (1909) 
Houston Public Library (1884) 











North Harris County College, Learning Resource Center (1974) 
Rice University, Fondren Library (1967) .. 





Depository No. 


0576A 
0583 
1039 
0587 
0583A 
0579A 
0582 
0584 
0581A 
0581 
0584A 
0577 
0577A 
0588 
0590 
0582A 
0590A 
0585 
0586A 
0586 
0585A 
0576 
0587A 
0580A 
0580 
0579 





Huntsville 
Irving 
Kingsville 
Laredo 
Longview 
Lubbock 


Marshall 
Nacogdoches 
Plainview 
Richardson 
San Angelo 
San Antonio 


San Marcos 
Seguin 
Sherman 
Texarkana 
Victoria 
Waco 


Wichita Falls 


Cedar City 
Ephraim 
Logan 


Ogden 
Provo 


Salt Lake City 


Burlington 
Castleton 
Johnson 
Lyndonville 
Middlebury 
Montpelier 
Northfield 
South Royalton 


Saint Croix 
Saint Thomas 
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South Texas College of Law Library (1981) 
Texas Southern University, Law Library (1982) 
University of Houston at Clear Lake City Library (1980) 
University of Houston School of Law Library (1979) 
University of Houston Library (1957) 
Sam Houston State University Library (1949) 
Irving Public Library (1974) , 
Texas Arts and Industries University, Jernigan Library (1944) 
Laredo Junior College, Harold R. Yeary Library (1970). 
Nicholson Memorial Public Library (1961) 
Texas Tech University Law Library (1979) 
Texas Tech University Library (1935)—-REGIONAL 
Wiley College, Cole Library (1962) 
Stephen F. Austin State University, Steen Library (1965) 
Wayland Baptist University, Van Howeling Memorial Library (1963) 
University of Texas at Dallas Library (1972) 
Angelo State University, Porter Henderson Library (1964) 
Saint Mary’s University, Academic Library (1964) 
Saint Mary’s University, School of Law Library (1982) 
San Antonio College Library (1972) 
San Antonio Public Library (1899) 
Trinity University Library (1964) 
University of Texas at San Antonio Library (1973) 
Southwest Texas State University Library (1955) 
Texas Lutheran College, Blumberg Memorial Library (1970) 
Austin College, Arthur Hopkins Library (1963) 
Texarkana Community College, Palmer Memorial Library (9163) 
Victoria College/University of Houston, Victoria Campus Library (1973) 
Baylor University Library (1905) 
Baylor University, School of Law Library (1982) 
Midwestern University, Moffert Library (1963) 




























































































UTAH 


Southern Utah State College Library (1964) 
Snow College, Lucy A. Phillips Library (1963) 
Utah State University, Merrill Library and Learning Resources Center (1907)—RE- 

GIONAIL 
Weber State College, Stewart Library (1962) 
Brigham Young University, J. Reuben Clark Law Library (1972) 
Brigham Young University, Lee Library (1908) 
University of Utah, Marriott Library (1893) 
University of Utah, Eccles Health Sciences Library (1970) 
University of Utah Law Library (1966) 
Utah State Library (unknown) 
Utah State Supreme Court, Law Library (1975) 



































VERMONT 


University of Vermont, Bailey/Howe Library (1907) 
Castleton State College, Calvin Coolidge Library (1969) 
Johnson State College, John Dewey Library (1955) 
Lyndon State College, Samuel Reed Hall Library (1969) 
Middlebury College, Egbert Starr Library (1884) 
Vermont Department of Libraries (before 1895) 
Norwich University Library (1908) 
Vermont Law School Library (1978) 


























VIRGIN ISLANDS 


Florence Williams Public Library (1974) 
College of the Virgin Islands, Ralph M. Paiewonsky Library (1973) 
Enid M. Baa Library and Archives (1968) 











Alexandria 
Arlington 
Blackburg 
Bridgewater 
Charlottesville 


Chesapeake 
Danville 

Emory 

Fairfax 
Fredericksburg 
Hampden-Sidney 
Hampton 
Harrisonburg 
Hollins College 
Lexington 


Martinsville 
Norfolk 


Petersburg 
Quantico 


Reston 
Richmond 


Salem 
Springfield 
Williamsburg 


Wise 


Bellingham 
Cheney 
Ellensburg 
Everett 
Midway 
Olympia 


Port Angeles 
Pullman 
Seattle 


Spokane 
Tacoma 
Vancouver 
Walla Walla 
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LIST OF DEPOSITORY LIBRARIES 


VIRGINIA 
Navy Department, Judge Advocate General Law Library (1963) 





George Mason University, School of Law Library (1981) 





Virginia Polytechnic Institute and State University, Carol M. Newman Library (1907) 
Bridgewater College, Alexander Mack Memorial Library (1902) 





University of Virginia, Alderman Library (1910)—REGIONAL 





University of Virginia, Arthur J. Morris Law Library (1964) 





Chesapeake Public Library System (1970) 





Danville Community College, Learning Resources Center (1969) 





Emory and Henry College, Kelly Library (1884) 





George Mason University, Fenwick Library (1960) 





Mary Washington College, E. Lee Trinkle Library (1940) 





Hampden-Sidney College, Eggleston Library (1891) 





Hampton Institute, Huntington Memorial Library (1977) 





James Madison University, Carrier Library (1973) 





Hollins College, Fishburn Library (1967) 





Virginia Military Institute, Preston Library (1874) 





Washington and Lee University, University Library (1910) 








Washington and Lee University, Wilbur C. Hall Law Library (1978) 
Patrick Henry Community College Library (1971) 





Norfolk Public Library (1895) 





Old Dominion University Library (1963) 





U.S. Armed Forces Staff College Library (1963) 








Virginia State University, Johnston Memorial Library (1907) 
Federal Bureau of Investigation, Academy Library (1970) 





Marine Corps Education Center, James Carson Breckinridge Library (1967) 
Department of the Interior, Geological Survey National Center Library (1962) 
U.S. Court of Appeals, Fourth Circuit Library (1973) 





University of Richmond, Boatwright Memorial Library (1900) 
University of Richmond, Law School Library (1982) 








Virginia Commonwealth University, James Branch Cabell Library (1971) 
Virginia State Law Library (1973) 








Virginia State Library (unknown) 





Roanoke College Library (1886) 





National Technical Information Service Library 





College of William and Mary, Marshall Wythe Law Library (1978) 








College of William and Mary, Swew Library (1936) 
Clinch Valley College, John Cook Wyllie Library (1971) 





WASHINGTON 


Western Washington University, Wilson Library (1963) 
Eastern Washington University, JFK Library (1966) 








Central Washington University Library (1962) 





Everett Public Library (1914) 





Highline Community Coliege Library (1983) 





Evergreen State College, Daniel J. Evans Library (1972) 





Washington State Law Library (1979) 





Washington State Library (unknown)—REGIONAL 





North Olympic Library System, Port Angeles Branch (1965) 





Washington State University Library (1907) 





Seattle Public Library (1908) 
University of Washington, Marian Gould Gallagher Law Library (1969) 








University of Washington Library (1890) 
U.S. Court of Appeals, Ninth Circuit Library (1981) 





Gonzaga University, School of Law Library (1979) 





Spokane Public Library (1910) 
Tacoma Public Library (1894) 
University of Puget Sound, Collins Memorial Library (1938) 











University of Puget Sound, Law Library (1978) 
Fort Vancouver Regional Library (1962) 











Whitman College, Penrose Memorial Library (1890) 


Depository No. 


1009 
0640A 
0629 
0639 
0640 
0632A 
0636A 
0637 
0641 
0641A 
0633 
0636 





Athens 
Bluefield 
Charleston 


Elkins 
Fairmont 
Glenville 
Huntington 
Institute 
Morgantown 
Salem 
Shepherdstown 
Weirton 


Appleton 
Beloit 

Eau Claire 
Fond du Lac 
Green Bay 
La Crosse 


Madison 


Milwaukee 


Oshkosh 
Platteville 
Racine 

Ripon 

River Falls 
Sheboygan 
Stevens Point 
Superior 


Waukesha 
Wausau 
Whitewater 


Casper 
Cheyenne 


Gillette 
Laramie 


Powell 
Riverton 
Rock Springs 
Sheridan 
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Depository No. 
WEST VIRGINIA 

Concord College Library (1924) 0656 
Bluefield State College, Hardway Library (1972) 
Kanawha County Public Library (1952) sass 0655 
West Virginia Library Commission (unknown) 0652 
West Virginia Supreme Court Law Library (1977) 
Davis and Elkins College Library (1913). 
Fairmont State College Library (1884) 
Glenville State College, Robert F. Kidd Library (1966) 
Marshall University, James E. Morrow Library (1925) 
West Virginia State College, Drain-Jordan Library (1907) 
West Virginia University Library (1907)}—REGIONAI 
Salem College Library (1921) 
Shepherdstown College, Ruth Scarborough Library (1971) 
Mary H. Weir Public Library (1963) 












































WISCONSIN 


Lawrence University, Seeley G. Mudd Library (1869) 
Beloit College, Col. Robert H. Morse Library (1888) 
University of Wisconsin-Eau Claire, William D. McIntyre Library (1951) 
Fond du Lac Public Library (1966) 
University of Wisconsin-Green Bay, Library Learning Center (1968) 
La Crosse Public Library (1863) 
University of Wisconsin-La Crosse, Murphy Library (1965) 
Madison Public Library (1965) 
State Historical Society Library (1870)—REGIONAL 
University of Wisconsin-Madison Memorial Library (1939) 
University of Wisconsin-Madison, Law Library (1981) 
Wisconsin State Law Library (unknown) 
Alverno College Library/Media Center (1971) a 
Medical College of Wisconsin, Inc., Todd Wehr Library (1980) 
Milwaukee County Law Library (1934) 
Milwaukee Public Library (1861)—REGIONAL 
Mount Mary College Library (1964) 
University of Wisconsin-Milwaukee Library (1960) 
University of Wisconsin-Oshkosh, Forrest R. Polk Library (1956) 
University of Wisconsin-Platte, Karrmann Library (1964) 

Racine Public Library (1898) 
Ripon College Library (1982) 
University of Wisconsin-River Falls, Chalmer Davee Library (1962) 
Mead Public Library (1983) 
University of Wisconsin-Stevens Point, Learning Resources Center (1951) 
Superior Public Library (1908) is 

University of Wisconsin-Superior, Jim Dan Hill Library (1935 

Waukesha Public Library (1966) 
Marathon County Public Library (1971) 
University of Wisconsin-Whitewater, Harold Anderson Library (1963) 
























































WYOMING 


Natrona County Public Library (1929) 
Wyoming State Law Library (1977) 
Wyoming State Library (unknown)—REGIONAL 
George Amos Memorial Library (1980) 
University of Wyoming, Coe Library (1907) 
University of Wyoming Law Library (1978).... 
Northwest Community College, John Taggart Hinckley Library (1967) 
Central Wyoming College Library (1969) 

Western Wyoming College Library (1969) 

Sheridan College, Griffith Library (1963) 














Page D-25 


U.S. GOVERNMENT PRINTING OFFICE : 1984 O - 448-861 : Q.L. 3 














MARGIN INDEX 


To use, bend book in half and 
follow margin index to page 
with black edge marker 


AUTHOR 


SUBJECT 


SERIES/REPORT 


CONTRACT NUMBER 


STOCK NUMBER 


TITLE KEYWORD 





